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TRANSLATOR'S 

DEDICATORY   PREFACE. 


In  dedicating  this  translation  to  your  Society,  I  take  this 
occasion  to  express  my  thanks  for  the  interest  you  hare  mani- 
fested in  it,  and  for  the  friendly  aid  you  have  given  me.  I  wish 
yon  to  regard  it  as  my  qaota  towards  the  contributions  of  scien- 
tific or  other  matter,  which  it  was  our  main  object  to  elicit  from 
each  member.  I  trust  it  may  be  found  worthy  of  your  attention, 
and  if  I  should  succeed  in  imparting  to  others  a  portion  of  the 
delight  and  profit  derived  by  me  from  the  study  uf  the  original, 
I  shall  think  I  have  labored  to  some  purpose. 

When  I  had  made  some  progress  in  this  translation,  I  received 
an  interesting  letter  from  Franklin  Forbes,  Esq.,  accompany- 
ing a  translation  of  the  first  half  of  the  book.  It  was  his 
intention  to  have  finished  the  same  for  publication,  but  his  pro- 
fessional engagements  prevented  him.  For  so  free  and  generous 
a  ^(t  from  an  entire  stranger,  I  would  offer  this  expression  of 
my  sincere  thanks. 

Considerations  connected  with  the  cost  of  the  work  have 
changed  one  proposed  feature  of  the  translation ;  which  was,  to 
present  before  the  reader,  side  by  side,  the  metrical  formulae, 
with  their  reductions  to  the  English  units  of  measure,  to  enable 
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him  to  judge  for  himself  of  the  accuracy  of  these  reductions, 
which  are  oflen  of  a  complicated  character.  la  case  of  any 
error,  the  means  of  its  correction,  on  this  plan,  might  be  dose 
at  hand.  My  friends  overruled  this,  and  insisted  upon  the 
necessity  of  presenting  the  English  measures  solely. 

Had  I  adopted  this  course  from  the  first,  I  should  have  selected 
round  numbers,  and  not  the  fractional  numbers,  as  they  are 
now  necessarily  given,  as  the  equivalents  of  the  original  metrical 
quantities.  Aware  of  the  responsibility  of  presenting  these 
English  reductions,  and  of  the  absolute  necessity  that  they 
should  be  correctly  given,  I  have  revised  most  carefully  all  the 
formuhe,  as  fiir  as  the  subject  matter  of  motors  and  their  eflects. 
In  the  Appendix  will  be  found  the  method  of  their  reduction, 
not  as  any  thing  new  to  mathematicians,  but  to  save  the  unskil- 
ful the  unnecessary  labor,  which  I  myself  should  have  avoided, 
had  I  been  as  fietmiliar  with  the  process  as  at  present. 

A  direct  reduction  of  the  formuhe,  as  given  by  D'Aubuisson, 
has  not  been  made  in  all  cases.  When,  for  instance,  in  fol- 
lowing implicitly  his  steps,  with  English  measures,  I  have 
arrived  at  results  not  exactly  equivalent  to  his,  I  have  adhered 
to  the  results  thus  found,  as  a  true  fulfilment  of  the  purposes  of 
the  author.  In  case,  therefore,  of  an  apparent  discrepancy,  the 
reader  will  do  well  to  retrace  the  steps  I  have  taken,  before 
pronouncing  them  erroneous. 

No  particular  pains  were  taken  as  to  the  construction  of  sen- 
tences, nor  as  to  elegance  of  diction.  The  reductions  being  four 
fifths  of  the  labor  of  the  work,  received  my  chief  attention.  For 
many  improvements  and  corrections  of  the  original  manuscript, 
I  am  much  indebted  to  my  friends  James  B.  Francis  and  K.  S. 
Chesbrouqh  ;  and  to  the  interest  which  they,  with  some  other 
members  of  your  Society,  have  taken  in  this  matter,  I  am 
indebted  for  its  publication. 

JOSEPH    BENNETT. 


AUTHOR'S  PREFACE. 


Mr  purpoee  in  composing  this  work  has  been  to  present  to 
engineers,  (that  is,  to  all  who  have  to  propose  or  to  execute 
great  constructions,)  the  rules  which  should  guide  them  in  the 
plans  they  project  for  the  conTcyance  of  water,  and  for  hydraulic 
^works  and  machines.  I  wished,  at  the  same  time,  to  impart  a 
full  understanding  of  these  rules,  to  fix  the  degree  of  confidence 
^hich  they  ought  to  inspire,  and  to  show  their  application. 

Hydraulics,  as  I  proposed  to  treat  it,  being  a  science  of  facts, 
it  was  my  duty  to  explain  the  fiicts  and  the  circumstances  proper 
to  make  them  well  understood.  Guided,  then,  by  simple  reason- 
ings, or  by  the  principles  of  physics  and  elementary  mechanics, 
I  sought  to  deduce  firom  them  the  rules  which  I  have  given. 
Many  of  them  could  be  expressed  by  algebraic  formulsB,  and  I 
have  not  failed  to  make  use  of  that  most  exact  and  concise  of 
languages.  A  single  glance  thrown  on  an  algebraic  result 
shows  at  once  all  the  quantities  relative  to  the  question  in 
hand,  as  well  as  the  operations  to  be  performed  on  them  in  order 
to  arrive  at  the  solution.  Whenever  the  formula  did  not  flow 
immediately  from  the  facts  observed,  I  have  always  been  careful 
to  compare  their  results  with  those  of  experiment.  Both  classes 
of  results  have  been,  as  much  as  possible,  placed  in  the  form  of 
tables  before  the  eye  of  the  reader,  so  that  he  might  judge  for 
liiniself  as  to  the  modifications  which  that  comparison  required 
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in  the  fonnulae,  as  well  as  of  the  degree  of  exactness  which 
they  promised  in  applying  them  to  practice. 

Examples,  showing  the  manner  of  effecting  such  applications, 
serve  as  a  commentary  on  the  rules,  and  have,  moreover,  enabled 
me  to  make  mention  of  the  cases  which  most  frequently  occur  in 
practice. 

Engineers  occupied  exclusively  in  their  department  for  a  long 
series  of  years,  may  have  lost  the  ready  use  of  formulae,  and 
may  find  themselves  under  temporary  embarrassment  as  to  the 
acceptation  to  be  given  to  some  of  the  characters  employed  in 
them ;  one  example,  on  a  problem  analogous  to  that  which  they 
desire  to  solve,  will  free  them  fix)m  the  embarrassment. 

It  may  further  be  said,  on  the  use  which  I  have  often  made  of 
algebraic  expressions,  what  has  already  been  said  on  the  occa- 
sion of  another  of  my  works,  nearly  of  the  nature  of  the  present, 
that  in  using  a  language  unknown  to  many  persons  employed  in 
constructions,  I  make  my  work  less  generally  useful.  I  have 
noticed  some  of  the  advantages  of  this  language,  and  I  do  not 
believe  that  in  sacrificing  them  I  should  gain  rather  than  lose  in 
respect  to  utility.  I  will  also  remark,  that  if  any  one  would 
confine  himself  to  what  is  strictly  necessary,  the  use  of  ibis 
treatise  only  demands  an  ability  to  read  a  most  elementary  alge- 
braic  formula,  and  to  perform  by  logarithms  the  operations  which 
it  indicates.  But  this  knowledge  is  indispensable  to  the  solution 
of  questions  in  hydraulics :  let  it  be  required,  for  example,  to  fix 
the  diameter  of  a  series  of  pipes  designed  to  convey  a  given 
volume  of  water ;  it  would  be  necessary,  among  other  operations, 
to  extract  the  fifth  root  of  the  square  of  that  volume ;  and  such 
an  extraction  can  scarcely  be  eflected  otherwise  than  by  loga- 
rithms. 

On  the  other  hand,  some  will  certainly  reproach  me  for  having 
too  much  neglected  the  use  of  analysis,  and  especially  the  infini- 
tesimal analysis.  But  this  book,  a  kind  of  manual  of  hydraulics 
for  the  use  of  engineers,  is  not  a  mathematical  work,  nor  an 
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application  of  mathematios,  like  the  IdrauUca  of  Venturoli.  A 
▼eiy  great  nnmber  of  the  rales  and  precepts  which  it  contains, 
for  example,  on  the  good  anrangement  to  be  ^ven  to  a  system  of 
pipes,  on  the  subject  of  sluice-gates,  on  bucket-wheels,  &e,,  are 
foreign  to  that  science ;  in  this  treatise,  mathematics  are  only 
accessory ;  whenever  they  have  ofSsred  me  a  means  of  arriving  at 
my  object  without  being  confined  to  geometrical  rigor,  as  I  might 
otherwise  have  been,  I  have  taken  the  most  direct,  most  easy, 
and  most  beaten  path.  Hence  it  follows,  that  I  have  not  used  the 
frmdple  of  the  vis  viva — a  principle  so  fruitful,  and  now  become 
almost  the  only  instrument  which  geometricians  use  in  questicms 
relating  to  hydraulics  and  to  machines ;  I  feared  that  it  would 
not  be  sufficiently  familiar  to  most  of  those  for  whom  this  book 
was  designed ;  besides,  the  method  which  I  have  followed,  pre- 
serring  in  the  problems  to  be  solved  the  immediate  data  of  the 
observation,  the  height  of  the  head  in  the  flow  of  fluids,  the 
amount  of  fiJl  in  machines,  &o.,  appeased  to  lead  me  more 
directly  to  practical  applications.  Thus  my  work,  by  its  nature, 
&U8  mOTe  properly  in  the  province  of  the  sciences  of  observation, 
of  the  physical  sciences,  than  in  that  of  the  mathematical 
sciences ;  it  is  a  treatise  on  experimental  and  applied  hydrau- 
lics, and  not  on  theoretical  hydraulics. 

I  have  no  more  to  say  respecting  the  plan  which  I  have 
followed;  the  table  of  contents  at  the  beginning  of  the  volume 
sufficiently  indicates  it ;  and  the  short  heading9  of  the  sections 
and  chapters  explain  their  character.  I  have  distinguished,  by 
means  of  a  smaller  type,  the  examples,  the  details  of  experi- 
ments, when  it  has  been  convenient  to  give  them,  some  particu- 
lar remarks,  and  some  developments  not  found  elsewhere;  for 
example,  on  conduits  and  distributions  of  water. 

Our  metrical  system  of  weights  and  measures  offers  too  many 
advantages  in  calculations,  and  especially  in  the  calculations  of 
hydranlicSy  by  the  extreme  focility  with  which  the  weights  of 
water  can  be  converted  to  volumes  and  redprocally,  to  be  neg- 
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lected;  thus  I  have  adopted  that  system,  with  its  decimal 
division,  exclusively  and  in  all  its  purity.  Consequently,  I  have 
taken  but  one  unit  for  measures,  the  metre ;  and  one  for  weights, 
the  kilogramnie.  In  measures  of  length,  I  indicate  the  place  of 
the  unit  figure  by  an  ",  placed  as  an  exponent;  the  conmia  then 
being  useless,  I  neglect  it;  thus,  I  write  17*38  and  (H)37;  I 
put  two  (™)  in  the  measures  of  surface,  and  three  in  those  of 
capacity:  I  write,  for  example,  8'™42  for  8,42  square  metres, 
and  0'"^0594  for  0,0594  of  a  cubic  metre.  In  being  thus  con- 
fined to  a  single  unit,  we  must  oflen  employ  a  great  number  of 
zeros,  it  is  true ;  but  this  method  is  infinitely  the  most  suitable 
for  comparisons ;  it  spares  the  reader  that  confusion  in  wMch 
the  mind  is  continually  held,  when  sometimes  the  metre,  some* 
times  the  centimetre,  and  sometimes  the  millimetre  is  taken  for 
unity. 

The  second  will  always  be  our  unit  of  time. 

Finally,  I  have  preserved  the  division  of  the  circle  into  360^ ; 
a  division  which  goes  back  to  the  remotest  antiquity,  and  which 
is  exclusively  adopted  by  all  nations.  I  feared  to  disturb  this 
happy  unifiarmity  in  the  language  of  all  times  and  of  all  conn- 
tries. 

Permit  me  here  to  claim  indulgence  for  this  work,  most  prob- 
ably the  last  which  I  shall  be  able  to  write.  The  single  desire 
of  propagating  scientific  knowledge  and  its  applications  in 
France,  so  that  our  hydraulic  works  and  machines  might  for  the 
future  be  more  fitly  arranged,  induced  me  to  undertake  it ;  some 
of  those  which  I  have  already  published  have,  perhaps,  not  been 
without  some  utility,  and,  addressing  myself  to  the  genius 
which  inspired  them,  I  said  : 

"  Ertremum  hunc,  Arethusa,  mihi  concede  laborem.^^ 
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ERRATA. 


Page  4,  line  33,/ar  .00010  and  .00013,  r««f  0.0010  and  0.0013. 
Pa^  19,  **  13,  the  expression  380i>v/  A,  in  the  original,  is  man- 
ifestly erroneous;  and,  consequently,  its  equivalent  in  feet, 

209</>s/  A*  Possibly,  the  coefficients  should  be  3.80  and  2.09. 
Page  37,  line  17,  for  4.43,  read  .443.  _ 

"     38,    "    23,/or216d»>s/H;  reai  2.16d»VH. 

"    40,    "    21,/or  0.889,  r«irf  .0889. 

"     47,    **    14,/w  qualily,  read  quantity. 

"    47,  last  line,  for  .0885S>s/%H,  read  0.885S>s/^. 

*  *     51,  line  1 1 ,  for  one  example ,  read  our  example. 

"     55,  table,  4th  column,  5th  line,  for  6.5782,  read  6.5882. 

•*     58,  table,  Ist  column,  7th  line,/or  100°,  rcorf  180°. 

*'     75,  line  14, /or  sensible  (so  in  original),  read  insensible. 

«•  83,  "  5,  /br  above  .8202  ft.,  or  a  quarter  of,  Ac.,  read 
above  O.zis  (or  a  quarter)  of,  &c. 

"     87,  line    3,  for  .664,  read  .663. 

"    93,    •*    22, /or  5Vt,  rcorf  mSVr. 

'*  99,  "  12,  for  in  one  second  x,  and  the  descent,  &c.,  read 
in  one  second,  and  x  the  descent,  &c. 

**  114,  line  3,  after  ac,  insert — calling  ab  the  entire  force  of 


eravity,  or  g, 
},  fine  is,/ 


*<  119,  une  25,  for  after,  read  according  to. 

"  121,    "      5,  for  .022332,  read  .0Safi9. 

"  125,    "    11, /orberms,  rcorfbanks. 

"131,    "    12, /or  fl = 0.000024265,  rearffl=- 0.000111415. 

"     «       «    13,  /or  ft  =  0.000111415.  rcorf  ft  =-  0.217785. 

"  174,    "    11,  for  Registrar  of  the  States,  read  registers  of 

the  stages. 
"  176,  line    9,/or  Q;=,  rcflrfH=s. 
"  189,    "      6,/or  m  0.85,  read  m,  0.85. 
**  206,    **      6,/or  supplied,  rea</ replaced. 

"     "       "    25,/or  .0001333  ~^,rcarf  .00043738—.     • 

"  247,    "    12,  /or  D  =  .2349V&C:,  rcorf  D  =  .2349\/i^. 

"252,    **    15, /or  dimensions,  r«ai^  diminutions. 

"  286,    "    25,  and  in  marginal  note,  line  3,  for  immersion, 

read  emersion. 
"  346,  line  29,  for  0.049  ft.,  read  0.490  ft. 
"350,    "     17, /or  dynamic,  rcorf  dynamometric. 
"417,    "    29, /or  expense,  rexuf  expenditure. 


TREATISE 


HYDRAULICS 


1.  Hydraulics  has  for  its  object  the  knowledge 
of  the  phenomena  presented  by  fluids  in  motion,  and 
of  the  laws  which  nature  follows  in  the  production  of 
those  phenomena.  It  has  principally  in  view  the  ap- 
plication of  this  knowledge  to  the  means  of  directing, 
conveying  and  raising  fluids,  in  the  manner  best 
suited  to  the  end  proposed. 

2.  Fluids  are  bodies  whose  particles,  in  conse- 
quence of  an  extreme  mobility,  yield  to  the  slightest 
impression  which  they  experience.  Their  independ- 
ence, however,  is  not  perfect;  an  adhesion  binds  them, 
to  a  certain  extent,  to  each  other. 

3.  These  bodies  are  divided  into  two  classes:  — 
incompressible  fluids^  or  fluids  properly  so  called, 
to  which  philosophers  sometimes  give  the  name  of 
liquids;  and  compressible  or  elastic  fluids.  Water  is 
the  type  of  the  former,  and  atmospheric  air  of  the 
latter. 
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4.  Although  all  fluids,  as  well  as  all  bodies  in 
nature,  are  strictly  compressible  and  elastic,  yet  some 
are  so  slightly  so,  in  comparison  with  others,  and  the 
difference  in  this  respect  is  so  essential  in  the  expres- 
sion of  the  laws  of  their  motions,  that  we  have  pre- 
served this  distinction. 


PART   FIRST. 

HYDRAULICS,  PROPERLY  SO  CALLED. 


5.  Water  in  motion  presents  itself  in  four  different 
ways:  as  passing  out  of  a  reservoir;  or  flowing  in  a 
bed;  acting  as  a  motor;  or  in  a  passive  state,  raised 
by  machines.     Hence  our  four  sections  of  hydraulics. 

Before  oommencing  them,  let  us  ^  the  true  value  of  two 
quantities,  which  are  found  in  all  calculations  relating  to  this 
science — the  weight  of  water  and  the  intensity  of  gravity. 
These  quantities  are  variable,  but  almost  always  supposed  con- 
stant. What  follows  will  enable  us  to  judge  of  the  error  which 
may  result  from  this  supposition,  in  the  different  cases  which 
wiU  be  treated  of 

6.  When  water  is  entirely  pure,  and  is  taken  at  its  maximum 
density,  it  weighs  62.4491  lbs.  per  cubic  foot :  such  is  its  specific 
weight. 

It  may  vary  from  three  causes. 

The  most  powerfril  is  the  temperature.  We  know  that  heat 
expands  all  bodies,  and  this  diminishes  their  density  or  specific 
weight.  From  the  most  accurate  experiments,  the  density  of 
pure  water,  at  different  degrees  of  the  Centigrade  and  Fahrenheit 
thermometers,  would  be  as  indicated  in  the  following  table : — 


I                  TEMPEBATTBE. 

Weteht  of  a 
Cubic  Metre. 

Welphtofa 
Cubic  foot 

I  Centlinrade. 

Fahrenheit 

inlbfl. 

4 

394 

kii. 

1000. 

62.449 

6 

42 

999.95 

62.446 

8 

461 

999.87 

62.441 

10 

60 

999.72 

61.432 

12 

53| 

999.54 

62.420 

15 

59^ 

999.14 

62.396 

20 

08 

998.24 

62.339 

,       25 

77 

997.99 

62.268 

:       30 

86 

995.73 

62.182 

1       50 

122 

987.58 

61.673 

.      100 

212 

956.70 

59.745 

Weight  of 
Water. 
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Numeric  £x- 
presalon  of 
Oiavlty. 


Below  4^  Centigrade  or  39°  Fahrenheit,  the  density,  instead 
of  continuing  to  increase,  diminishes;  this  diminution,  at  first 
very  slow,  rapidly  progresses  towards  the  limit  of  congelation, 
and  the  weight  of  a  cubic  foot  of  ice  is  only  58.078  lbs. 

The  eflfocts  of  pressure  are  much  less  sensible.  Water  was,  for 
a  long  time,  considered  wholly  incompressible ;  but  experiments, 
lately  made,  have  shown  that,  under  very  heavy  loads,  it  is 
really  compressed,  although  but  a  very  small  quantity;  about 
0.000046  of  its  volume  under  the  weight  of  one  atmosphere; 
that  is,  under  a  pressure  represented  by  the  height  of  a  column 
of  mercury  in  a  barometer,  a  height  estimated  at  29.922  inches, 
and  which  is  equivalent  to  the  height  of  a  column  of  water 
about  33.793  feet;  so  that  the  specific  weight  of  the  lower  part 
of  a  lake  328  feet  deep  would  be  2206^  lbs.,  that  of  the  upper 
part  being  2205^  lbs. 

But  as,  in  oonmion  practice,  we  shall  not  have  to  calculate 
upon  such  depths  or  heights  of  water,  we  may,  without  sensible 
error,  entirely  neglect  the  effects  of  pressure. 

What  proceeds  from  saline  or  earthy  substances  contained  in 
the  waters  which  run  on  the  surface  of  the  globe,  may  also,  in 
most  cases,  be  omitted,  the  specific  weight  of  the  water  of  rivers 
being  only  one  or  two  ten-thousandths  greater  than  that  of  dis- 
tilled water,  which  is  taken  as  the  standard  of  perfectly  pure 
water. 

Professor  Boisgaraud  found,  by  many  trials,  made  with  great 
care,  1000*^.149  for  the  specific  gravity  of  the  water  of  the 
Garonne,  that  of  distilled  water  being  1000  kilogrammes  to  the 
metre,  or  62.449  pounds  to  the  cubic  foot.  Brisson  has  nearly 
an  equal  result  for  the  Seine. 

Moreover,  a  mass  of  water,  when  surrounded  by  air,  loses,  like 
all  other  bodies,  a  part  of  its  weight  equal  to  the  weight  of  air 
whose  place  it  occupies ;  and  this  loss,  which  is  seldom  below 

TiWb=.oooio.  ^^J  ^  even  -n^tftnj^.ooois. 

Finally,  in  our  mean  temperatures,  and  according  to  different 
circumstances,  the  weight  of  a  cubic  foot  of  water  will  be  only 
from  62.35  lbs.  to  62.39,  or  the  cubic  metre  from  998^  to  999*. 
We  shall,  however,  in  this  treatise,  constantly  admit  1000*,  this 
value  rendering  the  conversion  of  cubic  metres  of  water  into 
kilogrammes,  and  vice  versa,  extremely  easy. 

7.  Experiments  made  with  extreme  care  at  the  observatory  of 
Paris,  gave  0-9934=39.128  inches,  or  3.2606  feet,  for  the  length 
of  a  pendulum  vibrating  seconds,  this  length  being  reduced  to 
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the  level  of  the  sea.  Whence  we  condude,  that  in  that  place,  a 
heavy  body  deecendfl  4-9044  (=4X0.99384n«)=16.091  feet,  dur- 
ing the  first  second  of  its  fall.  If,  at  the  end  of  that  time, 
gravity  ceased  to  act  upon  it,  it  would  continue  to  descend,  but 
with  a  uniform  motion,  running  through  double  the  space,  or 
32.182  feet  per  second ;  this  number,  which  expresses  the  velocity 
impressed  by  gravity  in  the  unit  of  time,  represents,  for  Paris, 
the  intensity  of  that  accelerating  force ;  we  generally  designate 
that  intensity  or  velocity  by  ^,  the  initial  letter  of  the  word 
gravity.  It  augments,  however,  with  the  latitude,  and  dimin- 
ishes with  the  elevation  above  the  level  of  the  sea,  and  generally 
we  have 

In  ftet    (  ^=32^16954  (1--0.00284  cos  21)  (l—  — ) , 

In  metres  (  ^=9-8051  (l-4).00284  COS  21)  (l—  ~) , 

/  being  the  latitude  of  the  place,  e  its  elevation  above  the  level  of 
the  sea,  r  the  radius  of  the  terrestrial  spheroid  at  the  level  of  the 
sea  in  that  place : 
{r=6366407-(l+0.00164co82/)}=2088751(y»(l+0.001()4co820 

Thus,  at  Toulouse,  where  /=43°  36'  and  6=146-==479"  we 
have  ^==9-8032=32.1633'*;  at  Montlouis,  where  h=42P  30'  and 
€=:1620*=5315**  (the  mean  height  of  the  barometer  being  23'  2J» 
=24.72  inches)  {Journal  des  Mines,  tom.  23,  p.  318) ,  ^=^7977= 
32.1453^. 

Notwithstanding  these  variations,  I  shall  constantly  take 
^=9-8808=32.1817;  but  I  shall  remark,  at  the  same  time,  and 
according  to  the  examples  we  have  just  seen,  that  the  results  of 
calculations  into  which  this  quantity  shall  enter,  may  be  in 
error,  even  for  France,  more  than  one-thousandth. 

8.  The  value  of  g  ynW  veiy  often  appear  under  two  forms,  of 
which  I  virill  show  the  origin. 

According  to  the  first  principle  of  the  fall  of  heavy  bodies,  and 
of  uniformly  accelerated  motion  in  general,  the  velocities  acquired 
are  as  the  times  occupied  in  acquiring  them ;  so  that  if  v  is  the 
velocity  acquired  by  a  body  at  the  end  of  the  time  t,  g  being,  as 
we  have  just  seen,  the  velocity  acquired  in  1",  we  shall  have 

v\  g'.'.t:  l,orf=^. 

According  to  the  second  principle,  the  spaces  passed  through. 
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or  the  heighta  of  the  falls,  are  as  the  squares  of  the  times  occu- 
pied in  passing  through  them ;  then  if  ^  is  the  height  through 
which  the  same  body  has  &llen  in  the  time  t,^  g  being  the  fall 
corresponding  to  V,  we  shall  have 

2 

Taking  the  value  of  ^  in  this  latter  equation,  and  substituting 
it  in  the  first,  we  have 

s 
v=^2gh,  and  consequently  h= — . 

Since  ^=9-8088=32.182" 

V2>=V64:364"=8.0227 
and  —.015536. 

Consequently,  r=8.0227  a/H;  and  A=.015536  ^. 

We  call  V  the  velocUy  due  to  the  height  h,  and  h  the  height  due  to 
the  velocity  v. 

The  Greek  letter  n^  which  we  have  taken  above,  as  it  ex- 
presses the  ratio  of  the  circumferance  to  the  diameter  (3.1416),  it 
will  have  no  other  acceptation  in  this  work.  The  fourth  of  that 
quantity,  (.7854,)  which  is  the  ratio  of  the  circle  to  the  circum- 
scribed square,  presenting  itself  very  frequently  in  our  calcula- 
tions, we  shall  designate  by  n\ 


SECTION   FIRST. 

ON   THE  FLOWING    OF  WATER  CONTAINED' 
IN    A    RESERVOIR. 


9.  The  reservoir  from  which  water  flows  may  be 
kept  constantly  full;  or  it  may  receive  no  additional 
water,  and  then  empty  itself;  the  opening  through 
which  it  flows,  instead  of  emitting  the  fluid  into  the 
atmosphere,  may  pour  it  into  a  second  reservoir,  more 
or  less  filled.  These  three  cases  give  place  to  the 
division  of  this  section  into  three  chapters. 

CHAPTER    FIRST. 


STANTLY    FULL. 

10.  The  opening  through  which  the  water  flows  is 
made  in  the  bottom,  or  one  of  the  sides  of  the  reser- 
voir. In  the  latter  position,  (and  this  is  of  most  fre- 
quent occurrence,)  the  surface  of  the  fluid  in  the  basin 
may  be  kept  above  the  upper  edge  of  the  opening, 
which  is  then  surmounted,  and,  as  it  were,  bounded  by 
the  fluid  throughout  its  perimeter;  in  this  case,  it  takes 
more  particularly  the  name  of  orifice.     This  orifice  is 
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either  simply  made  ih  a  thin  side,  that  is  to  say,  in  a 
side  whose  thickness  is  not  half  of  the  smallest  dimen- 
sion of  the  opening;  or  it  is  supplied  with  an  ajutage^ 
or  short  tube,  sometimes  cylindrical^  more  often  coni- 
cal^ converging  towards  the  exterior  of  the  basin,  and 
rarely  diverging;  an  opening  made  in  a  very  thick 
side  would  evidently  be  equivalent  to  an  orifice  in  a 
thin  side,  with  an  ajutage.  The  surface  of  the  fluid 
may  also  be  below  the  upper  edge  of  the  opening;  this 
edge  is  then  as  if  it  were  not,  and  generally  it  does  not 
exist;  the  opening  is  no  longer  limited  on  the  upper 
part,  and  it  takes  the  name  of  weir.  The  laws  of 
flowing,  in  this  second  case,  as  they  present  peculiar 
circumstances,  will  be  the  object  of  a  special  article. 
The  third  case  is  intermediate  between  the  two  preced- 
ing, as  when  the  fluid  sur&ce  is  kept  at  a  very  small 
elevation  above  the  orifice.  We  shall  precede  the  three 
articles,  whose  object  we  have  just  indicated,  by  an 
article,  in  which  we  shall  expose  the  general  principles 
of  flowing,  and  the  modifications  which  affect  it  from 
the  contraction  which  the  fluid  vein  experiences  in 
passing  through  the  different  openings  just  mentioned. 
The  vertical  distance  or  height  of  the  fluid  surface 
in  the  reservoir  above  the  centre  of  gravity  of  the 
orifice,  a  distance  sometimes  elliptically  designated  by 
the  simple  phrase  height  of  the  reservoir^  is  the  head 
of  water  on  the  orifice,  or  the  head  under  which  the 
flowing  takes  place. 
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ARTICLE     FIRST. 


FolMon 
Mech. 


General  principles  of  fimoing  and  modijications 
due  to  contraction, 

1.  Principles. 

11.     Let  X  be  a  vessel  kept  constantly  full  of  water       ^"^ 

up  to  AB.     If  on  the  horizontal  faces  CD  and  EF  are    Torricem. 

.        vig.  1. 
made  the  orifices  M  and  N,  the  fluid  will  pass  out  in 

the  form  of  vertical  jets,  which  will  rise  nearly  to  the 
level  AK  of  the  water  in  the  reservoir;  they  would 
quite  attain  that  level,  if  certain  causes,  to  be  investi- 
gated in  the  sequel,  opposed  no  obstacle. 

Now,  from  the  first  principles  of  dynamics,  in  order 
that  a  body  thrown  vertically  may  attain  a  certain 
height,  it  is  necessary  that  at  its  point  of  departure,  it  *  ^•^• 
receive  a  velocity  equal  to  that  which  it  would  have 
acquired  by  falling  freely  from  the  same  height.  Con- 
sequently, since  the  fluid  particles  which  pass  from  the 
orifices  M  and  N  are  raised  to  the  respective  heights 
M  G  and  N  H  on  passing  out,  they  must  have  been 
impelled  with  velocities  due  to  those  heights,  which  are 
the  heights  of  the  surface  of  the  reservoir  above  the 
orifices.  In  like  manner,  if  on  a  vertical  face  FR  an 
opening  0  be  made,  we  shall  hereafter  see  (36)  that, 
according  to  the  respective  values  of  the  lines  OP  and 
PQ,  the  fluid  passes  out  at  0  with  a  velocity  due  to 
the  height  OK.  It  would  pass  out  with  a  velocity  due 
to  KR,  if  the  orifice  were  opened  on  the  bottom  RT  of 
the  vessel. 

It  will  always  be  thus  with  these  difierent  orifices, 
whatever  be  their  magnitude  compared  to  the  transverse 
section  of  the  vessel,  provided,  however,  that  the  fluid 
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surface,  preserving  a  constant  level,  remain  even  and 
tranquil;  a  condition  which  could  not  be  fulfilled,  if 
the  size  were  very  large,  the  water  flowing  out  produc- 
ing violent  commotion  in  the  vessel. 

Generally,  and  making  abstraction  of  every  obstacle 
or  all  cause  of  perturbation,  the  velocity  of  a  fluid ^  at 
its  passage  through  an  orifice  made  in  the  side  of 
.  a  reservoir^  is  the  same  as  a  heavy  body  would  • 
acquire  in  falling  freely  from,  the  height  comprised 
between  the  level  of  the  fluid  surface  in  the  reservoir 
and  the  centre  of  that  oriflce. 

This  theorem,  known  under  the  name  of  Toricelli's 
theorem,  was  established  and  published  by  that  cele- 
brated philosopher  m  1643,  as  a  consequence  of  the  laws 
of  the  fall  of  heavy  bodies;  laws  which  had  just  been 
discovered  by  his  master,  the  illustrious  Gralileo. 

If  we  designate  by  v  the  velocity  of  issue,  and  by  H 
the  height  or  head  of  water  in  the  reservoir,  it  will 

give  (8)  

v=^'2gR, 


oenerai  12.  We  havo  just  sccu  that  water  passing  from  the 

openings  M  and  N  did  not  quite  attain  the  level  of  the 
fluid  in  the  reservoir.  If  to  these  openings  we  adapted 
two  perfectly  equal  tubes,  the  water  would  rise  still 
less  high;  but  the  diminution  of  height  would  follow 
exactly  the  same  ratio.  For  example:  if  the  jet 
which  issues  from  the  tube  at  M  were  only  two  thirds 
of  MG,  that  which  would  pass  from  the  tube  at  N 
would  be  only  two  thirds  of  NH.  In  general,  let  n  be 
the  ratio  between  the  height  of  the  jet  and  that  of  the 
reservoir  for  a  tube  of  a  certain  form,  H  and  H'  two 
heights  of  the  reservoir,  and  v  and  v'  the  corresponding 
velocities,  we  shall  have 
^'==V2g'wH  and  w'=V2g'»If ;  whence 
i;:r'::  VH:  Vff; 
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that  ifi  to  say,  the  openings  being  of  the  same  form,  the 
velocities  are  always  as  the  sqtuire  roots  of  the 
heads. 

Experiments  made  by  Mariotte,  150  years  ago,  and  repeated  a  • 
hundred  times  since,  leave  no  doubt  as  to  this  principle.  I  will 
here  give  the  results  of  some  of  them ;  this  will  fix  the  degree  of 
confidence  with  which  the  principle  may  be  received ;  other  de- 
tails from  the  series  of  experiments  which  ftumished  these  will 
be  given  at  No.  25.  The  first  series  was  made  by  M.  Castel  and 
myself;  the  second,  by  Bossut;  the  third  and  fourth,  by  Miche- 
lotti,  and  the  last,  by  MM.  Poncelet  and  Lesbros. 

It  will  be  remarked,  that  the 
heads  were  varied  in  the  ratio  of 
1  to  200  and  more,  and  the  sec- 
tions of  the  orifices  from  1  to 
500 ;  and  yet,  in  all,  the  veloci- 
ties followed  the  ratio  of  the 
square  roots  of  the  heads ;  the 
small  differences  which  are  seen, 
sometimes  in  excess,  sometimes 
deficient,  may  be  neglected; — 
small  errors  are  inevitable  in 
such  experiments.  Their  direct 
object  was  the  determination  of 
the  discharges ;  but  it  is  evident 
that  when  the  orifice  is  the  same, 
the  discharge  varies  only  with 
the  velocity,  that  it  is  exactly 
proportional  to  it,  and  that  the  series  of  ratios  of  one  is  also  the 
series  of  ratios  of  the  other. 


■  /I 

Diameter 

Head 

Sbbibs  of       1 1 

of 

of 

Sq.  roots 
of 

Dlschai^ 
(res  or  ve- 

II 

Oilflce. 
Inches. 

Heads. 

locities. 

0.3937 

.024 

1.000 

1.000 

.181 

1.074 

1.064 

.575 

1.241 

1.244 

.969 

1.386 

1.893 

2.362 

1.519 

1.524 

fL 

1.063 

4.265 

.000 

1.000 

9.fiH0 

.500 

1.497 

12.600 

1.718 

1.707 

3.189 

7.en 

i.doo 

1.000 

12.500 

1.305 

1.301 

22.179 

1.738 

1.092 

6.378 

6.923 

l.OOO 

1.000 

12.006 

1.816 

1.315 

squares. 

1.312 

.000 

1.000 



2.297 

.323 

.330 

V 

2.281 

.581 

.590 

4.265 

1.803 

.806 

7.1  111. 

5.249 

2.000 

2.000 

. ._ .  ,   , 

13.  The  general  principle  that  the  velocities  are  as 
the  square  roots  of  the  heads,  as  well  as  the  theorem 
of  Toricelli  for  cases  where  it  is  applicable,  extends  to 
fluids  of  all  kinds;  to  mercury,  oil,  and  even  aeriform 
fluids.  So  that  the  velocity  with  which  each  of  them 
passes  an  orifice,  is  independent  of  its  nature  and  of 
its  density;  it  depends  only  on  the  head;  experience 
proves  it. 


Anawen  for 
flalds  of  aU 
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Simple  reasoning;  also,  can  show  that  it  must  be 
so.  Take  mercury,  for  example ;  the  particles  placed 
before  the  orifice,  and  on  which  it  is  necessary  to 
impress  a  certain  velocity,  are,  it  is  true,  fourteen 
times  more  dense  than  those  of  water,  and  therefore 
they  oppose  fourteen  times  as  much  resistance  to  mo- 
tion; but  as  the  mass  which  presses  and  which  produces 
the  velocity  of  passing  out,  (being  fourteen  times 
greater,)  exerts  a  motive  effort  fourteen  times  greater, 
there  is  a  compensation,  and  the  impressed  velocity 
remains  the  same. 
caM  of  foreign  ^4  To  the  prcssuro  which  a  fluid  contained  in  a  ves- 
sel  exerts  by  its  weight  on  the  orifice  of  exit,  may  be 
added  a  foreign  pressure,  and  the  velocity  of  flowing  is 
augmented.  What  will  be  its  increase  and  its  definite 
value? 

Let  P  be  the  weight  of  body  which  produces  the 
pressure,  and  s  the  fluid  surface  or  portion  of  the  fluid 
surface  on  which  it  immediately  acts,  namely,  that 
which  is  in  contact  with  it;  h  the  elevation  of  that  sur- 
fiwe  above  the  orifice,  and  p  the  weight  of  a  cubic  foot 
of  the  fluid  contained  in  the  vessel.  For  the  given 
body  substitute,  in  imagination,  a  column  of  that  fluid, 
which  would  have  s  for  its  base,  and  whose  height  h' 
would  be  such  that  the  weight  of  the  column  would  be 
equal  to  that  of  the  body;  we  should  thus  have  '2=psK 
from  which  to  deduce  h' ;  substituting  thus  one  body 
for  another  of  equal  weight,  we  should  not  change  the 
pressure  experienced  by  the  particles  contained  in  the 
vessel.  Suppose,  further,  that  after  having  withdrawn 
the  body,  we  add  in  the  vessel  (whose  sides  we  may 
suppose  to  be  prolonged  to  an  indefinite  height)  a 
quantity  of  the  same  fluid  as  that  already  contained, 
until  its  level  has  attained  the  summit  of  the  column; 
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according  to  the  laws  of  hydrostatics,  all  the  mass  of 
the  fluid  added  would  only  produce  a  pressure  equiva- 
lent to  that  of  a  single  column;  so  that  the  particles 
situated  before  the  orifice  would  experience  a  pressure 
exactly  equal  to  what  they  first  experienced,  and  will 
always  tend  to  pass  out  with  the  same  velocity.  Now, 
in  the  new  state  of  things,  the  height  of  the  reservoir 
above  the  orifice,  the  height  generating  the  velocity  of 
exit,  is  evidently  A'+A,  and  consequently  this  velocity 
will  be 

Take,  for  example,  a  vessel  closed  on  all  sides  and  filled  with 
alcohol,  whose  specific  gravity  is  0.837 ;  on  the  cover  is  a  circular 
opening  of  1^  inch  diameter,  in  which  is  a  piston  loaded  with 
18^"- ;  the  orifice  of  exit  is  10  inches  beneath  that  opening.  To 
determine  the  velocity  with  which  the  alcohol  will  run  out.  We 
admit  that  the  friction  of  the  piston  on  the  edges  of  the  opening 
is  balanced  by  the  weight  of  the  piston  itself. 

We  then  have  P=18~=1.125''»'-;  5=.7854X(1.25)«=1.227'''"- 
=.0085"-^;  ;j=.837X62.429  =  52.271"»-  and  ^=10^=. 833"-: 
for  A',  the  equation  V=pshf  or  1 .125=52.271X  .0085  A^  gives  2. 5329^. 
Thus  the  alcohol  will  issue  with  a  velocity  of  /k/:^g [2.o'62\h[-. 833) 
=VtJ4,3(>4X3.365y=14.718'». 

If  the  vessel  were  not  kept  constantly  full,  this  velocity  would 
gradually  diminish,  and  in  such  a  manner  as  we  shall  see  in  the 
following  chapter. 

15.  After  having  given  the  expression  of  the  veloci-  Theoretic 
ty  with  which  any  fluid  issues  from  an  orifice,  we  pass  ^  *^^* 
to  the  use  made  of  it  in  determining  the  discharge. 

We  call  the  discharge  of  an  orifice,  the  volume  of 
fluid  which  runs  out  of  it  in  the  unit  of  time,  the 
second. 

If  the  mean  velocity  of  all  the  fluid  particles  were 
that  due  to  the  whole  head,  H,  this  velocity,  which  is 
then  called  theoretic  velocity,  would  be  >v/2^H ;  if,  at 
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the  same  time,  the  particles  passed  out  from  all  points 
of  the  orifice,  and  in  parallel  lines,  it  is  evident  that 
the  volume  of  water  running  out  in  one  second  would 
be  equal  to  the  volume  of  a  prism  which  had  the  orifice 
for  a  base,  and  that  velocity  for  its  height;  it  would  be, 
calling  S  the  area  or  section  of  the  orifice, 


S  V2^H. 

This  is  the  theoretic  discharge. 
^■1  16.  But  the  actual  discharge  is  always  less. 

Discharge.  ®  •' 

To  give  an  accurate  idea  of  the  state  of  things,  let 
us  consider  the  fluid  vein  a  little  after  its  passage  from 
the  orifice,  and  let  us  cut  it  by  a  plane  perpendicular 
to  its  direction.  It  is  manifest  that  the  discharge  will 
be  equivalent  to  the  product  of  the  section  by  the  mean 
velocity  of  the  lines,  at  the  instant  of  their  crossing  the 
section :  if  this  section  were  equal  to  that  of  the  orifice, 
and  if  this  velocity  be  equal  to  that  due  to  the  head, 
the  actual  discharge  would  be  equal  to  the  theoretic 
discharge.  But  it  happens,  either  that  the  section  of 
the  vein  is  sensibly  smaller  than  that  of  the  orifice,  as 
in  flowing  through  orifices  in  a  thin  side;  or  that  the 
velocity  at  the  section  is  sensibly  less  than  that  due  to 
the  head,  as  in  cylindrical  tubes;  or  even  that  there  is 
a  diminution  both  in  the  section  and  in  the  velocity,  as 
in  certain  conical  tubes.  So  that  the  actual  discharge 
will,  in  all  these  difierent  cases,  be  less  than  the  theo- 
retic; and  in  order  to  reduce  the  theoretic  to  the  actual, 
it  must  be  multiplied  by  a  fraction.  If  m  represent 
that  fraction,  and  Q  the' actual  discharge,  we  shall 
have 


Q=?»  S  V2^H. 
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Designating  by  Q'  the  volume  of  water  flowing  in 
any  time  T,  we  should  also  have 


Q'=w  ST  A/2gR. 

Whether  the  diminution  in  the  discharge  proceed  from 
a  diminution  in  the  section  of  the  vein,  or  from  a  di- 
minution in  the  velocity,  it  is  always  a  consequence  of 
the  contraction  which  the  veiin  experiences  on  passing 
through  the  orifice ;  thus  the  multiplier  w,  or  coeffi- 
cient of  reduction  of  the  theoretic  discharge  to  the 
actual  discharge,  is  commonly  called  the  coefficient  of 
the  contraction  of  the  Jluid  vein,  or  simply,  coefficient 
of  contraction.  Its  determination  is  one  of  very  great 
importance :  on  its  accuracy  depends  that  of  the  results 
obtained  when  the  formula  for  the  flow  of  fluids  is  ap- 
plied to  practice;  it  has  also  been  the  great  object  of 
the  experimental  researches  of  hydraulicians.  We  will 
make  known  the  results  to  which  they  have  arrived, 
after  making  some  preliminary  observations. 

2.  On  Contraction  and  its  Effects. 

17.  Take  a  transparent  vessel,  let  water  flow  through  caiuo 
an  orifice  in  its  side,  and  make  the  motion  of  the  parti-  contracuon. 
cles  of  the  fluid  visible  by  mixing  with  them  small 
substances  of  a  specific  gravity  about  equal  to  that  of 
the  water,  such  as  saw-dust  of  certain  kinds  of  wood; 
or,  better  still,  by  introducing  light  chemical  precipi- 
tates, such,  for  example,  as  take  place  when  drops  of 
the  solution  of  nitrate  of  silver  are  poured  into  water 
slightly  salted;  at  a  small  distance  from  the  orifice,  say 
from  1  inch  to  1\  inch  for  an  orifice  of  J  inch  diameter, 
the  fluid  particles  directed  from  all  parts  towards  the 
orifice  are  seen  to  describe  curved  lines,  and  to  termi- 
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nate  by  passing  towards  the  orifice  with  a  very  accele- 
rated motion,  as  towards  a  centre  of  attraction. 

The  convergence  of  the  directions  which  they  take 
in  the  interior  of  the  vessel,  on  the  instant  of  their 
arrival  at  the  orifice,  still  continues  for  a  little  distance 
after  they  have  passed  through  it;  so  that  the  fluid 
vein,  at  its  passage  from  the  orifice,  is  gradually  con- 
tracted up  to  a  point  where  its  particles,  by  the  efiiect 
of  their  reciprocal  action,  and  of  the  motions  impressed 
upon  them,  take  a  parallel  direction,  or  other  directions. 
The  vein  thus  forms  a  kind  of  truncated  pyramid  or 
cone,  whose  greater  base  is  the  orifice,  and  whose 
smaller  is  the  fluid  section  at  the  point  of  greatest 
contraction — a  section  which  is  often  called  the  section 
of  the  contracted  vein.  This  figure,  and  all  the  phe- 
nomena of  contraction,  are  thus  a  consequence  of  the 
convergence  of  the  lines,  when  they  arrive  at  the 
orifice,  or  of  the  obliquity  of  the  direction  of  some  in 
respect  to  others. 
Nature  jg.  When  the  orifice  is  in  a  thin  side,  the  contrac- 

Its  efltect*.  tion  takes  place  below  the  plane  of  that  orifice ;  it  is 
exterior;  it  is  seen;  its  dimensions  can  be  measured, 
and  they  have  actually  been  measured.  We  shall  soon 
tell  what  has  been  done  in  this  respect;  we  shall  here 
simply  remark,  that  in  circular  orifices,  beyond  the 
section  of  the  greatest  contraction  and  up  to  a  certain 
distance,  the  vein  continues  in  the  form  of  a  cylinder, 
of  which  that  section  would  be  the  base,  and  with  a 
velocity  nearly  that  due  to  the  height  of  the  reservoir. 
The  discharge,  then,  will  be  the  product  of  that  section 
by  that  velocity;  so  that  the  contraction  will  be  limited 
to  reducing  the  section  which  is  to  enter  into  the 
expression  of  the  discharge.  The  flowing  takes  place 
as  if,  for  the  real  orifice,  another  had  been  substituted, 
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of  a  diameter  equal  to  that  of  the  contracted  section, 
and  as  if  there  had  heen  no  contraction. 

19.  If  to  the  orifice  AB,  a  cylindrical  tuhe  ABCD 
be  fitted,  the  fluid  lines  will  arrive  at  AB  converging, 
and  consequently  the  fluid  will  be  contracted  at  the 
entrance  of  the  tube.  Experiments,  to  be  given  here- 
after (44),  will  indicate  that  the  contraction  there  is 
equal  to  that  which  takes  place  in  ori^ces  with  thin 
sides;  it  would  be  only  interior  in  relation  to  the  mouth 
of  the  outlet.  Moreover,  beyond  the  contracted  sec- 
tion, the  attraction  of  the  sides  of  the  tube  occasions  a 
dilation  of  the  vein;  the  threads  are  carried  against  the 
sides,  they  follow  the  sides,  and  pass  out  parallel  to 
each  other  and  to  the  axis  of  the  tube;  so  that  the 
section  of  the  vein  at  its  exit  is  quite  equal  to  that  of 
the  orifice,  but  the  velocity  is  not  that  due  to  the  head 
of  the  reservoir.  If  the  flowing  were  produced  only 
by  the  simple  pressure  of  the  fluid  contained  in  the  res- 
ervoir, probably  the  velocity,  at  the  section  of  greatest 
contraction,  would  be  that  due  to  the  head;  then  it 
would  diminish  in  proportion  as  the  vein  dilates,  in 
virtue  of  the  law  or  axiom  of  hydraulics,  when  an 
incompressible  fluid  in  motion  forms  a  contiiiuous 
fnasSj  the  velocity,  at  its  different  sections,  is  in  the 
inverse  ratio  of  the  area  of  the  section;  the  diminu- 
tion would  cease  when,  the  vein  having  attained  the 
sides,  its  section  would  become  equal  to  that  of  the 
orifice.  Since  m  is  the  ratio  of  the  section  of  greatest 
contraction  to  that  of  the  orifice,  the  velocity  along  the 
sides,  and  consequently  at  the  exit,  would  be  m^/s/^figtij 
and  for  the  discharge,  we  should  have  8x^^/2^11. 

In  orifices  in  a  thin  side,  it  was  TwSxVi^g'H;  thus 
the  discharge  would  be  the  same  in  both  cases;  the  only 
difference  is,  that  in  the  latter,  the  diminution  would 
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have  affected  the  factor  S,  and  in  the  tubes,  it  would 
have  fallen  on  the  fisictor  A/2g-H ;  that  is  to  say,  on  the 
velocity.  But  the  attractive  action  of  the  sides  changes 
this  state  of  things ;  not  only  does  it  cause  the  lines  to 
deviate  from  their  direction,  but  it  also  increases  their 
velocity ;  so  that  the  velocity  of  exit  is  greater  than 
W/\/2g-H;  it  will  be  wlsf'lgH.^  m!  being  a  fraction 
greater  than  m;  and  the  discharge  will  become  Sx^' 
V2^. 

We  see  by  this,  that  in  cylindrical  tubes  and  in  aju- 
tages generally,  the  effect  of  contraction  is  involved  in 
that  of  the  attraction  of  the  sides.  Without  being  able 
to  assign  what  belongs  to  the  first  alone,  we  will  remark, 
that  for  every  interior  contraction,  there  is  a  corre- 
sponding diminution  of  velocity,  and  every  exterior  con- 
traction produces  a  diminution  of  section. 
pormoftheTein,  20.  Let  US  examine  the  form  which  contraction  gives 
eixcoiAr.  to  the  fluid  vein  passing  from  an  orifice.  Take  first 
the  most  simple  case,  that  of  a  circular  orifice  in  a  thin 
and  plane  side. 

The  direction  as  well  as  the  velocity  of  the  particles 
at  the  different  points  of  the  orifice  being  symmetrical, 
the  contracted  vein  must  also  have  a  symmetrical  form, 
and  consequently  be  a  solid  of  revolution,  a  conoid.  It 
is  so  in  fact,  and  observations  about  to  be  reported,  give 
it  the  form  represented  by  A  B  b  a  (Fig.  4).  Beyond 
a  b,  the  contraction  ceases,  and  the  vein  continues  under 
a  form  sensibly  cylindrical  for  a  certain  length,  and 
until  it  becomes  entirely  deformed,  from  the  resistance 
of  the  air  and  other  causes. 

In  the  first  part  of  that  length,  it  is  full,  clear,  some- 
times like  a  bar  of  the  most  beautiful  crystal ;  then  it 
becomes  disturbed,  and,  examined  in  a  strong  light,  it 
presents  a  series  of  swellings  and  contractions.     From 
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the  Tery  ingenious  experiments  of  M.  Savart,  the 
appearance  of  continuity  of  the  disturbed  part  is  only 
an  optical  illusion,  arising  from  the  rapidity  of  the 
motions ;  this  part  consists  of  a  series  of  distinct  drops, 
alternately  large  and  small,  leaving  between  each  other 
a  space  eight  or  ten  times  greater  than  their  mean  diam- 
eter, the  form  of  which,  oscillating  round  that  of  a 
sphere,  is  alternately  an  elongated  and  an  oblate  sphe- 
roid. 

The  same  philosopher  observed,  that  the  length  of  the  clear 
part,  as  well  as  that  of  the  swellings  in  the  disturbed  part, 
increased  proportionally  to  the  diameter  of  the  orifice  and  the 
head ;  for  the  clear  part,  it  was  nearly  380  d  h/h,  in  metres,  or 
209  d  h/h  in  feet.  The  formation  of  drops,  that  is  to  say,  their 
detachment  from  the  clear  part,  is  not,  even  in  descending  jets,  an 
eflect  of  the  acceleration  of  velocity  due  to  gravity ;  for  it  takes 
place  equally  in  jets  thrown  upwards.  It  appeared  to  Savart  to 
he  an  immediate  e£fect  of  the  oscillation,  which  occurred  in  the 
fluid  of  the  reservoir,  in  consequence  of  which,  the  particles  of  the 
jet,  being  sometimes  more  and  sometimes  less  pressed  at  their 
exit  from  the  orifice,  moved  with  a  velocity  alternately  greater  and 
less.  I  have  discovered  such  alternations  in  most  of  the  motions 
of  fluids  which  I  have  been  enabled  to  observe ;  I  have  seen  them 
also,  in  a  very  marked  manner,  during  my  experiments  upon  the 
resistance  which  the  air  experiences  in  conduit  pipes ;  I  have 
seen  the  air  advance  irregularly  and  as  by  undulations ;  the  waves, 
as  they  spread,  would  accelerate  and  retard  the  velocity  periodi- 
cally.* 

M.  Savart  also  showed  the  very  singular  influence  of  the  waves 
of  sound  on  the  liquid  veins ;  for  example,  if  the  disturbed  part 
be  received  on  the  bottom  of  a  vessel,  tiiere  is  heard  a  sound  due 
to  the  impulse  of  successive  drops ;  if  then  a  note  be  produced 
on  a  violin  in  unison  with  this  sound,  the  clear  part  of  the  jet  is 
immediately  seen  to  become  shortened,  and  sometimes  even  to 
disappear  entirely ;  the  swellings  of  the  troubled  part  become 
bigger  and  shorter,  and  the  space  which  separates  them  is  greater. 

*  Annals  des  Mines,  torn.  IIL,  p.  401 .    1828. 
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I  refer  to  the  paper  of  the  author  (*)  for  other  efkds  of  sonorouB 
undulations  on  fluid  veins ;  I  confine  myself  here  to  remarking, 
that  these  undulations  have  no  influence  on  the  discharge. 

^^of^J""  21-  ^^  return  to  the  commencement  of  the  jet,  to  the 
contracted  vein,  contracted  vcin  properly  bo  called,  the  conoid  AB  h  a. 
Attempts  have  been  made  to  determine  its  respective  di- 
mensions, and  particularly  the  ratio  between  the  diame- 
ters of  the  two  bases,  by  direct  measurements.  Newton, 
who  discovered  the  phenomenon  of  contraction  and  its 
effects  on  the  discharge,  and  first  attempted  such  an  ad- 
measurement ;  he  concluded  that  the  ratio  of  the  section 
of  the  orifice  to  the  contracted  section  was  that  of  a/2  to 
1 ;  and  consequently,  that  of  the  diameter  was  as  1  to 
0.841 ;  but  we  believe  that  theoretical  considerations, 
rather  than  a  physical  measurement,  led  him  to  adopt 
that  result.  Since  then,  several  philosophers  have  made 
like  measurements;  thus  AB  being  1,  Poleny  found 
for  ab  0.79;  Borda,  0.804;  Michelotti,  0.792;  Bos- 
sut,  from  .812  to  .817;  Eytelwein,  .80;  Venturi,  .798; 
finally,  Brunaci,  .78.  Nearly  all  these  numbers,  whose 
mean  term  is  .80,  are  very  probably  a  little  too  large; 
they  were  found  by  measurements  taken  with  callipers; 
if  closed  too  much,  the  points  were  thrust  into  the 
body  of  the  stream  and  the  disturbance  indicated  it; 
but  if  too  much  open,  the  eye  could  not  exactly  appre- 
ciate how  much  it  waa  so;  hence  an  error  in  excess 
might  be  made,  but  not  one  in  deficiency. 

Michelotti  the  younger,  took  up  this  question,  which 
had  already  been  treated  by  his  father.  Large  jets 
obtained  under  great  heads,  gave  him  the  following 
results : — 


*  De  la  constitution  dcs  vclnes  liquldefl  lancis  par  des  orifices  clrcoloires  en  mince 
parol,  par  M.  Felix  Sarart.    163S. 
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Abstracting  the  last  number  0.755,  which  is  entirely 
anoioalous,  the  mean  ratio  between  the  two  diameters  is 
0.787.  From  what  has  been  said,  I  think  it  may  be 
adopted,  but  only  as  a  mean  term ;  for,  as  we  shall  soon 
see,  (26,)  this  ratio  experiences  variations,  slight,  to  be 
sure,  which  depend  upon  the  heads  and  the  diameters 
of  the  orifices.  The  length  of  the  contracted  vein  should 
be  about  half  the  diameter  of  the  smallest  section,  or 
0.39  of  the  diameter  of  the  orifice.  According  to  these 
experiments,  the  three  principal  dimensions,  AB,  a  b 
and  CD,  of  the  contracted  veiii,  would  be  respectively 
as  the  numbers  100,  79  and  39. 

Eytelwein,  chiefly  increasing  the  last  dimension,  one 
very  difficult  to  determine  with  accuracy,  takes  the 
numbers  10,  8  and  5;  this  ratio  is  quite  generally 
admitted.  As  to  the  curves  Aa  and  Bb,  Michelotti 
refers  them  to  a  cycloid.  In  conclusion,  the  form  of 
the  fluid  vein,  at  its  passage  from  a  circular  orifice,  has 
some  resemblance  to  the  bell-shaped  end  of  a  hunting 
horn. 

22.  The  ratio  between  the  diameters  being  0.787,  ibrmnpon 
that  between  the  sections  will  be  the  square  of  0.787,  ^^  ^^^^^ 
or  0.619 ;  thus,  if  « is  the  section  of  the  contracted  vein 
and  S  that  of  the  orifice,  we  shall  have  s=0.619  S. 
From  the  explanations  made,  (16  and  18,)  the  dis- 
charge will  be  SA/2gS,  or  0.619  S  /\/2g^H7  So  that 
m,  or  the  coefficient  of  contraction  given  by  physical 
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measurementa  of  the  vein,  will  be  at  a  mean  0.619 ; 
and  the  measurements  of  the  discharge  indicate  nearly 
the  same  (25). 

If  the  velocity  due  to  the  head  of  the  reservoir  were  really  the 
vtlodty  at  the  passage  of  the  contracted  section,  and  the  flowing 
were  produced  through  a  tube  which  had  exactly  the  form  of  the 
contracted  vein,  by  introducing  into  the  expression  of  the  dis- 
charge, the  exterior  oriflce  of  that  tube  or  5,  the  calculated  dis- 
charge would  be  equal  to  the  real  discharge,  and  the  coefficient 
for  reducing  one  to  the  other  would  be  I.  Michelotti,  in  one  of  his 
experiments,  by  employing  a  cycbidal  tube,  found  it  0.984 ;  it  is 
probable  that  it  would  have  come  up  to  I,  if  the  sides  of  the 
tube  had  been  more  exactly  bent  to  the  curvature  of  the  fluid 
vein ;  and  if  the  resistance  of  the  sides,  as  well  as  that  of  the  air, 
had  not  slightly  retarded  the  motion. 

with  myionai      23.  Orificcs,  whosc  perimeter  is  a  polygon,  or  any 
oriflces.     figure  other  than  a  circle,  do  not  present  a  form  so  sim- 
ple, or  leading  to  the  saine  consequences. 

The  different  parts  of  the  orifices  not  being  symmet- 
rical, the  fluid  vein  does  not  preserve  the  form  which  it 
had  on  coming  out,  and  it  changes  from  it  continually 
as  it  removes  from  it.  At  its  exit,  the  faces  correspond- 
ing to  the  rectilinear  sides  of  the  orifice  become  more 
and  more  concave;  the  edges  corresponding  to  the 
Fig.  5th.  angles  become  truncated  and  terminate  by  disappearing. 
Thus  Poncelet  and  Lesbros,  having  drawn,  by  aid  of 
Tory  exact  means,  the  form  of  a  vein  which  passed  from 
a  square  orifice  ACEG,  whose  sides  were  TJ  inches 
under  a  head  of  5J  feet,  had,  at  the  distance  of  5.9 
inches  from  the  orifice,  the  sectionta  c  e  g;  and  at  11.81 
inches,  the  section  b'  d  f  A'.* 

*  Experiences  hydranllques  snr  lea  lots  de  r^coulemont  des  eaiix  k  traverse  les 
oriaccs  rectangnlaires  vertlceaux  et  k  grandes  dimensions,  par  M.  M.  Poncelet  et  Les- 
bros, Capltalnes  du  g«nle--18S2.    Pag.  130  ct  snlvantes. 
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This  last,  one  of  the  nine  sections  observed,  was  the 
smallest ;  its  area  was  to  that  of  the  orifice  in  the  ratio 
of  0.562  to  1,  whilst  that  of  the.  actual  discharge  to 
the  theoretic  discharge  was  found  to  be  0.605;  they 
would  have  been  equal,  if  the  velocity  of  that  smallest 
section  had  been  due  to  the  head  of  the  reservoir. 

24.  Although  the  fluid  particles  at  b'  d  cf ,  &c.,  on  »«▼«"«»«  of 
this  section,  are  those  which  came  out  at  the  points 
BCD,  &c.,  of  the  orifice,  and  in  removing  from  the  res- 
ervoir have  always  remained  on  the  line  of  intersection 
of  the  vein  with  the  planes  passing  through  its  axis  and 
those  points  respectively,  it  is  nevertheless  true,  that 
the  section  V  d  f  K  is  a  kind  of  square,  the  vertex  of 
whose  angles  corresponds  to  the  middle  of  the  sides  of 
the  square  of  the  orifice ;  and  that  the  vein  appears  to 
have  made  an  eighth  of  a  revolution  around  its  axis. 

A  phenomenon  of  this  nature  is  produced  on  all  the 
veins  which  come  out  of  an  orifice  not  circular ;  it  is 
called  the  reversing  of  the  vein.  It  is  accompanied 
by  very  remarkable  circumstances,  which  I  will  state  in 
referring  to  the  results  of  one  of  the  numerous  experi- 
ments of  Bidone  on  this  subject.* 

The  orifice  was  a  regular  pentagon  A  of  0.551  inches  each  side, 
made  in  a  thin  vertical  plate  of  copper ;  (the  figure  representing  Fig. «. 
it,  with  its  accessories,  is  one  quarter  of  the  natural  size) ;  the 
flowing  took  place  under  a  head  of  6.463  feet.  At  the  distance 
of  0.472  inches,  the  section  perpendicular  to  the  axis  of  the  vein 
was  a  quite  regular  decagon.  At  1.181  inches  was  the  greatest 
contraction  or  first  knot.  Beyond,  the  vein  entirely  changed  its 
fonn ;  it  presented  five  fluid  plates,  disposed  symmetrically  around 
the  axis,  as  is  seen  in  the  section  B,  made  3.74  inches  from  the 
orifice ;  the  planes  of  the  hlades  passed  through  the  centres  of 
the  sides  of  the  orifice.    Their  breadth  continued  to  increase  up 

*  Exr^riences  snr  la  forme  et  la  direction  des  velnes  et  conrants  d*eaQ  laDc6« 
par  dlvenet  orertares,  de  George  Bidone.   Turin,  1828. 
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to  the  belly  of  the  vein  represented  at  C.  Then  it  diminished, 
and  the  blades  united  anew  in  a  second  knot,  at  2  feet  10  inches 
from  the  orifice.     Beyond,  the  vein  was  twisted  and  irregular. 

For  the  rectilinear  pentagon  of  the  orifice,  were  successively 
substituted  pentagons  with  convex  and  concave  sides,  sides  pre- 
senting salient  and  re-entering  angles  like  the  star  D,  and  the 
vein  always  preserves  the  same  form,  the  same  five  blades. 

With  orifices  of  6  and  8  sides,  we  had  6  and  8  blades ;  and  the 
reversing  of  the  vein  was  a  12th  and  16th  of  the  circumference. 
When  the  opening  was  a  rectangle,  narrow  and  very  long  in  the 
horizontal  direction,  at  a  certain  distance,  the  vein  consisted  only 
of  a  broad  vertical  blade ;  the  reversing  seemed  complete. 

Often,  beyond  the  second  knot,  the  vein  dilates  again  and  di- 
vides a  second  time  into  the  same  number  of  blades  ;  but  their 
plane  does  not  correspond  to  the  middle  of  the  sides  of  the 
orifice,  but  to  the  vertsx  of  the  angles ;  that  is  to  say,  the  vein  is 
again  turned  an  equal  quantity ;  or  rather  it  returns  to  its  place. 
The  blades  increase  in  breadth  up  to  the  second  belly  and  dimin- 
ish again  to  form  a  third  knot,  beyond  which  sometimes  there  is 
still  a  new  dilation,  a  third  belly  and  a  fourth  knot.  Eytelwein 
produced  similar  series  of  knots  and  swells  with  orifices  of 
different  forms ;  he  represented  them  in  his  German  transla- 
tion of  Sperimenti  idraulici  of  Michelotti,  p.  19  et  pi.  iv. — 
1808. 

There  are  also  hollow  veins,  &c. ;  but  the  examination  of  all 
these  forms,  as  well  as  of  the  causes  which  may  produce  them, 
do  not  come  in  the  province  of  this  treatise ;  and  I  refer  to  the 
very  interesting  paper  of  Bidone  for  these  particulars'.  I  limit 
myself  to  the  following  observations.  The  first  and  principal 
cause  of  the  forms  and  reversing  of  the  veins  is  the  oblique  direc- 
tion with  which  the  different  fluid  lines  arrive  at  the  orifice  of 
exit,  a  direction  which  has  a  tendency  to  continue  beyond.  The 
action  of  these  lines  on  the  form  is  stronger  and  more  influential, 
the  more  acute  the  angles  from  which  they  issue ;  those  from  the 
acute  angles  compress  the  vein  in  some  sort  more  strongly  than 
the  rest,  and  consequently,  the  blades  are  formed  on  the  parts 
intermediate  to  those  where  they  exert  their  action.  Then  the 
resistance  of  the  air  and  the  mutual  attraction  of  the  particles 
contribute  to  shrink  up  the  blades  and  to  the  formation  of  the 
second  knot. 
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The  obliquity  of  the  fluid  lines,  in  respect  to  each  other,  on 
their  arrival  at  and  passage  through  the  orifice,  also  produced  an 
efiect  which  I  ought  to  mention.  As  long  as  the  obliquity  is 
equal  on  all  parts,  the  axis  of  the  vein,  which  is  in  the  direction 
of  the  resultant  of  the  reciprocal  action  of  the  filets,  remains  per- 
pendicular to  the  plane  of  the  orifice ;  but  if  the  obliquity  is  de- 
stroyed on  one  of  the  sides,  for  example,  by  the  aid  of  a  board 
tangent  to  the  side,  and  which  passes  into  the  interior  of  the  res- 
enroir,  perpendicular  to  the  plane,  the  oblique  impulse  of  the 
lines  which  arrive  on  the  other  sides,  not  being  counterbalanced 
on  that  side,  will  carry  the  vein  over,  and  its  axis  will  no  longer 
be  that  of  the  orifice. 


ARTICLE    SECOND. 
On  flowing  through    Orifices. 

We  have  distinguished  four  kinds  of  orifices ;  those 
in  a  thin  side,  cylindrical  tubes,  conical  converging  and 
conical  diverging  tubes.  Let  us  examine  the  principal 
circumstances  of  the  motion  through  each  of  them,  par- 
ticularly in  what  concerns  their  discharge. 

1.  Orificbs  in  a  thin  Partition. 

25.  We  come  to  the  direct  determination  of  the  ^•**S?Se"'"' 
coefficient  of  reduction,  from  the  theoretic  to  the  actual     coefficient 
discharge. 

We  will  measure  with  care  the  volume  of  water 
passing  from  a  given  orifice,  under  a  constant  head,  and 
during  a  certain  time ;  and  we  shall  derive  from  it  the 
product  of  the  flow  in  one  second  or  the  actual  dis- 
charge ;  we  will  divide  it  by  the  theoretic  discharge 
corresponding  to  that  orifice  and  to  that  head,  and  the 
quotient  will  be  the  coefficient  sought. 


of 
contiactlon. 
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Many  hydraulicians  have  applied  themselres  to  this 
investigation ;  I  giye,  in  the  following  table,  the  prin- 
cipal results  obtained  up  to  the  present  time;  those 
which  appear  to  have  been  made  under  the  most  &Tor- 
able  circumstances  or  which  were  generally  admitted. 


CIRCULAR    ORIFICES.          | 

I               SQUARE    ORIFICES.          | 

Obcerren. 

Diam- 
eter, in 
incs. 

Head, 
toft. 

Coeffl- 
dent. 

Obierven. 

Side  of 
square 
In  Incs. 

Head, 
toft. 

Coeffl- 
clent. 

Mariotti, 

0.268 

5.873 

0.692 

Castel, 

0.394 

0.164 

0.65.5 

Do. 

0.268 

25.920 

0.692 

Bossut, 

1.063 

12.600 

0.616 

Castel, 

0.394 

2.133 

0.673 

Michelotti, 

1.063 

12.600 

0.607 

Do. 

0.394 

1.017 

0.654  1 

Do. 

1.063 

22.409 

0.606 

Do. 

0.690 

0.453 

0.632 

Bossut, 

2.126 

12.600 

0.618 

Do. 

0.590 

0.984 

0.617 

Michelotti. 

2.126 

7.349 

0.608 

Eytelwein, 

1.027 

2.372 

0.618  , 

Do. 

2.126 

12.566 

0.603  ! 

Bossut, 

1.067 

4.26.5  0.6)9  1 

Do. 

2.126 

22.245 

0.602 

Michelotti, 

1.067 

7.317 

0.618 

Do. 

3.228 

7.416 

0.616 

Castel, 

1.18i 

0.223 

0.629 

Do. 

3.189 

12.666 

0.619 

Venturi, 

Bossut, 

Michelotti, 

1.614 
2.126 
2.126 

2.887 

12.600 

7.218 

0.622 
0.618 
0.607 

Do. 

8.189 

22.376 

0.610 

Rbctanovlas  Orivicbs  (Bidone).    1 

Do. 
Do. 

3.189 
8.189 

7.349 
12.500 

0.613 
0.612 

Rkctaholb.        ,            1             i 

Do. 

3.189 

22.179 

0.697? 

Head, 

CoeflL  1 

Do. 
Do. 

6.378 
6.378 

6.923 
12.008 

0.619 
0.619 

Height  In 
Inches. 

BSse 

inlncs. 

0.728 

tnlncs. 

cicnt   1 

1 

0.362 

13 

0.620  , 

0.362 

1.457 

13 

0.620! 

0.362 

2.909 

13 

0.621 ; 

0.362 

6.818 

13 

0.626  ! 

The  most  remftikable  of  all  these  experiments,  as  well  for  the 
great  size  of  the  jets  as  for  the  greatness  of  the  head,  are  those 
which  Michelotti  executed  in  1764,  at  the  £n6  hjdmulic  establish- 
ment constructed  for  that  purpose  at  abolit  two  miles  from  Turin ; 
the  reservoir  consisted  of  a  tower  twenty-six  feet  three  inches 
high,  whose  interior,  which  is  a  square  of  3.182  feet  per  side, 
receives  through  a  canal  the  waters  of  the  Doire.  On  one  of  the 
&oes  were  fitted,  at  the  difibrent  heights,  the  orifices  ok*  tubes 
which  were  thought  proper ;  airangdments  were  made  to  t^eoeive 
them,  and  on  the  ground,  which  is  at  the  base,  weltQ  several  ineae- 
uring  basins.*  These  experiments  were  repeated  in  1784  by 
Michelotti  the  younger,  and  they  are  the  last  introduced  into  the 


*  Sperimenti  idnnUci,  etc.,  dto  F.  D.  Michelotti.   Torino,  1767  et  1771. 
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table.  I  shall  remark,  on  this  subject,  that  the  coe£Bcients  ob- 
tained with  the  great  orifices  were  larger  than  the  rest,  and  that, 
contrary  to  the  rule  deduced  from  the  observations  collectively ; 
some  peculiar  circumstances  must  have  produced  tbis  anomaly. 
The  results  given  by  Bossut  are  generally  greater  than  those  of 
Michelotti,  and  seem  to  be  erroneous  by  excess. 

As  to  the  experiments  which  M.  Castel  and  myself  made  at 
Toulouse,  notwithstanding  all  our  pains  bestowed  upon  them, 
the  smallness  of  the  orifices  does  not  permit  us  to  vouch  for  the 
determined  coefficients  to  within  hundredths.  We  were  princi- 
pally engaged  with  the  orifice  of  0^1 » 0.394  inch,  as  being,  in 
some  respects,  the  point  of  departure  in  the  distribution  of  water 
made  according  to  the  metrical  system  of  weights  and  measures. 

26.  The  experiments  just  reported  and  those  made  Expenmenta 
by  other  authors,  by  M.  Hachette  in  particular,  have  ^jj^  ponceiet 
shown  that  the  coeflScient  of  contraction  is  generally        •»<» 
greater  for  small  orifices  and  small  heads;  but  they 
furnished  only  vague  and  almost  contradictory  notions 
in  this  respect.     It  would  have  been  impossible  to 
deduce  from  them  the  series  of  coefficients  from  great 
orifices  to  the  smallest  and  from  great  heads  to  the 
smallest ;  this  deficiency  has  recently  been  supplied  by 
MM.  Ponceiet  and  Lesbros.     They  made,  in  1826  and 
1827,  at  Metz,  a  series  of  experiments  on  a  very  great 
scale,  and  with  care  and  means  which  had  not  before 
been  employed. 

They  appear  to  me  to  have  nearly  solved  the  great  and 
useful  problem  of  the  contraction  of  the  vein  in  a  thin 
partition,  perhaps  as  nearly  as  the  nature  of  the  subject 
admits ;  and  in  a  manner,  if  not  entirely  theoretical,  at 
least,  very  suitable  to  applications.* 

In  these  experiments,  the  orifices  were  rectangular,  and  all  of 
©■2 =7.874  inches  base;    the  heights  were  successively  7.874 

*  Experiences  liydrtaliqaM,  etc. 
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inches,  3.937  inches,  1.9G8  inches,  1.18  inches,  0.787  inch, 
0.394  inch ;  the  heads  varied  from  0.394  inch  to  5.577  feet. 
For  each  of  these  oriBces,  the  discharge  was  measured,  with  sev- 
eral repetitions,  under  seven  or  ten  heads,  of  which  the  two 
extremes  were  taken,  the  one  nearly  as  small  and  the  other  as 
large  as  the  apparatus  allowed;  and  the  corresponding  coeffi- 
cients were  calculated. 

Taking,  then,  the  heads  for  abscissas  and  their  coefficients  for 
ordinates,  the  curve  relating  to  that  orifice  was  traced ;  and  by 
its  aid,  they  determined  the  ordinates  or  coefficients  intermediate 
to  those  directly  given  by  experiment.  In  this  manner,  the 
authors  were  enabled  to  arrange  a  large  table  of  coefficients  for 
each  orifice,  from  which  I  extract  the  following : 




UK.iD 

on  centre  Of 
orifice. 

HEIGHT  OF  ORIFICES  (base  of  each  7.874  inches).             | 

7,874'- 

3.937'- 

1.968'- 

1.181»- 

.787*- 

.394- 

Inchce. 

.394 

.787 

0.660 

0.709 
0.698 

1.181 
1.575 

0.612 

0.638 
0.640 

0.660 
0.659 

0.691 
0.685 

1.968 
2.362 

0.590 

0.617 
0.622 

0.640 
0.640 

0.659 
0.658 

0.682 
0.678 

3.150 
3.937 
4.725 

5.906 

7.874 

0.572 
0.585 
0.592 

0.600 
0.605 
0.609 
0.611 
0.613 

0.626 
0.628 

0.638 
0.637 
0.635 
0.634 

0.657 
0.655 
0.654 
0.653 
0.650 

0.671 
0.667  I 
0.664  j 
0.660 
0.655 

0.630 
0.631 
0.634 

11.811 
15.748 

0.598 
0.600 

0.616 
0.617 

0.632 
0.631 

0.632 
0.631 

0.645 
0.642 

0.a50  i 
0.647 

1.640 
2.297 
3.281 
4.265 
5.250 
6.582 
9.843 

0.602 
0.604 
0.605 
0.604 
0.602 
0.601 
0.601 

0.617 
0.616 
0.615 
0.613 
0.611 
0.607 
0.6a3 

0.631 
0.629 
0.627 
0.623 
0.619 
0.613 
0.606 

0.630 
0.629 
0.627 
0.6^3 
0.619 
0.613 
0.607 

0.640 
0.637 
0.632 
0.625 
0.618 
0.613 
0.608 

0.643 
0.638 
0.627 
0.621 
0.616 
0.613 
0.609  1 

All  the  numbers  in  this  table  are  the  respective  values  of  m  in 
the  formula  Q  =s  mS  ^2gU,  But  those  which  in  each  column 
are  found  above  the  transverse  line,  are  not  the  true  coefficients 
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of  reduction  firom  the  theoretic  to  the  actual  discharge,  as  we  shall 
see  in  a  following  article.  (64) 

Glancing  over  the  numbers  of  each  column,  we  see  that  they 
increase  as  the  head  increases,  but  only  up  to  a  certain  point, 
beyond  which  they  diminish,  although  the  head  still  augments. 
However,  in  small  orifices^  those  below  1. 181  inches,  the  increas- 
ing part  of  the  series  is  very  limited ;  and  even  in  very  small 
ones  it  is  nothing.  We  see  also  that  the  terms  of  the  decreasing 
part  of  all  the  series  approach  equality  in  proportion  as  the  head 
increases  in  value. 

27.  Although  the  coefficients  in  the  table  above  are  Thesame  coem- 
deduced  from  experiments  made  on  rectangular  orifices,  for  aii  forma  or 
they  may  serve  for  all  others,  whatever  be  their  form ; 

the  height  of  the  rectangle  noted  in  the  table  will 
express  the  smallest  dimension  of  the  orifice  which 
should  be  used.  For  it  is  generally  admitted,  that  the 
discharge  is  entirely  independent  of  the  figure  of  the 
orifice,  and  that  it  always  remains  the  same,  while  the 
area  of  the  opening  is  unchanged ;  always  provided,  in 
accordance  with  an  observation  made  by  M.  Hachette, 
that  this  figure  presents  no  reentrant  angles. 

28.  Although  some  of  the  orifices  on  which  Poncelet  ^^^^^^^ 

o  ^  on 

and  Lesbros  made  their  experiments  are  very  large,  siuice  Gates, 
still  there  are  those  which  discharge  twenty  or  thirty 
times  as  much  water ;  such  are  the  opeuings  of  sluice 
gates  in  canals  of  navigation,  and  it  was  important  to 
establish  directly  the  coefficient  of  their  discharge.  In 
1782,  Lespinasse,  a  skilful  engineer,  made  for  this  pur- 
pose several  experiments  on  the  canal  of  Languedoc, 
to  which,  ten  years  after,  Pin,  engineer  of  the  same 
canal,  added  some  others."^  The  principal  results  of 
these,  like  the  former,  are  placed  in  the  following  table. 


*  Anclens  M^molres  die  rAcad^mlo  des  Sciences  de  Toolouse.  Tom.  II.    1784.— 
Hlstorto  da  canal  du  Midi  oo  Langaedoc,  par  le  gtoted  Andr«os«r.  Tom.  L,  pag.  261. 
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The  breadth  of  the  opening  is  nearly  4.265  feet;  the 
form  not  being  exactly  a  rectangle,  the  heights  are  to 
be  regarded  as  only  approximate. 


OPENINGS. 

Head  on 
the  centre. 

Discharge 
in  one 
second. 

Coefficient 

Area, 
sq.  feet. 

Height 

feet 

feet 

cubic  feet 

7.745 

1.805 

14.554 

145,292 

.613 

6.992 

1.640 

6.631 

92.635 

.641 

6.992 

1.640 

6.247 

88.221 

.629 

6.466 

1.509 

12.878 

138.937 

.641 

6.723 

1.575 

13.586 

128.764 

.647 

6.723 

1.575 

6.394 

83.948 

.616 

6.723 

1.575 

6.217 

79.857 

.594 

6.717 

1.575 

6.480 

85.219 

.621 

Mean  term,  .  .  . 

.625 

Efl^ctoftyrooi^ 

Iflces  near  each 

other. 


This  mean  coefficient,  exactly  equal  to  that  obtained  from  an 
experiment  made  on  a  sluice  of  the  basin  of  Havre*  is  a  little 
greater  than  that  indicated  by  the  table  of  M.  Poncelet  (26)  ; 
probably  the  cause  of  it  is,  that  on  all  the  perimeter  of  the  open- 
ing, the  flowing  did  not  occur  as  in  a  thin  side,  and  that  on 
some  point,  the  contraction  was  suppressed.  It  may  be  remarked 
on  this  subject,  that  the  wood  work  which  surrounded  this  orifice 
was  0.27"=.886  ft.  thick,  and  even  0.54-«=1.772  feet  thick  on 
the  lower  edge.  Also,  when  the  gate  was  raised  only  a  small 
quantity,  the  contraction  ceased  on  the  four  sides  and  the  coeffi- 
cient increased  considerably.  For  example,  Lespinasse  having 
raised  the  gate  only  0.12-^.394  ft.,  had  for  a  coefficient  .803, 
while  with  1.509  feet  opening,  he  had  a  coefficient  of  only  .641. 

29.  The  experiments  of  this  engineer  presented  a 
very  remarkable  fiwjt,  of  which  no  mention  was  made, 
and  which  reappeared  in  those  of  Pin.  A  sluice  gate 
had  two  parts,  and  each  had  an  opening  in  it ;  if,  while 
the  water  was  flowing  through  one,  the  second  was  open- 
ed, the  discharge  of  the  first  was  diminished ;  if  both 


*  Architecture  hydnoltque,  par  B^lidor  et  Kavier.   Tom.  I.,  pag.  3 
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COEFFICIENT     ! 
with  one  (With  two! 


opening. 


openlnipi. 


were  opened  together,  the  discharge  was  not  doable  of 
the  two  taken  separately,  although  each  had  the  same 
area  and  head.  The  diflference  is  about  one  eighth,  as 
may  be  seen  by  the  following  comparisola  of  the  coeffi- 
cients of  redaction,  for  the  two  cases. 

The  interval  between  the  two  open- 
ings is  2".92=9.58'*>  and  their  plane 
forms  an  angle  of  60*  with  the  direc- 
tion of  the  canal. 

SO.  Bnt  it  is  very  worthy  of  remark, 
that  this  &ct,  which  appeared  positive 
for  the  sluices  of  the  canals,  did  not  q  520 
take  place  at  all  in  a  Iseries  of  experi 
ments  which  M.  Castel  and  I  made  on  a  small  scale, 
but  with  very  great  care,  for  the  purpose  of  verifying 
it.  We  had,  side  by  side,  three  rectangular  orifices  of 
.828**  base  by  .088  height,  and  separated  by  an  inter- 
val of  only  .088**.  We  measured  the  water  passing  the 
middle  orifice  first,  keeping  the  two  side  orifices  closed, 
then  opening  one  and  finally  opening  both;  the. mean 
results  are  given  in  the  following  table:  — 


0.641 
0.689 
0.616 
0.594 
0.621 


0.550 
0.555 
0.554 
0.526 
0.555 


0.548 


Head  on  the 
onflce. 

nnCBABGB  FBOM  MiDDLt  ORIFICK. 

Coefllclent 

Middle  Ori- 
fice alone 
open. 

Middle  ori- 
fice, with  1 
lateral  ori- 
fice, open. 

Middle  ori- 
flce,withthe 

2  lateral  or- 
ifices, open. 

feeL 

.0656 
.0984 
.1312 
.1640 
.1969 

cubic  feet 

.01607 
.01946 
.02242 
.02497 
.02723 

cubic  ftet 

.01606 
.01946 
.02246 
.02497 
.02716 

cubic  feet. 

.01614 
.01942 
.02250 

0.728 
0.720 
0.719 
0.715 
0.710 

Supposing  that  these  unexpected  coefficients  might 
have  been  influenced  by  the  very  small  interval  from 
one  orifice  to  the  other,  we  increased  the  interval  five 
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fold,  that  is,  from  .394  inch  to  1.968  inches,  and  the 
coefficients  remained  the  same. 

31.  Surprised  at  the  diflference  between  our  results 
and  those  found  on  the  canal  of  Languedoc,  and  fearing 
that  it  arose  from  the  particular  form  of  our  orifices 
and  apparatus,  I  requested  M.  Castel  to  make  new 
experiments ;  and  in  1836  he  had  the  kindness  to  per- 
form a  series,  by  the  aid  of  the  great  apparatus  which 
he  had  just  been  using  for  his  great  work  on  wiers  (No. 
72  and  seq.).  He  dammed  up  a  canal  0". 74=2.428  feet 
broad,  with  a  thin  copper  plate,  in  which  he  opened,  on 
the  same  horizontal  strip,  three  rectangular  orifices, 
each  3.94  inches  wide  by  2.36  inches  high,  and  sep- 
arated from  each  other  by  an  interval  of  3.15  inches. 
The  flowing  took  place  under  a  constant  head  of  4.213 
inches  above  their  centre,  and  the  coefficients  of  con- 
traction were  as  follows : 

C  for  the  middle  .6198 

One  orifice  open     <       "  '    right  .6193 

(      "       left  .6194 

C  the  two  outsides         .6206 

Two  orifices  open  <  middle  and  right       .6205 

(      ''       "     left  .6207 

The  three  orifices  all  open  .6230 

Here,  in  proportion  as  the  orifices  were  open,  in- 
stead of  a  diminution  in  the  coefficients,  there  was  an 
increase,  very  small,  to  be  sure.  As  it  depended  on  a 
particular  cause,  a  greater  velocity  of  water  in  the 
canal,  in  consequence  of  a  greater  discharge  (See  Nos. 
38  to  79),  we  shall  make  deduction  of  that,  and  con- 
clude that,  when  in  the  dam  of  a  reservoir  or  course  of 
water,  new  orifices  are  opened  by  the  side  of  an  orifice 
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already  existing,  the  discharge  through  that  orifice  is 
not  diminished  by  it.* 


*  Some  persoiiB  thought  that  puch  a  consequence  would 
not  extend  to  the  case  when  two  orifices  were  situated  in 
planes  making  a  certain  angle,  as  in  the  openings  of  the  sluice 
gates.  M.  Castel  has  just  solved  this  question.  He  took  two  plates 
joined  at  an  angle  of  120°  (that  of  sluice  gates  is  generally  from 
10°  to  20°  more  open) ;  in  each  he  made  two  rectangular  orifices 
of  3.94  inches  wide  by  2.36  inches  high ;  one  4.72  inches  ^d 
the  other  11.02  inches  distant  from  the  angle  that  joined  them ; 
he  fitted  this  partition  to  the  extremity  of  his  canal,  and  let  the 
water  flow  under  a  head  of  0*14=5.51  inches.  He  first  opened 
snccessively  each  of  the  four  orifices ;  then  two  at  a  time,  dif- 
ferently combined;  then  three  differently  combined,  and  final- 
ly four.  The  following  table  presents  the  mean  results  ob- 
tained. 

That  given  in  the  second  line  was  obtained 
by  the  two  extreme  orifices,  which  were  dis- 
posed like  those  of  the  sluice  of  the  canal  of 
Languedoc. 

As  a  last  objection,  it  was  said  that  the 
heads  at  the  sluice  of  the  canal  of  Languedoc 
were  from  2"=»6)^  feet  to  4'"=13  feet.  To  obtain  an  analogous 
case,  M.  Castel  adapted  to  the  experimental  apparatus  cited  in 
article  49,  two  orifices  of  1.97  inches  wide  by  1.18  inches  high, 
and  had  the  following  results. 

It  is  always  the  same  coefficient,  with 
the  insignificant  increase  due  to  the 
number  of  orifices  open. 

These  experiments,  often  repeated, 
with  apparatus  firee  from  every  excep- 
tionable circumstance,  and  where  any 
sensible  error  was  impossible,  by  the  most  accurate  and  consci- 
entious observer,  induce  me,  if  not  to  call  in  doubt  the  &cts  an- 
noanced  in  No.  29,  at  least  to  regard  them  as  anomalous,  and  to 
reject  the  general  consequence  which  I  had  drawn  from  them. 
[15th  November,  1838.] 


No.  orifi- 
ces. 

Coeffi- 
cient 

.619 
.620 
.622 

1 

2 
3 
4 

Head. 

No.  ori- 
fice. 

Coeffi- 
cient. 

3.379"- 
6.693'»- 

5  1 
i  2 
5  1 

\    2 

.621 

.622 
.619 
.621 
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caMof  the  con-  82.  In  the  different  cases  hitherto  investigated,  it  is 
dMto^^'^on^wttya^itted  that  the  fluid  of  the  reservoir  arrives  equally 
^"riflce****  at  all  parts  of  the  orifice,  but  often  it  is  not  so ;  for 
example,  when  the  orifice  is  at  the  bottom  of  a  vertical 
side,  and  its  lower  edge  is  in  the  plane  of  the  bottom  of 
the  reservoir,  the  contraction  is  then  destroyed  on  that 
side,  and  consequently,  the  discharge  is  greater.  What 
will  be  the  increase  in  discharge  for  a  certain  length  of 
suppression  in  the  contraction?  This  question  has 
recently  been  nearly  solved  by  M.  Bidone,  by  the  aid 
of  numerous  experiments  made  for  that  purpose  at  the 
water- works  of  Turin.* 

The  orifices  were  made  in  thin  vertical  copper-plates ; 
on  their  interior  surface  were  fixed,  perpendicular  to 
their  plane,  small  plates,  on  a  level  with  certain 
sides  of  the  orifice ;  as  it  were,  the  prolonging  of  these 
sides  into  the  interior  of  the  reservoir.  During  the 
flowing,  the  water  running  along  the  plates  passed 
through  the  adjacent  sides  without  any  contraction,, 
while  a  contraction  occurred  on  the  other  sides.  The 
form  and  size  of  these  orifices  were  various.  I  shall 
limit  myself  to  giving  the  results  of  experiments  with 
a  rectangular  orifice  of  0^054=2x1,  inches  base  and  1.06 
inches  in  height ;  the  plates  adapted  to  them,  sometimes 
on  one  side  and  sometimes  on  two  or  three,  were  2.638 
inches  long ;  they  thus  extended  that  length  into  the 
reservoir.  The  flowing  having  been  produced  under 
heads  varying  firom  6.562  feet  to  22.578  feet,  we  have 
the  following  coefficients : 


*  Becherchea  exp6rim6ntale8  et  thtoilqaes  snr  les  contracttons  partlellei  dea 
relnes  d*eaa,  etc.,  par  Qeorgo  Bidone.    Taxin,  1886. 
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The  contraction             iPart  of  ori- 

fee  without 
contraction. 

Coefficient. 

Batio. 

Neither  side 

0 

.608 

1.000 

a  small    <' 

.620 

1.020 

a  great     " 

.637 

1.049 

a  great  and  a  small 

.  . 

.659 

1.085 

two  small  and  one  great 

.680 

1.119 

two  great  and  one  small 

■• 

.692 

1.139 

M.  Bidone,  taking  the  mean  result  of  all  the  experi- 
ments made  on  rectangular  orifices,  admits  for  the  num- 
bers of  the  last  column,  which  indicates  the  increase 
of  the  coefficient  and  consequently  of  the  discharge, 
that  for  the  orifice  entirely  free  being  taken  for  unity, 
the  general  expression  1+0.152?^,  in  which  w  represents 
the  length  of  the  part  of  the  perimeter  when  the  con- 
traction is  suppressed,  and  p  the  length  of  the  whole 
perimeter.  The  greatest  error  which  this  formula  gave 
M.  Bidone  being  only  3^,,  we  may  adopt  for  the  value  of 
the  discharge  in  rectangular  orifices  when  there  is  no 
contraction  on  a  part  of  the  perimeter, 
m^^2gR  (l+0.152p. 

The  same  author  also  made  experiments  on  circular 
orifices.  He  took  one  of  1.575  inches  diameter,  and 
by  the  aid  of  curved  cylindrical  plates,  he  destroyed  the 
contraction,  first,  on  an  eighth  of  the  circumference ; 
then  successively  on  2,  3,  4,  5,  6  and  7  eighths.  I 
indicate  the  results  obtained  in  the  following  table. 

We  see  here  that  the  numbers 
of  the  last  column  increase  a  lit- 
tle less  rapidly  than  in  the  case 
of  the  rectangular  orifices,  so 
that  the  general  expression  from 
these  numbers  would  be  only 
1+0.128  y 

M.  Bidone,  after  having  cir- 


n 

Coeffi- 

P 

cient 

0 

0.597 

. 

0.603 

, 

0.615 

. 

0.625 

, 

0.639 

, 

0.649 

, 

0.664 

1 

0.670 

Ratio. 


1.000 

1.011 
1.032 
1.048 
1.072 
1.087 
1.112 
1.123 
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cumscribed  seven-eighths  of  his  circular  orifice,  wished 
to  circumscribe  it  entirely;  and  for  this  purpose,  he 
fitted  to  the  orifice  a  cylindrical  tube  of  0™04=:1.575 
inches  diameter,  which  ran  0™067=2.638  inches  into 
the  interior  of  the  reservoir;  he  had  0.767  for  the  co- 
efficient, and  consequently,  1.285  for  the  number  of  the 
last  column.  The  expression  above  would  have  given 
1.128 — a  number  in  which  the  increase  is  not  even 
half  of  that  really  obtained.  Whence  we  conclude, 
that  the  phenomena  of  flowing  through  interior  tubes, 
the  case  where  the  contraction  is  entirely  suppressed  at 
the  edges  of  the  exterior  orifice,  is  no  longer  of  the 
same  kind  as  that  where  it  is  destroyed  only  in  part, 
however  great  that  part  may  be;  there  is  no  passing 
from  one  case  to  the  other. 
Orifices  lu  Rides  33.  We  have  always  supposed  the  sides  in  which  the 
not  plane,  ^j^jg^^g  -^erc,  to  be  plane,  but  they  may  be  of  another 
form.  To  give  an  idea  of  the  efiect  which  may  result 
upon  the  product  of  the  flowing,  it  is  necessary  to 
remember,  that  if  the  fluid  lines  arrive  at  the  orifice 
parallel  to  each  other,  the  actual  discharge  would  be 
equal  to  the  theoretic  discharge,  and  that  it  is  less  only 
in  consequence  of  the  obliquity  with  which  they  unite, 
from  which  obliquity  necessarily  results,  at  the  point  of 
contact,  the  destruction  of  a  part  of  the  motion  acquir- 
ed. This  being  established,  if  around  the  orifice  we 
imagine  a  spherical  sur&ce  or  cap,  of  a  radius  equal  to 
r,^  7  that  of  the  sphere  of  activity  of  the  orifice,  and  limited 
by  the  sides  of  the  vessel,  it  would  be  traversed  at  each 
of  its  points,  and  in  a  direction  nearly  perpendicular,  by 
the  aAiving  lines ;  the  more  extended  the  spherical  cap, 
the  more  oblique  will  be  their  directions,  and  the  more 
opposed  to  each  other ;  and  consequently,  the  more  will 
their  motion  be  destroyed  at  the  orifice,  and  the  less 
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considerable  the  discharge.  When  the  side  is  plane,  Fig.3. 
the  cap  is  the  sur&ce  of  a  hemisphere  (Fig.  3),  and  is 
found  in  the  case  to  which  belong  the  coefficients  of 
discharge  given  above  (26).  But  if  it  is  disposed  in 
the  form  of  a  funnel,  or  if  it  is  simply  concave  towards 
the  interior  of  the  vessel,  then  the  cap  is  smaller  and 
the  discharge  greater,  without,  however,  exactly  follow- 
ing the  ratio  of  the  spherical  surface.  If,  on  the  con- 
trary, the  side  is  convex,  the  product  is  less ;  it  will  be 
smaller  still  in  the  case  represented  at  Fig.  7.  Finally, 
it  would  be  a  minimum,  if  the  cap  became  an  entire 
sphere ;  and  this  would  happen,  if  it  were  possible  to 
transport  an  orifice  to  the  middle  of  the  fluid  mass 
inclosed  in  the  vessel. 

34.  Borda  succeeded  in  almost  entirely  realizing  this  interfo' Tubes. 
case.  He  introduced  into  a  vessel  a  tin  tube  0"*135 
=4.43  feet  long  and  0"032=.106  feet  diameter;  rig. a. 
and  under  a  head  of  0.820  feet,  he  caused  the  flow- 
ing to  take  place  in  such  a  manner  that  the  effluent 
water  in  no  way  touched  the  sides  of  the  tubes;  the 
actual  discharge  was  only  0.515  of  the  theoretical  dis- 
charge, and  several  considerations  led  Borda  to  admit 
that  it  might  have  been  reduced  to  .50."^ 

Having  afterwards  surrounded  the  orifice  of  entrance 
of  the  tube  with  a  large  border,  thus  putting  it,  although 
in  the  middle  of  the  fluid,  into  the  same  circumstances 
as  when  it  is  perforated  through  a  thin  side  of  a  vessel, 
the  coefficient  was  raised  to  0.625.  He  might  have 
obtained  the  same  result  by  employing  simply  a  tube 
with  very  thick  sides. 

If  the  sides  of  the  tube  had  a  sensible  thickness.  With- 
out being  too  considerable,  0.394  inch  or  even  0.788 

*  M^moins  de  1* AcadAmle  des  Sciences  de  Paris.    Ann^e  1786. 
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inch,  for  example,  and  were  also  cut  quite  square  off 
at  the  extremity,  so  that  the  zone  formed  by  the  thick- 
ness should  be  plane,  with  sharp  edges,  the  fluid  wind- 
ing round  the  exterior  edge  would  enter  the  tube  with- 
out touching  the  rest  of  the  zone  (Fig.  8  a) ;  so  that 
every  part  of  the  side  inside  of  the  exterior  sur&ce 
would  be  without  effect,  and  the  flowing  would  take 
place  as  if  that  sur&ce  alone  existed.  This,  therefore, 
will  be  its  diameter ;  that  is  to  say,  the  exterior  diame- 
ter of  the  tube,  which  must  be  introduced  into  calcula- 
tions relating  to  interior  tubes.  By  taking  this,  Bidone 
found,  by  two  experiments,  that  the  action  of  the  vein 
running  in  the  tubes  without  touching  the  interior,  was 
very  nearly  half  the  section  of  the  tube,  and  that  the 
coefficient  of  contraction  was  nearly  0.60. 

35.  Thus  0.50  and  1  (22)  will  be  the  limits  of  the 
coefficients  of  contraction;  limits  which  may  be  ap- 
proached very  nearly,  but  never  quite  attained.  For 
orifices  in  a  plane  side,  they  seldom  descend  below  .60  or 
rise  above  .70 ;  and  even  in  ordinary  practice,  they  are 
^^"^^JJ^^®'-  confined  between  .60  and  .64 ;  as  a  mean  approximate 
term,  .62  is  usually  taken,  and  we  have — 

In  Metres,  Q=0.62  Sa/2^=2.75  SA/ffi=216J»A/H ;  or. 
In  Feet,  Q=0.62  SV2^=4.974  Syv/H=3.9066Ja  VH, 

d  being  the  diameter  of  a  circular  orifice.  But,  when- 
ever accuracy  is  required,  we  should  have  recourse  to 
the  coefficient  of  No.  26. 
BetiTciocity  86.  In  the  velocity  with  which  water  flows  from  ori- 
fices in  a  thin  side,  as  we  have  admitted  exactly  that 
due  to  the  head  of  the  reservoir,  is  it  A/2gE.  1  We 
will  examine  it. 

We  may  ascertain  the  velocity  with  which  water  runs 
from  an  orifice,  by  the  height  to  which  a  vertical  jet, 
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starting  from  that  orifice,  is  thrown ;  it  is  at  least  s/^gh 
h  being  that  height.  Now,  from  what  will  be  seen  in  the 
chapter  on  spouting  fluids j  h  differs  from  H  only  1,  2, 
3,  &c.  hundredths  of  the  square  of  its  value,  according 
as  H  is  1",  2™,  3™,  &c. ;  and  the  velocities  being  as  the 
square  roots  of  the  heights,  the  actual  velocities  will 
differ  in  the  same  cases  only  1,  2,  3,  &c.  half-hundredths 
of  the  theoretic  velocity.  Another  mode  of  determin- 
ing the  actual  velocity  indicates  still  less  difference. 
I  will  present  it,  before  making  an  application  of  it. 

37.  When  a  body  is  thrown  in  any  direction  AY, 
with  a  certain  velocity,  by  the  combined  influence  of 
that  velocity  and  of  gravity,  it  describes  a  curve  AMB ; 
if  the  velocity,  and  consequently  the  resistance  of  the 
air,  is  not  very  great,  that  curve  \%  di.  parabola. 

The  demonBtratioii  of  this  &ct  being  found  in  all  treatises  of 
mechanics  and  physics,  I  shall  not  dwell  upon  it,  but  confine 
myself  to  what  concerns  the  fundamental  principle  which  we  are 
to  employ.  Let  v  be  the  velocity  with  which  a  body  is  impelled 
along  AY,  and  t  the  time  spent  in  arriving  at  N,  in  this  direc- 
tion, if  the  force  of  projection  acted  alone  upon  it ;  the  motion 
would  then  have  been  uniform,  and  we  should  have  had  ANs=t;/  ; 
on  the  other  hand,  had  the  body  been  subjected  to  the  action  of 
gravity  alone,  it  would  have  descended  from  A  to  P  during  the 
same  time,  so  that  we  should  have  had  AP=^  (8).  Draw  the 
parallelogram  APMN ;  at  the  end  of  the  same  time,  it  really  will 
arrive  at  M,  and  will  have  described  the  arc  AM ;  AP  vnll  be  its 
ebsdssa,  and  MP  parallel  to  the  axis  AT,  will  be  its  ordinate. 
Call  the  first  of  these  lines  x  and  the  second  y,  we  shall  have 
2=^^  and  y=vt;  in  this  latter  equation,  taking  the  value  of  t, 
and  substituting  it  in  the  first,  we  have  x=^  or  y*=^^  ,•  or, 
calling  h  the  height  due  to  the  velocity  v,  and  recollecting  that 
^^=h,  f^=4  hx;  an  equation  of  a  parabola  of  which  4A  is  the 
parameter.  Hence  the  theorem,  that  a  heavy  body,  impeUed  by  any 
force  of  projection,  describes  a  parabola  whose  parameter  is  four  times 
the  height  due  to  the  velocity  of  projection. 


Fig.  9. 
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Fig.  10.  What  we  have  just  said  of  a  body  in  general  is 

applicable  also  to  every  jet  of  water  issuing  from  an 
orifice.  If  this  orifice  is  in  a  vertical  side,  the  axis  of 
projection  being  horizontal,  the  ordinates  will  be  hori- 
zontal ;  they  will  be  the  distances  of  the  different  points 
of  the  jet  from  the  vertical,  let  down  from  the  centre 
of  the  orifice;  and  if  through  any  point  c  of  that  ver- 
tical, we  imagine  a  horizontal  plane,  the  distance  CD 
is  called  the  reach  of  the  jet  on  that  plane.  Accord- 
ing to  our  theorem,  the  square  of  this  range,  or  in 
general  of  a  distance  MP,  divided  by  four  times  its 
corresponding  perpendicular  AP,  will  give  the  height 
due  to  the  velocity  of  exit  (A=^) ;  and  consequently, 

we  shall  have  for  this  velocity,  v=A/2gk=2,215  ;^^ 
in  metres,  or  4.0113  ;^  in  feet. 

By  following  this  mode  of  determination,  Bossut,  in 
two  experiments,  found  0.974  and  0.980  for  the  ratio 
of  the  actual  to  the  theoretic  velocity.  Michelotti  hav- 
ing caused  jets  to  issue  from  each  of  the  three  stories 
of  the  tower  of  his  hydraulic  establishment  (25), 
through  a  vertical  orifice,  0.889  feet  diameter,  obtained 
the  results  given  in  the  following  table :  — 


HEAD. 

JET. 

VELOCITY. 

RATIO. 

AlMwisaa.        Bange. 

Real. 

Theoretic. 

ftjet 
7.513 

12.894 
23.590 

feet               Ibet 

20.615      24.706 

15.289      27.724 

4.626      20.506 

feet 
21.819 

28.446 
38.289 

feet 
21.983 

28.807 
38.978 

.993 
.988 
.983 

The  difference  between  the  two  velocities  increases 
with  the  head.  It  should  be  so,  since  the  cause  of  this 
difference,  the  resistance  of  the  air,  increases  as  the 
square  of  the  velocity,  and  consequently,  nearly  as  the 
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head.  Without  this  cause,  the  diflFerence  would  have 
been  almost  nothing.  Consequently,  there  are  grounds 
for  concluding  that,  in  the  flowing  {of  water)  through 
orifices  in  a  thin  side,  the  velocity  of  exit  is  nearly 
that  due  to  the  height  of  the  reservoir,  and  it  is  not 
sensibly  diminished  by  contraction. 

38.  If  the  water  contained  in  the  reservoir,  instead  cmc  of  the  nuid 

«,.  .  1.1  1-  1-1      *rrivln«  ^itl» 

of  being  at  rest,  were  animated  with  a  velocity  wmcn  an  acquired 
carried  it  towards  the  orifice;  for  example,  if  the  basin  ^®*^*^- 
having  a  small  section,  were  fed  by  a  course  of  water 
which  came  directly  to  the  side  on  which  the  orifice  is 
open,  the  fluid  particles  would  go  out,  not  only  in  vir- 
tue of  the  pressure  exerted  by  the  fluid  mass  above,  but 
also  in  virtue  of  the  velocity  which  they  had  at  the 
moment  of  entering  the  sphere  of  activity  of  the  ori- 
fice; we  should  thus  have  to  add  to  the  head  measuring 
the  pressure,  a  new  force,  which  will  be  the  head  gene- 
rating that  velocity.  Thus,  if  u  represent  that  veloci- 
ty, we  shall  have 


Q==mSj>/2g  (A+^)=mS  A/2gh-\-uK 

Example.  There  is  a  basin  65.62  feet  long^  6.562  feet  broad, 
and  3.281  feet  depth  of  water ;  at  one  extremity  is  a  dam  of 
plank,  with  a  rectangalar  opening  1.804  feet  wide  by  1.181  feet 
high ;  its  sill  or  lower  edge  is  2.986  feet  below  the  level  at  which 
the  water  is  constantly  kept  in  the  basin ;  it  is  supplied  by  a 
stream  airiying  at  the  other  extremity.     What  is  the  discharge  ? 

We  have  8=1.804X1.181=2.131  square  feet ;  A=2.986— Uj^ 
=2.396 ;  m,  according  to  the  table  at  No.  26,  supposed  to  be 
prolonged,  will  be  about  0.600 ;  as  to  w,  it  will  be  given  by 
one  of  the  means  to  be  indicated  hereafter  (147  to  154).  In  a 
great  number  of  cases,  we  can  regard  it  as  being  the  mean  veloc- 
ity of  the  water  in  the  basin,  a  velocity  to  be  determined  as  fol- 
lows :  the  discharge  Q,  taken  at  &8t  by  neglecting  u  will  be 
0.600X2.131  \/64.364X2.396=15.878  cubic  feet.    When  the 
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water  runs  in  a  canal,  we  have  QMS  u  (108) ;  diyiding  then  the 
value  of  Q  found,  by  the  section  (of  the  basin)  21.53,  we  find 
M=.73748,  the  square  of  which  is  .64389.  Putting  this  value  into 
the  general  expression  of  the  discharge,  we  have  0.600X2.131 
yv/64:3()4X2.396+.5439=15.906  cubic  feet.* 

The  difference  between  tiiese  two  results  may  be  entirely  neg- 
lected. The  effect  of  the  velocity  u  has  been  almost  nothing ; 
in  most  cases,  it  will  be  so. 

oriiicM  in  tbe      39,  Very  often,  the  water  at  the  exit  of  the  orifices 

additional  "^  ' 

made  in  the  side  of  a  reservoir,  is  taken  and  conducted 
by  canals  or  channels,  uncovered  on  the  upper  part,  the 
bottom  of  which,  as  well  as  the  sides,  agree  with  the 
lower  edge  and  sides  of  the  orifice,  which  are  thus  in 
the  planes  of  the  bottom  and  sides  respectively.  MM. 
Poncelet  and  Lesbros  determined,  by  a  great  number 
of  experiments,  the  coefficients  of  the  discharge  for 
such  canals,  which  they  fitted  to  orifices  on  which  they 
had  already  made  the  fine  observations  whose  results 
we  have  recorded  in  No.  26;  the  canals  varied  in  form, 
inclination  and  position.  The  last  of  these  philoso- 
phers had  the  kindness  to  communicate  to  me  a  part  of 
the  results  given  by  a  rectangular  canal  8°=9.843  ft. 
long  and  0°*20=.666  ft.  broad,  like  all  its  orifices.  The 
reservoir  in  whose  side  the  orifices  were,  was  3"68= 
12.074  ft.  broad.  The  canal  was  first  placed  at  an 
equal  distance  from  the  two  sides  of  the  reservoir  and 
0™54=1.772  ft.  above  the  bottom ;  it  was  kept  horizon- 
tal; it  is  canal  No.  1  of  the  following  table.  I  here 
give  the  coefficients  m  of  the  formula  mS  \/2g-H, 
which  MM.  Poncelet  and  Lesbros  obtained,  and  I  place 
them  opposite  those  which  they  had  obtained  previ- 

*  D'Aubaifl8on*8  book  lias  an  error  in  taking  the  tection  of  the  orifice,  instead  of  the 
section  of  the  basin,  and  also  another  error  in  solving  the  example.  What  is  hero 
gtren  is  sappoeed  to  be  what  D*Aabiilason  Intended.  Tbaxslatos. 
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ously  with  the  same  orifices,  when  the  water  flowed 
freely  into  the  atmosphere.  (26) 


Height  of 

Head  on 

COEFFICIENT. 

Without 

With  Cahai.         II 

ortflce. 

orifice. 

canal. 

No.  1.     1 

No.  2. 

Itoet 

.    ftet 

.6562 

4.2850 

0.604 

0.601 

0.601 

3.1235 

0.605 

0.602 

0.599 

1.3124 

0.600 

0.591 

0.580 

.7940 

0.596 

0.559 

0.552 

.4003 

0.572 

0.483 

0.482 

.3281 

4.4490 

0.643 

0.614 

3.3040 

0.615 

0.614 

1.5814 

0.617 

0.615 

.5282 

0.611 

0.590 

.3740 

0.608 

0.562 

.2887 

0.602 

0.523 

.1969 

0.590 

0.459 

' 

.1640 

4.7935 

0.621 

0.624 

0.627 

3.5468 

0.627 

0.626 

0.628 

1.6350 

0.631 

0.625 

0.624 

.6956 

0.634 

0.631 

0.615 

.3478 

0.629 

0.614 

0.597 

.1542 

0.617 

0.495 

0.493 

.1181 

0.612 

0.452 

0.443 

.0984 

4.4261 

0.622 

0.622 

1.5289 

0.630 

0.629 

.6792 

0.634 

0.632 

.2658 

0.639 

0.633 

.2067 

0.640 

0.627 

.1870 

0.640 

0.610 

.1214 

0.639 

0.511 

.0328 

4.449 

0.620 

0.621 

0.660 

3.2580 

0.627 

0.631 

0.665 

1.6307 

0.643 

0.648 

0.671 

.6398 

0.655 

0.665 

.4167 

0.664 

0.669 

.2494 

0.671 

0.671 

0.680 

.1378 

0.684 

I    0.640 

By  comparing  the  coefficients  of  the  third  and  fourth 
columns,  allowing  for  the  inevitable  errors  in  observa- 
tion, and  excepting  the  orifice  of  0.328  ft.,  we  see  that 
80  long  as  the  heads  taken  above  the  centre  of  the  on- 
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fice  were  from  2  to  2j  times  greater  than  the  height  of 
that  orifice,  the  canal  had  no  marked  difference  in  the 
discharge;  the  discharge  was  the  same  as  if  no  canal 
were  there.  But  in  small  heads,  the  discharge  dimin- 
ished perceptibly,  and  as  much  more  so  as  the  head  was 
less;  the  diminution  has  reached  a  quarter,  and  even 
more. 

This  difference  in  great  and  small  heads  appears  to 
proceed  from  the  &ct,  that  with  the  former,  the  fluid, 
rushing  forth  as  into  the  air,  is  not  influenced  bj  the 
resistance  of  the  sides.  "The  canal,"  says  Lesbros, 
"has  no  influence,  except  when  the  head  is  not  great 
enough  to  detach  the  fluid  jet  at  its  exit  from  the  orifice 
entirely  from  the  bottom  (and  sides)  of  this  canal." 

The  same  canal  was  then  placed,  as  is  often  done  in 
practice,  in  such  a  manner  that  its  floor  was  at  the 
level  of  the  bottom  of  the  reservoir,  and  was,  in  fitct,  a 
prolonging  of  it.  It  was  natural  to  suppose,  that  the 
contraction  being  then  suppressed  on  the  lower  edge  of 
the  orifice,  the  coefficient  of  discharge  would  be  greater 
(32) ;  but  generally,  and  the  orifice  of  .0328  feet  still 
excepted,  it  was  less,  particularly  with  small  heads,  as 
was  seen  in  the  above  table,  where  the  canal,  in  its  new 
position,  is  designated  by  No.  2.  Other  circumstances, 
perhaps  the  resistance  of  the  bottom  of  the  reservoir, 
which  may  have  diminished  the  velocity  of  arrival,  per- 
haps the  less  &cility  which  the  fluid  sheet  had  in  rais- 
ing itself  above  the  sill  at  the  entrance  of  the  canal, 
will  have  more  than  compensated  for  the  diminution  in 
the  contraction. 

In  withdrawing  the  canal  from  the  middle  of  the 
reservoir,  and  placing  it  nearer  one  of  the  sides,  this 
diminution  took  place  in  part,  and  a  small  increase  in 
the  discharge  wad  obtained. 
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The  canal  was  then  inclined,  leaving  it  in  other 
respects  in  the  position  it  last  had.  When  the  inclina- 
tion was  iJo  or  34',  the  coefficients  were  sensibly  the 
same  as  when  the  canal  was  horizontal.  But  when  the 
inclination  was  carried  to  ^^,  or  5^  44',  the  coefficients 
were  increased  from  three  to  four  per  cent.,  as  seen  in 
the  following  table:  — 


1      Height  of 

Head  on 

Coefficientm  with  the  Canal     | 

orifloe. 

orifice. 

HorizontoL 

Inclined. 

feet. 

fbet 

.0443 

1.1188 

.660 

.691 

.0666 

1.1123 

.654 

.681 

.1555 

.6890 

.616 

.639 

.1775 

.6660 

.612 

.636 

2.    Cylindrical  Ajutages. 

40.  Cylindrical  ajutages,  called  also  additional 
tubes,  as  we  have  seen  (19),  give  a  more  considerable 
discharge  than  orifices  in  a  thin  side,  the  head  and  area 
of  the  opening  remaining  the  same. 

But  in  order  to  produce  this  effect,  it  is  necessary 
that  the  water  entirely  fill  the  mouth  of  the  passage;  it 
is  commonly  so,  when  the  length  of  the  tube  is  two  or 
three  times  its  diameter.  If  it  is  less,  it  often  happens 
that  the  fluid  vein,  which  is  contracted  at  the  entrance 
of  the  tube,  does  not  again  increase  and  fill  the  inte- 
rior; the  flowing  then  takes  place  in  all  respects  as 
through  a  thin  side;  this  is  always  Ihe  case  when  the 
length  of  the  tube  is  less  than  that  of  the  contracted 
rein,  and  consequently,  is  only  half,  or  less  than  half, 
the  diameter. 

41.  The  coefficient  of  reduction  from  the  theoretic  to  coefficient  of  re- 
the  actual  discharge,  through  an  additional  tube,  pre-    °<uJha^.  ^ 
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sents  a  few  yariations,  as  may  be  seen  in  the  following 
table:— 


Obaeirer. 

TUBE. 

Head. 

Coefficient 

Diameter. 

Length. 

feet 

fcet 

feet 

Castel, 

.0509 

.1312 

.6562 

.827 

Do. 

.0509 

.1312 

1.5749 

.829 

Do. 

.0509 

.1312 

3.2478 

.829 

Do. 

.0509 

.1312 

6.5620 

.829 

Do. 

.0509 

.1312 

9.9414 

.830 

Boesut, 

.0755 

.1772 

2.1326 

.788 

Do. 

.0755 

.1772 

4.0684 

.787 

Eytelwein, 

.0853 

.2559 

2.3623 

.821 

B068Ut, 

.0886 

.0341 

12.6318 

.804 

Do. 

.0886 

.1772 

12.6975 

.804 

Do. 

.0886 

.3543 

12.8615 

.804 

Venturi, 

.1345 

.4200 

2.8873 

.822 

Michelotti, 

.2658 

.7087 

7.1526 

.815 

Do. 

"^^8 

.7087 

12.4678 

.803 

Do. 

.2658 

.7087 

22.0155_ 

.803 

Velocity 

oriMaefroman 

Ajutage. 


Cylindrical  tubes  being  little  employed,  I  shall  not 
extend  this  table  or  discuss  the  experiments.  I  shall 
confine  myself  to  remarking,  that  the  mean  of  the  co- 
efficients there  given,  abstracting  the  first  two  of  Bos- 
sut,  manifestly  anomalous,  is  0.817;  .82  is  generally 
taken,  and  we  have 

Q=.82  S  V64.364H=6.5786SVH=5.1668  *VH. 

42.  Since  the  jet  in  a  full  tube  runs  out  in  lines 
parallel  to  the  axis  of  the  orifice,  and  consequently,  its 
section  is  equal  to  that  of  the  orifice,  the  diminution 
of  the  discharge  can  arise  only  from  a  diminution  in 
the  velocity  (16);  and  the  ratio  of  the  actual  to  the 
theoretic  discharge  will  also  be  that  of  the  actual  to 
the  theoretic  velocity,  as  is  seen  by  the  following 
results  of  three  experiments  cited  in  the  above  table; 
one  of  Venturi  and  two  of  M.  Castel:  — 
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JET. 

VELOCITY. 

COEFFICIENT      | 

Alwdasa. 

Ordinate. 

Beal. 

Theoretic. 

of  velocity. 

of  dlacharge 

feet 

4.796 

1.791 

3.7402 

feet 
6.128 

2.208 
5.803 

feet 

11.204 

6.6175 
12.037 

feet 
13.628 

7.959 
14.481 

.824 
.832 
.832 

.822 

.827 
.829 

Thus  we  may  admit  that  the  velocity  of  a  jet,  at  its 
passage  from  a  cylindrical  tube,  is  only  0.82  of  that 
due  to  the  height  of  the  reservoir ;  and  the  height  due 
to  the  velocity  of  the  jet  will  be  only  .67  (=.82^)  of 
that  due  the  height  of  the  reservoir,  since  the  heights 
or  heads  are  as  the  squares  of  the  velocities.  (12) 


111  the  hypothesis  of  the  parallelism  of  the  sections,  the  prin- 
ciple of  the  vis  viva :  that  the  quality  of  action  developed  by  the 
motive  force,  during  a  certain  time,  is  equal  to  half  the  increase 
or  diminution  of  the  vis  viva  during  that  time — this  principle,  I 
say,  gives  for  the  velocity  v  of  the  water  passing  from  a  short 
prismatic  tube,  of  which  S  is  the  section,  and  which  is  terminated 
by  an  orifice  whose  section  s  is  smaller  than  the  preceding,  m 
and  m^  being  the  coefficient  of  contraction  for  ihese  sections 
respectively 


V 


2gH 


i+C'-ra-i)" 


and  for  the  case  of  our  additional  tubes  entirely  open  at  their 
extremity,  and  consequently,  where  <=S  and  tnf=l 


V 


2gU 


1-K^-i/" 


If  it  be  admitted  that  the  contraction  at  the  entrance  of  the  tube 
is  the  same  as  in  the  orifices  in  a  thin  side,  that  is  to  say,  if  we 
make  »i=.62,  we  have  t?=0.855>\/2^  and  Q=.855  S  Ai/2gS; 
with  m=.65,  it  would  be  Q^.0885S  V^. 
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incre'J^''of^^rH  ^S.  The  fluid  vein,  after  its  contraction  at  the 
charge  through  entrance  of  the  additional  tube,  tends  to  take  and  pre- 
serve a  cylindrical  form,  whose  section  would  be  that  of 
the  contracted  vein ;  and  consequently,  it  tends  to  pass 
out  without  touching  the  sides  of  the  tube;  but  some 
lines  of  water  are  carried  towards  the  sides,  either  by 
a  divergent  direction,  by  an  attractive  action,  or  by  the 
two  causes  united.  As  soon  as  they  arrive  in  contact, 
they  are  strongly  retained  by  the  molecular  attraction, 
that  which  produces  the  ascension  of  water  in  capillary 
tubes;  by  an  effect  of  this  same  force,  they  draw  the 
neighboring  lines,  and  by  degrees  the  whole  vein, 
which  then  rushes  out,  filling  the  tube,  and  passes 
through  the  contracted  section  more  rapidly.  Such 
appears  to  be  the  physical  cause  of  the  increase  of  dis- 
charge due  to  tubes. 

The  immediate  cause  is  the  contact;  and  all  the  cir- 
cumstances which  cause  the  contact,  or  which  favor  it, 
will  produce  that  increase. 

Among  these  circumstanoes  we  will  notice : 

Ist.  The  length  of  the  tube ;  the  longer  it  is,  the  more  chances 
it  will  present  for  contact ;  there  will  be  no  contact  when  the 
length  is  less  than  that  of  the  contracted  vein. 

2d.  A  small  velocity ;  the  fluid  lines  will  then  be  less  forcibly 
retained  in  the  direction  of  the  primitive  motion ;  they  vnll  devi- 
ate and  approach  the  sides  with  more  facility.  M.  Hachette,  in  his 
'^rait^  experiments  made  on  this  subject,  succeeded,  by  augmenting  the 
cdiUonde  i£,  ^^^  ^^^  consequently  the  velocity,  in  detaching  a  vein  from  the 
pp.  13-102.  side  it  was  following.  On  the  contrary,  by  diminishing  the  head, 
allowing  it,  however,  a  head  of  0.9843  ft ,  he  succeeded  in  making 
the  tube  more  full,  the  length  of  which  was  0.01968  ft.,  and 
its  diameter  0.03117  ft. 

3d.  The  affinity  of  the  material  of  the  tube,  or  rather,  its  dis- 
position to  be  more  readily  moistened.  Thus,  by  rubbing  tallow 
or  wax  on  the  sides,  the  water  will  not  follow  them  as  it  did 
before.    Hachette,  by  oovering  an  iron  tube  with  an  amalgam  of 
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tin,  caused  mercury  to  run  out  with  a  Aill  tube,  which  did  not 
take  place  before  the  coating.  The  interposition  of  air,  or  its 
arrival  in  a  tube,  is  sufficient  to  detach  the  fluid  vein  from  it. 
Yenturi,  after  having  fitted  to  a  vessel  full  of  water,  a  tube  of 
(H)406=.1332  fl.  diameter  and  (H>95=.3117  ft.  length,  per- 
^jrated  near  the  middle  and  quite  round  its  perimeter,  with  a 
doien  small  holes ;  when  the  flowing  took  place,  not  a  drop  of 
water  passed  through  these  holes,  nor  did  the  water  touch  the 
sides.  The  holes  were  then  successively  stopped,  and  the  same 
results  continued ;  but  when  all  were  closed,  the  vein  filled  the 
tube,  and  the  discharge  was  increased  in  the  ratio  of  31  to  41.* 
M.  Hachette,  on  repeating  the  experiments  and  closing  the  holes 
with  caution,  saw  the  vein  continue  to  pass  out  without  touching 
the  side ;  but  a  slight  agitation  was  then  enough  to  produce  con- 
tact, and  to  produce  a  flow  with  the  full  tube. 

44.  It  is  more  than  a  century  since  Poleni  made  known  the 
singular  effects  of  cylindrical  tubes,  and  the  investigation  of  the 
cause  has  been  a  serious  study  with  philosophers. 

It  was  generally  said,  since  the  convergence  in  the  direction  of 
the  fluid  lines,  on  their  arrival  at  the  orifice,  produces  a  contrac- 
tion in  the  fluid  vein,  there  will  also  be  a  contraction  at  the 
entrance  of  the  tube ;  but  in  consequence  of  the  attractive  action 
of  the  sides,  the  contraction  will  be  less,  and  the  discharge  will 
ctmsequenily  be  greater.  The  experiments  of  Yenturi  do  not 
allow  us  to  admit  of  such  a  cause  producing  a  less  contraction. 

That  ingenious  philosopher  opened,  in  a  thin  side  of  a  reser- 
voir, an  orifice,  whose  diameter  AB  (Fig.  11),  was  0'^06=.1332 
ft. ;  and  under  a  head  of  0*88=2.8873  feet,  he  obtained  0-~'137 
=4.8384  cubic  feet  of  water,  in  4r.  To  this  orifice  he  then  fitted 
the  tube  ABCD,  having  nearly  the  form  of  the  contracted  vein, 
(he  had  CD=<H)327=.1073  fiaet,  and  AC  =0-025=.082  feet) ; 
under  the  same  head,  he  obtained  the  same  volume  of  water,  in 
42^.  To  the  first  tube  he  fitted  the  tube  CDHGC,  in  which 
GH=EF=AB,  and  the  duration  of  the  flowing,  all  else  being 
equal,  was  only  31^^.  Lastly,  for  all  this  apparatus,  he  substi-  pig.  12. 
tated  the  simple  cylindrical  tube  ABHG  of  the  same  length,  and 
also  of  the  diameter  .1332  ft.,  and  the  flowing  of  4.8384  cubic  feet 
again  took  place  in  31^. 

*  Bech^reheilSxp^rlnientalesfarU  conunimicmtlon  UC^rale  da  moavement  dans 
let  floldea.  1797.    ft.6  Experience. 


Fig.  11. 
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Thus,  in  this  simple  tube,  in  which  everything  went  on  as  in 
the  compound  tube,  there  was  or  there  may  have  been  an  equal 
contraction ;  and  the  contraction  which  necessarily  took  place  in 
the  latter  at  CD,  is  very  nearly  equal  to  that  of  orifices  in  a  thin 
side.  The  effect  of  the  cylindrical  tube,  therefore,  was  not  to  les- 
sen the  contraction,  but  to  pass  the  fluid  through  the  contracted 
section  CD,  with  a  velocity  increased  in  the  ratio  of  31  to  41  or 
42.    Hence  alone  the  increase  of  discharge. 

Yenturi  attributed  it  to  an  excess  in  the  pressure  of  the  atmos- 
phere on  the  fluid  surface  contained  in  the  reservoir,  an  excess 
proceeding  from  a  vacuum  tending  to  arise  in  the  part  of  the  tube 
where  the  greatest  contraction  took  place.  He  sought  to  prove 
this  opinion  by  several  examples,  very  interesting  on  other 
accounts,  but  he  has  sometimes  generalized  the  results  too  much. 
For  example,  because  in  one  of  them  the  water  ceased  to  flow 
with  full  tube  under  the  receiver  of  an  air  pump,  he  concluded 
that  the  phenomena  of  additional  tubes  did  not  take  place  in  the 
vacuum,  and  yet  Hachette  is  certain  of  having  produced  them 
there.  This  single  fact  would  overthrow  an  hypothesis,  against 
which  other  peremptory  objections  are  also  raised. 
Negative  pre»-  45.  Among  the  experiments  of  Yenturi,  is  one  which  presents, 
Bare  of  fluid  Jn  a  very  distinct  manner,  a  very  remarkable  fact,  which  Bernoulli 
**^ato^  ""'had  already  made  known.  To  a  cylindrical  tube  0-0406=.1332 
ft.  diameter  and  0-122=.4003  ft.  long;  at  E  0-018=.0591  ft. 
from  its  origin,  he  fitted  a  curved  tube  of  glass,  the  other  extrem- 
ity of  which  was  plunged  into  a  vessel  M,  containing  colored 
water ;  the  flowing  was  caused  by  a  head  of  0"88=2.8873  feet ; 
and  the  water  was  raised  in  the  tube  0*65=2.1326  feet. 

In  the  hypothesis  of  Yenturi,  this  elevation,  joined  to  the  head, 
would  be  tiie  height  due  to  the  velocity  through  the  contracted 
section,  as  the  head  alone  is  the  height  due  when  there  is  no  addi- 
tional tube ;  if  it  were  so,  the  ratio  of  the  velocities  must  be  as 
V2.8873  ;  V2. 88734^1326,  or  as  31  to  40.9,  and  experiment 
has  actually  given  a  similar  result  (31  to  41) .  But  from  this  &ct, 
peculiar  perhaps  to  the  case  taken  for  example,  a  general  princi- 
ple ought  not  to  be  deduced.  Moreover,  the  true  cause  of  the 
ascension  of  the  colored  water  in  the  tube  was  indicated  more  than 
a  hundred  years  ago,  by  Daniel  Bernoulli  (Hydrodinamica,  p. 
264).  That  celebrated  geometrician,  author  of  the  chief  part  of 
the  theoretical  principles  of  the  flowing  of  water,  established  the 
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law,  that  the  pressure  which  a  fluid  exerts  against  the  sides  of  a 
tube  in  which  it  moves,  is  equal  to  the  head  minus  the  height 
due  to  the  velocity  of  the  motion.  It  is  necessary  to  remark,  that 
in  speaking  of  absolute  pressure,  the  weight  of  the  atmosphere 
should  be  added  to  the  Iiead  properly  so  called ;  thus,  if  E  repre- 
sents that  weight,  that  is  to  say,  a  column  of  water  equal  in 
weight  to  that  of  the  column  of  the  barometer,  H  the  head  and 
V  the  velocity  of  the  fluid  at  a  determined  point  of  the  tube, 
K-|-H — .01553  »*  will  be  the  interior  pressure  at  that  point.  For 
the  exterior  pressure,  we  have  E,  as  on  all  the  other  points.  In 
one  example,  at  the  place  of  greatest  contraction,  where  v=:^\ 
V%H  and  H=2.887  feet,  the  interior  pressure  is  £-+-2.887— 
5.050=K— 2.163  in  feet,  it  is  less  by  2.163  feet  than  the  exterior 
pressure ;  the  exterior  pressure  will  therefore  prevail,  and  will 
cause  the  water  to  ascend  2.163  feet,  and  in  general,  a  quantity 
equal  to  its  excess  over  the  other. 

By  neglecting  E,  which  is  found  both  in  the  value  of  the  inte- 
rior and  exterior  pressures,  the  interior  pressure  on  the  same  point 
compared  to  the  other  is,  H — .01553v* ;  it  vnll  be  negative,  when- 
ever the  height  due  the  velocity  is  greater  than  the  head. 

Yenturi  having  placed  the  same  tube  0°O54=.l77  ft.  from  the 
reservoir,  the  colored  water  was  not  raised ;  the  height  due,  0"594 
or  0.051r»— 0.051  (0.82)«^H  in  metres,  or,  .01553t;^— .01553 
(0.82)  VH  in  feet,  was  then  smaller  than  the  head  2.8873  feet ;  the 
interior  pressure  was  positive,  and  consequently  there  was  no 
ascension.* 

3.  Conical  Convbeging  Tubes. 

46.  Conical  tubes,  properly  so  called — that  is  to 
say,  those  which  slightly  converge  towards  the  exterior 
of  the  reservoir — increase  the  discharge  still  more 
than  the  preceding;  they  afford  very  regular  jets,  and 


*  Should  the  reader  find  difficulty  as  to  the  formation  of  this 
formula,  it  will  vanish  in  remembering  that  the  velocity  from  cyl- 
indrical pipes  is  but  ^^  of  that  due  to  height  of  reservoir,  (or 
i^=.82i\/2^U)  and  by  substituting  this  value  in  the  equation 
H=s->  Traxslator. 


62  FLOWAGB   OF   WATER 

throw  them  to  a  greater  distance  or  height.  They  are 
also  almost  exclusively  employed  in  practice.  How- 
ever, their  effects  as  to  the  discharge  and  velocity  of 
projection  are  much  more  varied;  they  change  with  the 
angle  of  convergence^  that  is,  with  the  angle  which 
the  opposite  sides  of  the  truncated  cone  constituting  the 
tube,  form  by  their  extension. 

They  are,  however,  the  tubes  on  which  we  have  the 
fewest  documents.  In  reference  to  them,  I  know  of 
only  four  experiments  of  Poleni,  published  at  Florence 
in  1718,  and  which  Bossut  gives  in  his  Hydrodynam- 
ique  (^  580);  notwithstanding  the  merit  of  their 
author,  and  although  made  on  a  great  scale,  I  have 
very  strong  reasons  for  doubting  their  accuracy,  and 
shall  not  bring  them  forward  again.  Struck  by  the 
gap  which  hydraulics  presents  in  this  important  part,  I 
projected  a  series  of  experiments  suitable  to  fill  it;  but 
before  reporting  those  that  have  been  made,  I  state 
briefly  the  condition  of  the  question. 
Coefficients  47.  Accordiug  to  what  was  said  (16  and  19),  there 
'^^^'^^^r^y  or  there  may  be,  two  contractions  of  the  fluid 
vein,  in  running  through  conical  tubes:  one  interior, 
or  at  the  entrance  of  the  tube,  which  diminishes  the 
velocity  produced  by  the  head;  the  other  exterior,  or 
at  the  exit,  by  which  the  section  of  the  vein  a  little 
below  the  exterior  mouth  of  the  orifice  is  smaller  than 
the  mouth  itself  Consequently,  if  s  is  the  section  of 
the  orifice  and  V  the  velocity  due  to  the  head,  the  real 
discharge  will  be  n5X^'V=nn'SV  (16);  n  and  n' 
being  two  coefficients  to  be  found  by  experiment;  n  is 
the  ratio  of  the  fluid  section  to  the  section  of  the  orifice, 
or  the  coefficient  of  the  exterior  contraction;  n'  is  the 
ratio  of  the  actual  to  the  theoretic  velocity,  or  the 
coefficient  of  the  velocity ;  and  nn'  is  the  ratio  of  the 
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actual  to  the  theoretic  discharge,  or  the  coefficient  of 
discharge. 

The  knowledge  of  the  two  latter,  for  the  different 
cases  which  may  present  themselves,  is  sometimes 
useful  in  practice,  as  we  shall  see  in  treating  oi  jets  of 
water;  it  is  this  utility,  or  rather  necessity,  of  having 
their  value,  that  is,  of  knowing  the  discharge  and  force 
of  projection  of  different  tubes,  which  has  induced  me 
to  make  researches  on  this  subject. 

48.  To  determine  properly  the  different  coefficients 
in  question,  and,  above  all,  to  fix  the  angle  of  conver- 
gence giving  the  greatest  discharge,  I  thought  it  neces- 
sary to  subject  many  series  of  tubes  to  experiment;  in 
each,  the  diameter  of  the  orifice  of  exit  and  the  length 
of  the  tube  remaining  constantly  the  same;  but  the 
diameter  of  the  entrance,  and  consequently  the  angle 
of'  convergence,  was  gradually  increased.  The  water 
flowed  through  each  under  different  heads.  At  each 
experiment,  the  actual  discharge  was  determined  by 
direct  measurement,  and  the  velocity  of  exit  by  the 
mode  indicated  above  (37) ;  the  discharge,  divided  by 
SV,  would  give  nn\  and  the  velocity,  divided  by  v^ 
(rr^^/Sg-H),  would  give  n'.  The  series  of  nn'  would 
show  the  discharge  corresponding  to  each  angle  of  con- 
vergence, and  consequently,  the  angle  of  greatest  dis- 
charge; and  the  series  of  n'  would  indicate  the  progres- 
sion according  to  which  the  velocity  increased. 

The  water- works  of  Toulouse  offered  all  the  desira- 
ble facilities  for  executing  such  a  plan,  which  I  give  in 
some  detail.  M.  Gastel,  the  hydraulic  engineer  of  that 
city,  a  thorough  experimenter,  who  introduces  the  most 
scrupulous  accuracy  in  all  his  operations,  was  pleased, 
on  the  invitation  of  the  Academy  of  Sciences,  to  under- 
take the  execution. 
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xp  ^ments       ^g    Already,  in  1881,  with  a  very  small  apparatus, 
M.  castei.    g^jj^  under  small  heads,  he  had  made  a  series  of  ex- 
periments, the  details  and  results  of  which  were  pub- 
lished in  the  Annales  des  Mines  of  1833. 

In  1837,  he  resumed  and  considerably  extended  his 
works,  by  the  aid  of  the  fine  experimental  apparatus 
established  at  the  water- works  (see  No.  72). 

This  apparatos  oonsisted  principally  of  a  rectangular  cast  iron 
box  0^1=1.345  feet  long,  1.345  feet  wide,  and  0-82=x2.69  feet 
high ;  it  received  at  its  lower  part,  and  by  means  of  a  great  tube, 
the  water  coming  from  a  reservoir  established  more  than  29.529 
feet  above  it  and  kept  constantly  full ;  on  the  front  &ce  of  the 
box  is  a  rectangular  opening,  .459  ft*  high  by  .328  ft.  wide,  it 
was  closed  by  a  well  finished  copper  plate,  to  which  were  fitted 
additional  tubes,  in  such  a  manner  that  their  axes  were  horizontal. 
When  the  box  was  opened  at  top,  the  fluid  sur&ce  could  rise  there 
to  about  .689  fl.  above  that  axis.  The  upper  opening  is  com- 
monly surmounted  with  short  tubes  of  .656  ft.  diameter,  the 
first  of  which  is  .984  ft.  high,  and  the  rest  1.64  feet  high,  so  that 
heads  of  about  .656  ft.  1.64  feet,  3.281  feet,  4.921  feet,  6.562 
feet,  &c.,  above  the  tube  subjected  to  experiment,  could  be 
obtained. 

By  means  of  two  cocks,  placed,  one  at  the  entrance  of  the 
water  into  the  box,  and  the  other  on  the  upper  part  of  the  tubes 
which  surmount  it,  a  perfectly  constant  level  was  obtained. 

The  tubes  which  M.  Castei  used  were  of  brass,  as  well  turned 
and  polished  as  possible.  He  had  two  series  of  them ;  in  one, 
the  diameter  of  the  exit  was  .05086  ft.  and  the  length  about 
.1312  ft. ;  in  the  other,  the  diameter  was  .06562  ft.  and  the 
length  .164  ft. 

The  two  diameters  of  each  were  measured  and  re-measured  with 
much  care,  but  the  want  of  an  instrument  proper  to  operate  accu- 
rately with  such  measures,  did  not  permit  of  a  measurement  nearer 
than  0"O0005=>0.002  inch  (yA^)^  ^^  ^^^^  ^^  ^^^^^  might  give 
an  error  of  half  a  hundredth  in  the  discharges  and  coefficients. 

M.  Castei  rarely  had  them  so  large.  He  operated  under  heads 
of  .6562  ft.  1.64  feet,  3.281  feet,  4.921  feet,  6.562  feet,  and 
about  9.843  feet ;  he  measured  them  with  very  great  exactness. 
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He  then  ^yes,  as  very  exact,  the  volumes  of  water  obtained  in  a 
certain  time. 

To  determine  the  velocities  with  which  the  water  passed  from 
the  tabes,  he  erected,  3.74  feet  below  their  axis,  a  horizontal  floor- 
ing, in  the  middle  of  which  was  a  longitudinal  groove  .328  ft. 
broad,  into  which  the  jet  passed ;  its  range  was  measured  bj 
means  of  a  graduated  rule  fixed  on  the  flooring  and  quite  near. 
This  range  was  the  ordinate  of  the  curve  described  by  the  jet ;  ' 
.374  fl.  was  its  abscissa,  and  from  these  two  ordinates  was 
deduced  the  velocity  of  projection  (37).  Finally,  these  velocities 
could  only  be  taken  for  heads  of  6.562  feet  and  less ;  beyond  that, 
the  jets  were  broken,  and  passed  beyond  the  plane  where  they 
could  be  measured. 

I  refer,  for  all  the  details  of  the  apparatus  and  the 
experiments,  to  the  paper  inserted  in  the  Annates  des 
Mines  of  1838,  and  I  confine  myself  here  to  commu- 
nicating the  principal  results  obtained. 

60.  The  same  tube,  under  heads  which  varied  from 
0.689  ft.  to  9.941  feet,  gave  discharges  always  propor- 
tional to  VH,  and  consequently,  the  coeflScients  were 
sensibly  the  same.  Perhaps  they  experienced  a  very 
slight  increase  under  the  head  of  9.941  feet.  We  here 
give  those  which  were  obtained  with  the  pipe  of  each  of 
the  two  series  which  furnished  the  greatest  discharge. 


TUBE  OF  .09085  FEET  DIAMETER. 

TUBE  OF  .0656  FEET  DIAMETERJ 

COErFICIENT 

COEFFICIKWT             1 

Head,  m  fL 

of  discharge  of  yeloclty. 

Head,  In  ft 

of  discharge 

of  velocity. 

.966 

.7054 

.946 

.963 

.6923 

.956 

1.5847 

.946 

.966 

1.5847 

.957 

.968 

3.2547 

.946 

.963 

3.2646 

•955 

.965 

4.8953 

.947 

.966 

4.9149 

.956 

.962 

6.5817 

.946 

.956 

6.5782 

.956 

.959 

9.9414 

.947 

9.9414 

.957 

As  to  the  coefficients  of  the  velocity,  it  seemed  that 
they  would  have  been  sensibly  constant,  were  it  not  for 
the  resistance  of  the  atmosphere.     But  this  resistance 
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diminishing  the  range  of  the  jet,  and  as  much  more  so 
as  the  head  was  greater,  there  must  be,  in  the  calculated 
coefficients,  a  diminution  varying  with  the  head,  al- 
though, in  reality,  there  was  none  in  the  velocity  with 
which  the  fluid  passed  out  or  tended  to  pass  out. 
We  will  now  compare  together  the  coefficients,  both 
those  of  the  discharge  and  of  the  velocity,  obtained 
with  the  different  tubes  of  the  same  series ;  tubes  which, 
in  other  respects,  differed  only  in  the  angle  of  conver- 
gence; for  each  of  them,  the  mean  term  was  taken 
between  the  six  or  five  coefficients  which  were  given 
under  the  six  or  five  heads  nearly  equal  to  those  which 
are  noted  in  the  preceding  table. 


AJUTAGE  .0S066  FT.  IN  DIAMETER.  | 

AJUTAGE  .0666  FT.  IN  DIAMETER.  | 

Anglx 

COBFFICIEKT 

AKQL£ 

COBFriCIKWT 

of 

Of 

of 

of 

CoDTergence. 

Discharge. 

Velocity. 

Convergence. 

Discharge. 

Velocity. 

0° 

0' 

0.829 

0.830 

1 

36 

0.866 

0.866 

3 

10 

0.895 

0.894 

2° 

50^ 

0.914 

0.906 

4 

10 

0.912 

0.910 

5 

26 

0.924 

0.920 

5 

26 

0.930 

0.928 

7 

52 

0.929 

0.931 

6 

54 

0.938 

0.938 

8 

58 

0.934 

0.942 

10 

20 

0.938 

0.950 

10 

30 

0.945 

0.953 

12 

4 

0.942 

0.955 

12 

10 

0.949 

0.957 

13 

24 

0.946 

0.962 

13 

40 

0.956 

0.964 

14 

28 

0.941 

0.966 

15 

2 

0.949 

0.967 

16 

36 

0.938 

0.971 

19 

28 

0.924 

0.970 

18 

10 

0.939 

0.970 

21 

0 

0.918 

0.971 

23 

0 

0.913 

0.974 

23 

4 

0.930 

0.973 

29 

58 

0.896 

0.975 

33 

52 

0.920 

0.979 

40 

20 

0.896 

0.980 

48 

50 

0.847 

0.984 

It  follows,  from  the  facts  set  down  in  these  columns : 

1st.  That  for  the  same  .orifice  of  exit,  and  under  the 

same  head,  starting  from  0.88  of  the  theoretic  dis* 

charge,  the  actual  discharge  gradually  increases,   in 
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proportion  as  the  angle  of  convergence  increases  up  to 
13i°  only,  where  the  coeflScient  is  0.95. 

Beyond  this  angle,  it  diminishes,  feebly,  at  first,  as 
do  all  variables  about  the  maximum;  at  20°,  the  coeffi- 
cient is  again  from  0.92  to  0.93.  But  afterward,  the 
diminution  becomes  more  and  more  rapid;  and  the  co- 
efficient would  end  by  being  only  0.65,  the  coefficient 
of  small  orifices  in  a  thin  side  (26),  these  orifices 
being  the  extreme  term  of  converging  tubes,  that 
in  which  the  angle  of  convergence  has  attained  its  great- 
est value,  180°.  The  angle  of  greatest  discharge  will 
then  be  from  13°  to  14°. 

What  can  be  the  reason  of  this  ?  In  the  conical  tubes,  the 
theoretic  discharge  is  altered  by  two  causes,  the  attraction  of  the 
sides,  which  tends  to  augment  it  (43),  and  the  contraction,  whict 
tends  to  diminish  it,  by  diminishing  the  section  of  the  vein  a  lit- 
tle below  the  exit-  From  the  experiments  of  Venturi  (43),  it 
would  seem  that  the  fluid  vein,  at  its  entrance  into  a  tube,  pre- 
served its  natural  form,  that  of  a  conoid  of  18°  to  20° ;  so  that' 
the  nearer  the  angle  of  the  tube  approached  such  a  value,  the 
nearer  its  sides  will  be  to  the  vein,  at  the  moment  when,  after 
having  experienced  its  greatest  contraction,  it  tends  to  dilate,  and 
when  it  is,  as  it  were,  lefl  to  their  attractive  action ;  this  action 
then  being  stronger,  the  discharge  will  be  greater.  But,  on  the 
other  hand,  already  at  10°  of  convergence,  the  exterior  contrac- 
tion begins  to  be  sensible  and  to  reduce  the  discharge ;  it  has' 
reduced  it  5  per  cent,  at  18° ;  and,  after  that,  it  will  not  be  extra* 
ordinary  that  the  angle  of  greatest  discharge  is  found  between 
these  two  values,  about  14°. 

The  tubes  of  .0656  ft.  diameter  at  the  exit,  gave  coefficients 
from  one  to  two  hundredths  greater  than  those  of  the  tubes  of 
.0509  ft.  An  error  of  0.004  inch  in  the  estimate  of  the  diame- 
ter of  the  first  set,  would  afford  reason,  to  a  gredt  extent,  for  that 
di£fereDce ;  and  I  was  inclined  to  admit  a  cause  of  that  kind. 
The  tabes  of  .0509  ft.,  examined  several  times  since  1831,  inspir- 
ed me  vrith  more  confidence. 
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2d.  In  following  the  coefficients  of  the  velocity,  they 
are  seen,  again  starting  from  the  angle  0**,  to  increase 
like  those  of  the  discharge  up  to  near  the  convergence 
of  10° ;  then  they  increase  more  rapidly  ;  and  heyond 
the  angle  of  the  greatest  discharge ;  while  the  others 
diminish,  these  continue  to  increase  and  approach  their 
limit,  1 ;  they  are  quite  near  it  at  the  angle  of  50°,  and 
even  at  40°.  The  conical  tubes,  by  their  different 
convergence,  form  a  progression  of  which  the  first  term 
is  the  cylindrical  tube,  and  the  last  is  the  orifice  in  a 
thin  side;  their  velocity  of  projection,  increasing  with 
the  convergence,  will  therefore  vary  from  that  of  the 
additional  tube  to  that  of  the  simple  orifice,  that  is  to 
say,  from  0.82  a/2§H  to  V2^H. 

3d.  In  comparing  the  coefficients  of  the  discharge 
with  those  of  the  velocity,  or  their  successive  values 
W7/  and  n',  and  dividing  the  first  by  the  second,  we 
shall  have  the  series  of  n,  or  the  coefficients  of  the  ex- 
terior contraction.  From  the  angle  0°  to  that  of  10°, 
we  have  sensibly  n=l,  and  consequently,  there  is  no 
contraction;  notwithstanding  the  convergence  of  the 
sides,  the  fluid  particles  pass  out  very  nearly  parallel 
to  the  axis.  But  beyond  10°,  contraction  is  manifested : 
it  reduces  the  section  of  the  vein  more  and  more,  and 
it  would  end  by  rendering  it  equal  to  that  which 
passes  from  orifices  in  a  thin  side,  as  is  seen  in  this 
table :  — 


ANGLE. 

1 

8° 

•     1.00 

16° 

0.98 

20° 

0.95 

30° 

0.92 

40° 

0.89 

50° 

0.85 

100° 

0.65 
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Experience  having  taught  that  cylindrical  tubes  cer- 
tainly produce  all  their  effect,  as  to  the  discharge, 
when  their  length  equals  at  least  two  and  a  half  times 
their  diameter;  by  analogy,  and  for  the  sake  of  not 
complicating  our  results  with  the  action  of  the  friction 
of  the  water  against  the  sides,  I  have  fixed  the  length 
of  conical  tubes  at  about  2j  times  the  diameter  of  exit ; 
thus  it  was  .1312  ft.  for  those  of  .0509'  ft.  diameter, 
and  .164  ft.  for  those  of  .0656  ft.  diameter.  However, 
to  be  able  to  determine  the  effect  of  their  length,  I 
proposed  for  the  tubes  of  .0509  ft.  diameter,  two 
other  series ;  in  one,  the  common  length  would  have 
been  .0984  ft.,  which  I  regarded  as  the  minimum;  for 
the  other,  it  would  have  been  .3281  ft.,  a  dimension 
•quite  common  in  practice. 

But  this  work  is  yet  to  be  done;  still,  M.  Castel  has 
already  made  some  primary  trials.  For  the  tubes  of 
.0509  ft.  diameter,  he  took  five  .1148  ft.  long,  and, 
taken  together,  they  gave  as  the  coeflBcient  of  dis- 
charge, 0.938;  next,  with  a  length  of  .1312  ft.,  he 
had  as  coefficient  0.936;  another  tube,  .0984  ft.  long, 
gave  0.941  instead  of  0.938;  and  one  of  .0787  ft.  in- 
dicated 0.931  instead  of  0.926;  so  that  here  the  dimi- 
nution of  length  would  have  a  little  increased  the  dis- 
charge. But  with  the  tubes  of  .0650  ft.  diameter,  the 
discharge,  on  the  contrary,  w^as  increased  with  the 
length;  the  length  passing  from  .1640  ft.  to  0.3281  ft, 
the  coefficient  under  the  angle  of  11°  52'  was  0.965; 
under  that  of  14°  12',  0.958 ;  and  under  16°  34', 
0.950.  Thus  the  effect  of  the  length  of  tubes  is  far 
from  being  established;  its  determination  demands 
other  series  of  experiments. 

While  waiting  for  M.  Castel  to  perform  such  exper- 
iments, we  will  assume,  for  each  of  the  tubes  to  be 
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employed,  provided  extraordinary  lengths  are  not  ta- 
ken, the  coefficient  in  the  above  tables  corresponding 
to  the  angle  of  convergence,  without  fear  of  introduc- 
ing any  error  of  moment. 
DiKiurg«  51.  As  to  very  great  conical  tubes,  or  rather,  to 
gTMt  troagtas.  pyramidal  troughs^  which  in  mills  throw  the  water  on 
to  hydraulic  wheels,  we  have  three  valuable  experi- 
ments made  by  the  engineer  Lespinasse  (*),  on  the 
mills  of  the  canal  of  Languedoc.  The  troughs  there 
are  truncated  rectangular  pyramids,  having  a  length  of 
§.5904  ft. ;  at  the  greater  base,  2.3984  ft.  by  3.199  ft. ; 
at  the  smaller  base,  .4429  ft.  by  .6234  ft. 

The   opposite   faces   make   angles   of  11°    38'   and 
15»  18'.     The  head  was  9.5904  ft. 

The  first  two  of  the  three  experi- 
ments, the  results  of  which  are  here 
given,  were  made  on  a  mill  of  two 
stones,  each  having  its  wheel;  in  the 
first  experiment,  the  water  was  let  on 


Dis- 
charge. 


cubic  ft 

6.7667 
6.6926 
6.7138 


Coeffi- 
cient. 


0.987, 
0.976 
0.979, 


to  only  a  single  wheel ;  in  the  second,  it  was  let  on  to 
two  at  a  time. 

We  see  how  little  such  tubes  diminish  the  discharge ; 
the  discharge  given  is  only  one  or  two  hundredths  less 
^an  the  theoretic  discharge. 

4.  Conical  Diveeging  Tubes. 

inoKMe  of  dif-      52.  Of  all  tubes,  those  which  give  the  greatest  dis- 

tbcM^atjiff«8.  charge  are  truncated  cones,  fitted  to  a  reservoir  by 

their  smaller  base,  and  of  which  the  opening  for  exit  is 

consequently  greater  than  that  of  entrance.     Although 

*  AncleaiM^molrosderAcadimiedeToaloaie.    Tom.  II.    1784. 
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very  little  used,  they  present  phenomena  of  too  much 
interest  to  be  passed  by. 

Their  property  of  increasing  the  discharge  was 
known  to  the  ancient  Romans ;  some  of  the  citizens,  to 
whom  was  granted  a  certain  quantity  of  water  from  the 
public  reservoirs,  found  by  the  employment  of  these 
tubes,  means  of  increasing  the  product  of  their  grant ; 
and  the  fraud  became  such,  that  a  law  prohibited  their 
use ;  at  least,  they  could  not  be  placed  within  52j  feet 
from  the  reservoir. 

Bernoulli  had  studied  and  subjected  to  calculation 
their  effects ;  in  one  of  his  experiments,  he  found  the 
real  velocity  at  the  entrance  of  the  tube  greater  than 
the  theoretic  velocity,  in  the  ratio  of  100  to  108 ;  but 
to  Venturi  is  principally  due  our  knowledge  of  the  pro- 
ducts they  can  give. 

53.  The   tubes  which  he  used  had  a  mouth-piece  Expefiments 
ABCD  presenting  nearly  the  form  of  the  contracted     ventart. 
vein;  AB=.1332  ft,  and  CD=.1109  ft.;  the  body  of 
the  tube  CDFE  varied  in  length  and  flare,  the  flare      ^^''  ^^' 
being  measured  by  the  angle  comprised  between  the 
sides  EG  and  FD  sufficiently  prolonged.     These  tubes 
were   fitted   to  a  reservoir    kept  constantly   full   of 
water;   the  flowing  took  place  under  a  constant  head 
of  2.8873  ft.,  and  the  time  necessary  to  fill  a  ves- 
sel of  4.8884  cubic  ft.  was  counted  as  in  the  experi- 
ments of  the  same  author  which  we  have  already  men- 
tioned. 

I  give,  in  the  following  table,  the  result  of  the 
principal  observations,  after  having  remarked  that  the 
time  corresponding  to  the  theoretic  velocity  was 
25"49:  — 
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AJUTAGE. 

Time 

of 

ranning. 

Coeffi- 
cient. 

0B8EBVATI0NS. 

Flare. 

3^30' 
4  38 
4  38 

4  38 

5  44 
5  44 

10  16 
10  16 
14  14 

Length. 

feet. 
.3642 

1.0959 
1.5093 

1.5093 

.5775 
.1936 
.8662 
.1476 
.1476 

27"5 

21 

21 

19 

25 
31 

28 
28 
42 

0.93 
1.21 
1.21 

1.34 

1.02 
0.82 
0.91 
0.91 
0.61 

Jet  very  irregular. 

Jet  did  not  &\  the  ajutage. 
<  To  fill  ajutage  a  projecting 
(           body  introduced. 

Exit  mouthasithat  of  entrance. 
Jet  did  not  fill  ajutage. 
Jet  very  regular. 

Jet  detached  from  sides. 



Venturi  concluded  from  his  experiments,  that  the 
tube  of  the  greatest  discharge  ought  to  have  a  length 
nine  times  the  diameter  of  the  smaller  base,  and  a  flare 
of  5**  6';  figure  13  represents  it;  it  would  give,  adds 
the  author,  a  discharge  2.4  times  greater  than  the  orifice 
in  a  thin  side,  and  1.46  times  greater  than  the  theoretic 
discharge.  Moreover,  he  observes,  that  the  dimensions 
of  the  tube  should  vary  with  the  head. 


Fig.  14. 


Experiments 

of 
Eytelwein. 


54.  Of  all  the  experiments  which  he  made  on  diverging  tubes, 
and  for  which  I  refer  to  his  Recherches  ExpdrimentaleSf  I  shall  cite 
only  the  following : 

To  one  of  the  above-mentioned  tubes,  that  which  gave  4.8384 
cubic  feet  in  25^',  he  fitted  three  tubes,  and  plunged  them  into  a 
small  bucket  filled  with  mercury ;  the  first  at  the  origin  D  of  the 
tube ;  the  second  at  one  third  of  its  length,  and  the  third  at  two 
thirds.  The  mercury  was  raised  respectively  .3937  ft.,  .1509 
ft.,  and  .0518  ft. ;  this  would  be  equivalent  to  columns  of  water 
5.348  feet,  2.067  feet,  and  .7054.  According  to  the  theory  of 
Bernoulli,  the  pressure  at  the  point  of  greatest  contraction  D, 
where  the  velocity  is  |f  A/2gX'2M7S  ought  to  have  been  2.8873 
—2.8873  (^)*=— 5.2618  ft. ;  the  experiment  of  Venturi  gave 
—5.348  feet. 

55.  Eytelwein  also  used  diverging  tubes  in  experiments,  the 
results  of  which  are  directly  interesting  in  practice. 

He  took  a  series  of  cylindrical  tubes  .0853  ft.  diameter,  and  of 
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different  lengths,  which  he  sacoessiyely  fitted  to  a  vessel  full  of 
water ;  at  first  separate  ;  then  applying  to  the  front  extremity  the 
mouth  piece  M,  which  had  nearly  the  form  of  the  contracted  vein ; 
then  applying  to  the  other  extremity  the  tube  M,  of  the  form 
recommended  by  Yenturi ;  lastly  applying  at  the  same  time  the 
mouth-piece  and  the  tube. 

The  flowing  took  place  under  a  mean  head  of  2.3642  feet.*    The 
principal  results  obtained  are  given  in  the  following  table : 


Fig.  15. 


1 

LengUi 
of 

Coefficient  of  discbarge 
of  the  tabe,  only  ac- 
cording tu 

Dlachargo  of  the  tube 
alone  being  1, 
'  Discharge 

Tube. 

Experiment 

Forraala  of 
Conduits. 

With  mouth 
piece. 

With 
AJatage. 

ftet 
.0033 

0.62 

0.99 

.0853 

0.62 

0.97 

1.56 

:     .2559 

0.82 

0.95 

1.15 

1.35 

1    1.0302 

0.77 

0.86 

1.13 

1.27 

2.0605 

0.73 

0.77 

1.10 

1.24 

1   3.0907 

0.68 

0.70 

1.09 

1.23 

4.1176 

0.63 

0.65 

1.09 

1.21 

5.1479 

I    0.60 

0.61 

1.08 

1.17 

These  experiments  show : 

Ist.  The  rate  according  to  which  the  length  of  the  tubes  dimin- 
ishes the  discharge  ;  and  this,  up  to  a  point  where  the  formula  for 
the  motion  of  water  in  conduit  pipes  may  be  applied.  The  num- 
bers of  the  third  column  indicate  that  this  application  can  take 
place,  for  smaU  tubes,  those  under  .0984  ft.  diameter,  when 
their  length  exceeds  6.562  feet.    These  experiments  thus  in  part 


•  Here  the  head  was  not  constant.  At  each  experiment,  the 
vessel  was  filled  up  to  3.0841  feet  above  the  orifice,  and  the  fluid 
was  suffered  to  fall  until  the  surface  was  only  1.7389  feet  above 
the  orifice  ;  the  constant  head,  which  would  have  given  the  same 
discharge  in  the  same  time,  would  have  been  2.3642  feet.  Let, 
generally,  H'  be  that  constant  head  ;  H  the  head  of  the  reservoir 
at  the  commencement  of  the  flowing,  and  h  that  at  the  end,  we 


shall  have  H  W 


The  occasion  to  make  use  of  this  formula  will  be  presented 
quite  often  in  practice. 
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fill  up  the  void  which  existed  in  our  knowledge  of  additional  tubes 
and  conduit  pipes. 

2d.  That  the  increase  of  the  discharge  proceeding  from  the 
flare  given  to  the  mouth  of  entrance  of  pipes,  diminishes  in  pro- 
portion as  their  length  is  greater.  It  were  desirable  that  these 
experiments  had  been  carried  further,  for  the  purpose  of  knowing 
what  would  have  been  the  result  of  this  diminution  in  large  con- 
duits ;  until  this  is  done,  and  however  small  may  be  the  good 
efiect  of  the  flaring  at  the  entrance,  it  is  proper  not  to  neglect  it. 

3d.  The  efiect  of  the  flaring  at  the  exit  also  diminishes  in  a 
ratio  more  rapid  still,'  in  proportion  as  the  pipes  increase  in 
length.  Eytelwein  having  taken  one  20.6  feet  long  and  of  .0853 
ft,  diameter  throughout,  found  no  difierence  in  the  discharge, 
whether  he  did  or  did  not  use  the  tube  with  flaring  end. 

On  fitting  this  tube  immediately  to  the  reservoir,  the  discharge 
was  1.18,  the  theoretic  discharge  being  1. 

On  fitting  it  to  the  mouth-piece,  but  without  the  intermediate 
tube,  it  rose  up  to  1.55.  The  mouth-piece  alone  gave  only  0.92 ; 
so  that  the  effect  of  the  tube  N  added  to  the  mouth-piece  M,  was 
to  augment  the  discharge  in  the  ratio  of  0.92  to  1.55,  or  of  1  to 
1.69. 
Measure  of  the  56.  Venturi  had  that  of  19"  to  42",'  or  1  to  2.21.  In  the  two 
'^  Ajutago**  experiments  which  furnished  the  terms  of  this  last  ratio,  the 
velocities  of  the  water  at  the  passage  through  the  section  CD 
(Fig.  13)  were  therefore  as  1  to  2.21 ;  and  consequently,  the 
heights  due  as  1  to  4.89,  since  they  follow  the  ratio  of  the  squares 
of  the  velocities. 

In  the  experiment  which  gave  the  term  1,  that  where  the 
mouth-piece  M  alone  was  used,  the  actual  velocity,  which  was 
obtained  by  dividing  the  discharge  by  the  section,  was  11.9297 
feet ;  it  corresponds  to  a  generating  head  of  2.2114  feet.  The 
head  corresponding  to  the  velocity  in  the  idecond  experiment  will 
then  be  2.2114X4.89==10.8137  feet ;  whence  it  follows,  that  the 
discharge  was  equal  to  what  would  have  occurred,  if,  instead  of 
adding  the  tube  N  to  the  mouth-piece  M,  the  water  had  been 
raised  in  the  reservoir,  above  the  level  which  it  had  during 
the  flowing,  10.8137—2.2114=8.6023  feet.  Thus,  the  accelerat- 
ing e£fect  of  the  velocity  due  to  the  diverging  tube  is  measured 
by  a  column  of  water  8.6023  feet ;  this  is  more  than  a  quarter  of 
the  weight  of  the  atmosphere.    This  is  a  very  considerable  efibct 
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fiv  a  force  which  seems  quite  small ;  fer  we  see  no  other  physical 
cause  of  the  augmentation  in  the  discharge  produced  hj  the 
tube,  than  the  action  of  the  sides,  and,  in  short,  the  molecular 
attraction. 


ARTICLE    THIRD. 
On  flowing  under  very  small  heads. 

57.  When  the  head  over  the  centre  of  the  orifice  is 
very  small  compared  to  the  height  (vertical  dimension) 
of  that  orifice,  the  mean  velocity  of  the  different  lines 
of  the  fluid  vein,  that  ^  is  to  say,  the  velocity  which, 
being  multiplied  by  the  area  of  the  orifice,  gives  the 
discharge,  is  no  longer  that  of  the  central  line.  It 
differs  from  the  velocity  of  the  central  line  as  much 
more  as  the  head  is  smaller ;  it  will  be  about  a  hun- 
dredth less  if  the  head  is  equal  to  the  height,  and  a 
thousandth  less  if  the  head  is  three  times  (3.2)  greater 
than  the  height.  Let  us  see  what  theory  teaches  us  in 
this  respect :  and  first,  the  law  which  it  indicates  for 
the  velocity  of  the  fluid  lines,  in  proportion  as  the  point 
from  which  they  issue  is  lower  than  the  level  of  the 
reservoir. 

58.  Let  a  vessel  be  filled  with  water  up  to  A ;  upon  velocity 
its  face  AB,  which  we  will  suppose  vertical  for  greater  ®  ""^  ® 
simplicity,  imagine  below  each  other,  a  series  of  small  ^^'  ^^ 
holes,  of  which  B  will  be  the  lowest.     Designate  by  H 

the  height  AB ;  the  velocity  of  the  line  passing  out  at 
B  will  be  />/2gH.  (8) ;  and  if  BO  be  made  equal  to 
that  quantity,  it  will  represent  that  velocity.  For  every 
other  point  P,  below  the  level  of  the  reservoir,  the  dis- 
tance AP  or  ar,  the  line  PM,  which  would  represent 
the  velocity  of  the  fluid  at  its  exit  from  that  point,  would 
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be  Ak/2gx^  and  calling  it  y,  we  should  have  y=i\/2gx. 
If  through  the  extremity  of  all  these  lines  PM,  a  curve 
be  made  to  pass,  they  will  be  its  ordinates,  and  the 
heights  AP  or  x  will  be  its  abscissas;  and  since 
y'=2g-ar,  this  curve  will  be  a  parabola  having  2g  or 
64.364  feet  for  Its  parameter. 

Thus  the  velocity  of  a  fluid  line  passing  from  a 
reservoir  at  any  pointy  is  equal  to  the  ordinate  of  a 
parabola,  of  which  twice  the  action  of  gravity  is  the 
parameter,  the  distance  of  this  point  below  the  level 
of  the  reservoir  being  the  abscissa, 
Diflcbarges.  59.  Supposo  uow,  that  instead  of  opening  a  series  of 
small  holes  on  the  face  AB,  there  had  been  perforated 
in  it,  from  top  to  .bottom,  a  rectangular  slit,  of  the 
breadth  I;  let  us  find  the  expression  of  the  discharge. 

Divide  this  opening,  in  thought,  by  means  of  hori- 
zontal lines  very  near  each  other,  into  a  series  of  small 
rectangles.  The  volume  of  water  which  will  pass  from 
each  of  these  in  a  second,  or  its  discharge,  will  evidently 
be  equal  to  the  volume  of  a  prism  which  shall  have  for 
its  base  the  small  rectangle,  and  for  its  height  the  cor- 
responding ordinate.  The  sum  of  all  these  little 
prisms,  or  the  total  discharge,  will  evidently  be  equal  to 
another  prism,  having  for  its  base  the  parabolic  segment 
ABCMA,  and  for  its  height  or  thickness,  the  width  of 
the  slit.  Now,  according  to  a  property  of  the  parabola, 
this  segment  is  two  thirds  of  the  rectangle  ABCK, 
whose  surfece  is  AB  X  BC=H  X  V2^H.  Thus,  the 
discharge  through  the  rectangular  opening  of  which 
H  expresses  the  height  and  I  the  breadth,  is 
5ZHV2p[. 

60.  We  now  seek  the  discharge  through  a  rectangu- 
lar orifice  open  on  the  same  side,  but  from  B  to  D  only, 
and  having  the  same  breadth  I ;  call  h  the  head  AD,  on 
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the  npper  edge  of  the  orifice;  the  discharge  of  the  slit 
which  we  suppose  from  A  to  D  would  also  be  |  /  A  \/2gh. 
Now,  it  is  evident  that  the  discharge  through  the  rec- 
tangular orifice  of  which  BD  is  the  height,  will  be 
equal  to  the  difierence  of  the  discharges  through  the 
two  slits,  and  which  consequently  will  be 

S/V2^(HVH-AVA). 

The  first  elements  of  the  integral  calculus  lead  in  an  extremely 
simple  mJEumer  to  this  expression.  But  I  repeat,  this  treatise  is 
not  a  work  of  mathematics ;  and  from  its  nature,  it  appeared  to 
me,  that  synthetic  demonstrations,  keeping  constantly  before 
the  eye  the  object  in  question,  were  to  be  preferred. 

61.  Let  us  revert  to  the  mean  velocity;  and  first  to       ^®** 

•^  '  Velocity. 

that  which  we  have  when  the  slit  is  quite  open. 

Let  G  be  the  point  from  which  the  fluid  line  animat- 
ed with  this  velocity  proceeds;  if  we  make  AG=;2r,  it 
will  be  ^/1gz\  being  multiplied  by  the  area  of  the 
slit  ixH,  it  must  give  the  discharge.  But  we  have  seen 
that  this  discharge  was  also  expressed  by  §  /H  V2g^H; 
we  shall  then  have,  ZH  f>/%gz^=^  I H  \?2g-H;  whence, 
x=\  H,  and  consequently,  i;=\/2^H==§>\/2g^H. 

Thus,  the  mean  velocity  will  be  two  thirds  of  the 
velocity  of  the  lower  line.  Li  fact,  GH,  which  repre- 
sents the  first,  is,  according  to  the  above-mentioned  prop- 
erty of  the  parabola,  two  thirds  of  BC,  which  repre- 
sents the  second. 

For  the  rectangular  orifice  of  which  BD  or  H — A,  is 
the  height,  z'  being  the  height  due  to  its  mean  veloci- 
ty, we  should  in  like  manner  have 

(H— A)    /  V2g^=i  /  V2g^  (HVH— AVA); 
whence, 

^— •  V — H=A — ; 
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iizaniple.  There  is  a  prismatio  basin,  at  the  bottom  of  which 
is  a  rectangular  orifice  .82  fl.  base,  and  .3937  ft.  height ;  and 
during  the  flowing,  the  fluid  surface  is  constantly  .7218  fl.,  above 
the  lower  edge  of  the  orifice.  We  then  have,  H=.72l8  ;  A=.7218 
— .3937»=.3281 ;  thus 

,_.  /.7218  V.mT— .3281  V.'328iy  ^^  43  ft  . 
^'^V  .7218  — .3281  / 

consequently,  the  mean  velocity  will  be  ^^X .48=5.558  feet. 

The  head  should      62.  I  make  hcrc  an  observation  which  applies  more 
fromftm^i^  particularly  to  the  case  of  small  heads. 

erroir.  During  the  flow  through  an  orifice,  the  surface  of  the 

fluid  in  the  reservoir,  starting  from  certain  points,  is 
curved,  and  inclines  towards  the  side  in  which  the  ori- 
fice is  pierced ;  so  that  the  height  or  vertical  distance  of 
the  sur&ce^  above  anj  part  of  the  orifice,  is  greater  on 
the  up-stream  side  of  the  points  where  the  inflection 
begins,  than  near  to  and  touching  the  side.  It  is  the  first 
of  these  heights  or  heads  which  must  always  be  intro^ 
duced  into  the  formulas  of  flowing ;  we  shall  see  reasons 
for  it  hereafter  (68  and  following).  The  distance  be- 
tween the  orifice  and  the  line  where  the  fluid  surface 
joins  the  side  is  very  often  introduced  (into  the  formu- 
las) ;  from  this,  there  results  an  error  in  deficiency,  in  es- 
tilnating  the  discharges  which,  in  some  cases,  very  rare, 
to  be  sure,  may  ezt^jad  even  to  a  tenth  of  the  discharge. 
Such  errors  diminish  when  the  head  increases ;  and 
according  to  the  experiments  of  MM,  Foncelet  and 
Lesbros,  who  have  also  fully  explored  this  question, 
they  will  be  insensible  when  the  heads  exceed  .4921  or 
6562  ft.,  say  six  or  eight  inches.  Yet,  in  very  great 
orifices,  the  depression  of  the  surface  is  still  percepti- 
ble; I  have  seen  it  from  Ij  to  2  inches  against  the 
sluice  gates  of  the  canal  of  Languedoc,  when  the  two 
paddle  gates  were  open. 
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63.  If  the  orifice  had  a  figure  difierent  from  the  rec-  omc99  not  lec- 

tanffnlAT. 

tangle,  the  expression  of  the  mean  velocity,  and  conse- 
quently of  the  discharge^  would  be  more  complicated ; 
its  determination  would  become  a  problem  of  analysis 
of  little  utility  in  practice,  where  great  orifices  are 
almost  always  rectangular.  The  solution  of  these  pro- 
blems can  be  seen  in  the  Architecture  Hydraulique  of 
Selidor,  and  in  the  Hydrodynamique  of  Bossut.  I 
will  now  limit  myself  to  that  which  concerns  the  ' 
circle.  Designating  by  d  the  diameter,  by  h  the 
head  aboye  the  centre,  we  have  for  the  expression  of  the 
discharge,  n  dP  A^igh  (1 — f^ — mis^ —  &c.) ;  this  dis- 


charge is  that  which  corresponds  to  the  velocity  of  the 
central  line  diminished  in  the  ratio  indicated  by  the 
complex  factor. 

64.  The  discharges,  of  which  we  have  just  given  the 
expression,  are  theoretic  discharges ;  for  reducing  them 
to  actual  discharges,  it  is  necessary  to  multiply  them 
by  the  coefficients  deduced  from  experiment. 

These,  also,  will  be  furnished  us  by  MM.  Poncelet 
and  Leobros.     I  indicate  them  in  the  following  table : 


Coefficient 

of 
Beductlon. 


Head 

HEIGHT  OF 

omricEs. 

apon  t]iQ 

centre. 

.8BaZft 

.3281  a 

.1640  a 

.0084  ft. 

.004611. 

.0828  ft 

feet 

.03281 

0.712 

.0656 

0.644 

0.667 

0.700 

.0984 

0.644 

0.663 

0.693 

.1312 

0.624 

0.643 

0.661 

.1640 

0.625 

0.643 

0.660 

.1968 

0.611 

0.627 

0.642 

.2625 

0.612 

0.628 

0.640 

.3281 

0.613 

0.630 

0.638 

.3937 

0.592 

0.614 

0.631 

.4921 

0.597 

0.615 

0.631 

.6562 

0.599 

0.616 

0.631 

.9843 

0.601 

0.617 

1.6404 

0.603 

0.617 

3.2809 

0.605 
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65.  The  numbers  above  are  the  tnie  coefficients  of  the  contrac- 
tion of  the  fluid  vein,  or  the  coefficients  of  the  reduction  of  the 
theoretic  discharge  to  the  actual  discharge ;  for  theory  gives  no 
other  general  formula  for  flowing  through  orifices  than  f  /  >v/^^ 

(EA/H—hA/h). 

That  which  was  established  (15)  S/s/2gh ;  where  hf^  (E+h) 
applies  only  to  particular  cases,  very  frequent,  to  be  sure,  where 
hf  is  three  or  four  times  greater  than  H — h.  In  the  other  cases, 
it  is  erroneous,  and  the  coefficients  which  are  adapted  to  it  and 
which  it  has  served  to  determine,  are  erroneous  also ;  they  are 
the  coefficients  found  above  the  transverse  lines  which  divide  the 
columns.  (The  coefficients  below  the  lines,  although  determined 
by  the  aid  of  that  formula,  are  accurate,  coinciding  with  those 
obtained  by  the  general  formula).  Finally,  in  the  first, 
TnS^2ghf,  the  error  of  the  coefficient  m  is  compensated  by  the 
error  of  the  formula,  and  the  discharges  which  it  gives  are  sen- 
sibly identical  with  those  of  the  other ;  and  as  it  is,  besides,  more 
simple,  it  is  commonly  employed  in  all  cases. 
Eauunples*  66.  Example.  What  would  be  the  discharge  of  a  rectangular 
orifice  .9843  ft.  wide  and  .49215  ft.  high,  under  a  head  of  only 
.16405  ft.  on  its  upper  edge?  Here  H=:.1640^.49215=».6562 
ft.  and  7=^.9843  ft.  The  head  on  the  centre,  therefore,  .is 
.410125  ft. ;  the  coefficient  which  corresponds  to  this  head, 
according  to  the  above  table,  is  nearly  .603  ;  a  mean  term  between 
.593  and  .614.  Thus  the  discharge  will  be  |X.603X.9843X 
.8.02052  (.6562V.6562— .16405V.r6405)=:1.476  cubic  feet. 
The  ordinary  formula,  with  its  coefficient  .592,  taken  from  the 
ordinaiy  table  in  section  26,  would  have  given  .592X'9843X 
.49215X8.02052  V.410125=.1473  cubic  feet. 

67.  We  have  a  circular  vertical  orifice  of  .0888  ft.  diameter, 
with  a  head  of  .0692  ft.  above  the  centre.  What  wiU  be  the 
discharge?  Here  <^.0888  ft.,  A^.0592  ft.;  so  that  the 
expression  of  No.  63  becomes  .012086  (1 — ^}^ — yy^)=.011863 
cubic  feet.  This  is  the  theoretic  discharge;  and  to  have  the 
actual  discharge,  it  is  necessary  to  multiply  it  by  the  coefficient 
indicated  in  the  table  of  No.  64.  We  there  find  0.667  for  an  ori- 
fice of  .6562  ft.  diameter,  under  a  head  .0656  ft.  (or  of  .0592)  ; 
under  this  same  head,  we  then  also  have  0.644  for  an  orifice  of 
.0984  ft.  from  which  we  shall  take  0.650  for  the  orifice  of  .0888 
ft.  The  actual  discharge  will  then  be  0.65X.O11863».0O771 
cubic  feet. 


OVER  WEIRS. 
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Experiment  gave  Mariotte  .008077  cubic  feet,  and  Bossut 
.007332  (with  one  lines=.0888  in.  head  measured  directly  above 
the  summit  of  the  orifice) ;  the  result  of  calculation  would  thus 
be  a  mean  term  between  the  results  of  experiment.* 

The  discharge  just  determined,  that  obtained  through  an  orifice 
of  one  French  inch  diameter,  under  the  head  of  one  line  (»^  in') 
taken  immediately  above  the  summit  of  that  orifice,  is  the  pouce 
iemi  of  water-works  agents,  a  measure  to  be  investigated  hereafter 
(206).  Mariotte,  in  the  work  which  he  wrote  more  than  one  hun- 
dred and  fifty  years  ago,  to  ^-s.  its  value,  observed,  that  to  obtain  a 
height  of  water  of  one  line  immediately  over  the  orifice,  there 
must  be  a  height  of  two  lines  in  the  full  reservoir,  and  conse^ 
qnently,  eight  over  the  centre.f  Thus  the  phenomenon  of  the 
inflexion  of  the  fluid  surface  toward  the  orifice,  and  its  influence 
upon  the  discharge,  were  well  known  to  him. 

The  Flowagb  of  Water  over  Weirs. 


68.  If,  at  the  upper  part  of  the  sides  of  a  basin,  a 
rectangular  Oj^ening  be  made,  with  a  horizontal  base,  the 
water  of  the  basin,  which  we  suppose  kept  constantly 
full,  will  flow  out  in  the  form  of  a  sheet,  over  this  base 
or  sill.  To  such  an  opening  is  given  the  name  of  weir ; 
and  we  also  extend  the  name  to  dams  which  entirely 
close  up  the  bed  of  a  stream  of  water,  in  such  a  manner 
that  the  water,  on  meeting  with  them,  is  obliged  to  rise 
up  and  pass  over  the  top  or  crown. 

The  sur&ce  of  the  water,  before  arriving  at  the  weir, 
and  in  starting  from  a  point  C,  which  is  at  a  small  dis- 
tance from  it,  is  inclined  along  the  arc  CD ;  so  that  its 
height  immediately  above  the  sill  is  no  longer  AB,  but 
only  BD. 

69.  Conformahly  to  the  ordinary  theory,  it  is  first 
admitted  that  the  particles  which  follow  the  curve  CD 
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*  The  Ponce  d'eaa  of  France  waa  determined  by  Prony  to  be  19.1Mt  caUo  metrea 
of  water  In  the  twenty-ibar  hoan ;  this  la  equivalent  to  .0018483  cable  feet  per  second, 
t  TrattA  da  moaveroent  dee  eanz.   Tll.e  partle,  Ac. 
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have,  on  arriving  at  D,  the  same  velocity  as  if  they  had 
fallen  freely  from  the  height  AD,  and  that  the  particles 
beneath  go  out  also  with  a  velocity  due  to  their  vertical 
distance  from  the  point  A«  We  find,  then,  that  for  the 
velocity  of  issue  of  the  different  fluid  threads,  for  their 
number  dependant  on  the  height  BD,  and  consequently 
for  their  discharge,  exactly  the  same  case  as  if  we  had 
a  rectangular  orifice  closed  by  an  upper  edge  which 
might  be  at  D,  and  as  if  the  fluid  were  extended  with- 
out inflexion  up  to  A<  Therefore,  representing  by  Q 
the  discharge  or  volume  of  water  flowing  in  one  second, 
by  I  the  breadth  of  the  weir,  by  H  and  h  the  heads,  one 
of  the  lower  edge  and  the  other  of  the  upper  edge,  and 
by  m  the  coefficient  of  reduction  of  the  results  of  the- 
ory to  those  of  experiment,  we  have  established  (as  at 
No.  60),  _ 

Q=jV2g^  m  I  (HVH— AVA). 

70.  However  natural  this  mode  of  treating  the  sub- 
ject may  appear,  yet  facts  have  shown  that  the  dis- 
charges were  more  exactly  given  by  a  calculation  based 
on  the  supposition  that  the  flowing  occurred  under  the 
whole  height  AB,  the  fluid  always  extending,  without 
inflexion,  up  to  A.  We  then  find  ourselves  in  the  case 
explained  at  No.  59 :  A=0  and 

Q=«gA/2^  m  I  Ha/H=5.3484  m  I  HVH. 
The  flowing  over  weirs  would  be  therefore  only  a  par- 
ticular case  of  flowing  through  orifices  in  general,  that 
in  which  the  head  upon  the  upper  edge  is  nothing.  MM. 
Bidone  and  Poncelet  had  already  shown  that  it  was  so, 
and  that  the  coefficient  m,  which  answered  for  ordinary 
orifices,  was  suited  for  weirs  also,  when  the  flowing 
occurred  under  analogous  circumstances. 

71.  In  establishing  the  above  two  formulae,  we  have 
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implicitly  admitted  that  the  fluid  was  at  rest  above 
the  weir,  or  rather,  above  the  point  where  the  snr&ce 
begins  to  incline  towards  the  sill ;  but  very  often,  the 
water  comes  to  this  point  with  a  certain  velocity. 

In  this  case,  proceeding  as  we  have  already  done  in 
the  case  of  orifices,  properly  so  called  (38),  we  must 
add  the  generating  height  of  the  velocity  of  arrival,  to 
the  height  due  to  the  velocity  of  flowing  for  a  fluid  at 
rest,  which  is  in  this  instance  }  H  only  (61).  Let  u  be 
that  velocity,  .0155m*  will  be  the  generating  height, 
and  we  shall  have  for  the  real  velocity  at  the  exit, 
V2ff  ({H+.015536m'),  which  is  reduced  to  5.3484 
VH4-.034956m^,  and  consequently, 

0=5.3484  mlR  VH+.034956w^ 

The  quantity  u  represents  the  mean  velocity  of  the 
section  of  water  which  goes  to  the  weir;  its  exact 
determination  is  nearly  impossible,  but  as  its  value  will 
differ  but  little  from  that  of  the  velocity  at  the  S3arfii,ee, 
a  velocity  which  we  obtain  quite  easily  by  iiaeaos  to  be 
investigated  hereafter,  we  shall  admit  the  equality,  and 
then,  modifying  the  value  of  the  coefficient  to  be  deter- 
mined by  observation,  if  we  designate  by  m'  Jthi^  new 
coefficient,  and  by  w  the  velocity  at  ^he  surface,  we 
shall  have 

0=5.3484  m7H  VH+.03495«r«. 

72.  Let  us  put  these  formulas  to  the  test  of  experi-  Erperim«Bt« 
ment.  ®' 

M.  CMt«L 

The  expression  of  the  discharge  include^  two  va^ia- 
bles,  the  breadth  of  the  weir,  and  a  function  .of  the 
velocity  or  of  the  head.  Jn  order  that  these  formulas 
be  well  established,  it  will  be  necessary  that  the  dis- 
charge be  exactly  proportion$il  to  each  of  the  variables ; 
then  only  the  coefficient  would  be  constant.  The  degree 
of  its  constancy  will  thus  be  the  niaj*kj  as  it  were,  the 
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measure,  of  its  being  well  established.  The  numerous 
experiments  which  M.  Castel,  engineer  of  the  Toulouse 
water-works,  made  in  1885  and  1836,  at  the  water- 
works of  that  city,  with  extraordinary  care  and  exact- 
ness, inform  us  with  regard  to  this  constancy  and 
(1)  For  th«de- these  proportionals.  ^^^ 

ttSkB  of  these  ex- 
periments, the  The  water-works  of  Toulouse,  or  building  enclosing  the 
reader  Is  refer-  hydraulic  machines  which  raise  the  waters  destined  for  a  hun- 
de  1*  Acad6mf6  dred  and  more  fountains  of  that  city,  was  61.027  feet  in  diameter, 
des  Sciences  de  and  49.215  feet  in  height,  of  which  26.25  feet  were  beneath  the 
i3yj,  pavement  surrounding  it. 

In  the  middle  is  raised  a  tower  26.25  feet  in  diameter,  and 
45.93  feet  high ;  in  the  upper  part  is  a  cistern,  into  which  all 
the  water  is  conveyed ;  the  quantity  of  which  is  at  a  mean  of 
45  litres=9.9  gallons  per  second,  and  it  can  easily  be  raised  to 
60=13.2  gallons.  At  the  foot  of  the  tower,  and  on  the  body  of 
the  building,  extends  a  terrace  15.75  feet  broad,  which  presents  a 
yeiy  commodious  place  for  observations ;  and  consequently,  they 
permanently  established  here  the  great  apparatus  for  hydraulic 
experiments,  already  mentioned  (49). 

To  this  apparatus,  M.  Gastel  added  a  second  for  weirs.  It  was 
a  wooden  box  or  canal,  rectangular,  19.686  fl.  long,  2.428  ft. 
broad,  and  1.805  fl.  deep ;  at  one  end  it  receives  the  water  of  the 
first  apparatus,  and  to  the  other  are  fitted  thin  plates  of  copper, 
in  which  the  weirs  were  opened. 

The  breadth  of  these  varied  gradually  from  .03281  ft.  to  2.428 
ft. ;  the  sill  was  constantly  at  .558  fl.  above  the  bottom  of  the 
canal.  The  water  that  flowed  from  it  was  received  at  pleasure, 
and  for  a  certain  time,  in  a  second  box  lined  with  zinc,  with  a 
capacity  of  113.024  cubic  feet ;  this  was  the  gauging  basin ;  it 
had  been  measured  with  the  greatest  care.  The  time  occupied 
by  the  water  in  arriving  at  a  certain  height  vms  measured  by  a 
time-piece,  marking  quarter  seconds. 

The  heads  or  heights  of  water  in  the  canal  above  the  siU  of  the 
weirs  were  increased  gradually,  from  .09843  ft.  to  .3281  ft., 
and  even  to  .78744  ft.  for  narrow  weirs.  The  most  important 
and  difficult  point  in  the  experiment,  was  to  measure  the  heads 
exactly.  To  accomplish  this,  M.  Gastel  fixed  upon  the  top  and 
middle  of  the  canal,  parallel  to  its  length,  a  ruler,  which  he  kept 


OVER  WEIRS.  75 

quite  horiiEontal,  and  which  hore,  at  intervals  of  .16405  ft.,  ten 
Terticai  rods  of  brass  divided  into  millimetres,  and  each  capable 
of  being  raised  and  lowered  in  a  groove,  on  which  was  a  vernier 
indicating  tenths  of  millimetres.  When  he  wished  to  make  an 
experiment,  after  having  admitted  a  suitable  quantity  of  water 
into  the  canal,  and  satisfied  that  the  regime  was  properly  estab- 
lished, he  lowered  the  rods  and  placed  their  points  as  exactly  as 
possible  in  contact  with  the  fluid  surface.  Then  subtracting  their 
length  from  the  vertical  distance  between  the  ruler  and  siU,  he 
had  the  ordinates  of  the  curve  described  by  the  fluid  particles 
passing  directly  to  the  middle  of  the  weir.  These  ordinates 
increased  in  proportion  as  they  were  distant  from  the  weir ;  but 
soon,  at  .6562  ft.,  or  .9843  ft.,  or  1.3124  ft.,  the  increase  became 
sensible,  and  they  had  the  greatest  of  the  ordinates,  or  the  head 
properly  so  called,  H  ;  the  smallest,  that  raised  vertically  above 
the  sill,  was  H — h,  or  the  thickness  of  the  fluid  sheet  at  the 
moment  of  its  passage  over  the  sill.  After  having  made  all  the 
observations  he  could  upon  the  canal  of  2.428  ft.  broad,  M.  Castel 
provided  himself  with  one  1.1844  ft.  broad,  by  narrovdng  the 
first  by  means  of  two  plank  partitions,  only  7.35  ft.  long.  At 
the  entrance  of  this  small  canal,  which  was  placed  in  the  middle 
of  the  large  one,  there  was,  during  great  discharges  of  water,  a 
slight  fiill,  which  could  have  produced  some  small  modifications 
upon  the  results  which  might  have  been  obtained,  if  the  parti- 
tions had  been  prolonged  to  the  extremity  of  the  large  canal. 

Upon  both,  M.  Castel  eflfected  a  long  series  of  experiments. 
Each  observation  was  repeated  once  or  twice ;  in  all,  there  were 
494.  For  each,  the  values  of  Q  /  and  H  being  immediately  given 
by  experiment,  it  was  easy  to  deduce  from  them  the  value  of  the 
ooeflicient  m  of  the  formula 

Q=5.348  m  /  H  VS. 

The  mean  values  obtained  for  each  head  and  breadth  of  weir 
are  giren  in  the  following  tables.  There  were  no  observations  for 
the  cases  corresponding  to  the  gaps  which  most  of  the  columns 
present.  The  heads  and  breadths  which  are  there  noted  in  an 
exact  number  of  hundredths,  are  not  entirely  those  of  the  experi- 
ments. It  was  not  possible  to  obtain  from  the  workman  breadths 
of  a  precise  number  of  hundredths ;  they  differed  but  very  slightly 
from  the  truth.  As  to  the  heads,  it  would  have  required  too 
many  adjustments,  and  too  much  time,  to  get  rigoroasly  at  a  given 
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Talne ;  bat  a  cloie  approximation  was  made.  Henoe,  the  difler- 
enoes  between  the  Tallies  of  the  ooeflfeients,  with  the  heads  and 
breadths  really  employed,  and  with  those  which  have  been  admit- 
ted, are  so  small,  that  bj  means  of  the  mode  of  interpolation 
used,  we  haTe  the  ooeflBcients  of  the  tables  as  exact  as  though 
they  had  been  directly  gjLven  by  experiment.  We  shall,  howeyer, 
£nd  them  in  the  memoir  of  M.  Cbstel,  with  the  breadths  and 
heads  really  observed. 
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78.  Let  us  analjsie,  first,  the  most  simple  and  most  fre- 
quently employed  of  the  formulse,  Q==5.8484  /  H  VH. 

Let  us  examine,  in  the  first  place,  up  to  what  point  ^^  ^^^^^^^  ^ 
the  discharges  Q  are  proportional  to  the  function  H/\/H 
of  the  head.  For  this  purpose,  take  the  twenty-two 
series  of  discharges  obtained,  each  with  the  same  breadth 
of  weir,  but  under  different  heads,  (recollecting  that 
the  discharges  were  directly  given  by  experiment,  and 
that  we  can,  besides,  reproduce  them  by  means  of  the 
above  formula,  by  assigning  to  each  their  respective 
coefficients  noted  m  the  tables).  Reduce  the  discharges 
of  each  series  to  what  they  would  have  been,  if  one  of 
them,  that  obtained  under  the  Uead  of  .2625  ft. ,  for  exam- 
ple, had  been  taken  for  unity ._^  Reduce,  in  like  manner, 
the  series  of  values  of  H  /\/H,  and  bring  together  all 
these  series,  as  has  been  done  for  the  three  concerning 
the  discharges;  the  first  two  have  been  given  on  the 
canal  of  2.428  ft,  through'weirs  1.969  ft.  and  .828  ft. 
broad ;  die  third  belongs  to  the  canal  1.1844  ft.  broad, 
with  a  weir  of  .164  ft. 
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There  results  from  the  comparison  of  the  twenty- 
two  series  of  discharges  among  themselves,  and  with 
the  series  of  HVH, 
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Ist.  That,  above  the  head  of  .1969  ft.,  or  even  of 
.164  ft.,  leaving  out  some  great  heads,  the  differ- 
ences between  numbers  of  the  same  horizontal  line 
are  very  small,  they  do  not  exceed  a  hundredth; 
thus,  confining  ourselves  to  all  the  exactness  which 
is  required  in  practice,  they  may  be  regarded  as 
nothing;  and  the  ratio  between  the  discharges  is 
the  same  as  that  between  the  correspondent  values  of 
HVH. 

2d.  That,  for  heads  of  .164  ft.  and  lower,  the  dis- 
charges decrease  in  a  less  ratio  than  H/\/H,  and  as 
much  less  as  the  head  is  smaller,  but  only  in  medium 
breadths ;  for  when  they  are  very  small  or  approach  that 
of  the  canal,  the  equality  recurs.  Such  irregularities, 
and  some  other  reasons,  should  cause  us  to  avoid  these 
small  heads  in  practice. 

3d.  In  some  great  heads,  especially  with  broad  weirs, 
we  still  see  the  discharges  increase  in  a  less  ratio.  This 
fact,  which  was  almost  insensible  in  the  canal  of  2.428 
ft.,  became  prominent  in  that  of  1.1844  ft.,  when  the 
water  with  those  heads  and  those  breadths  came  to  the 
weir  with  a  great  velocity.  Now,  in  these  cases — und 
they  present  themselves  always  when  the  fluid  section 
(/XH)  at  the  passage  of  the  weir  exceeds  the  fifth  part 
of  the  section  of  the  current  in  the  canal — the  discharges 
should  not  increase  as  H/s/H,  but  as  H/s/H+.03495tt7'; 
and  it  is  no  longer  the  ordinary  formula,  but  that  given 
in  No.  71,  which  we  must  then  use. 

Hence  it  results,  that  so  long  as  we  have  the  case  of 
dams,  properly  so  called,  those  where  the  water  in  the 
upper  level  experiences  a  retardation  which  destroys  or 
remarkably  lessens  the  velocity  of  arrival,  Q  will  be 
very  sensibly  proportional  to  H/\/H ;  and  in  this  respect, 
the  formula  is  well  established. 
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74.  The  fonnula  will  not  be  quite  so  well  established  «*«<>  «f  ^ 

1  i«  Tin.  11.      1  charge  to  width 

in  what  concerns  the  breadth  of  weirs ;  the  discharges  of  wcir. 
in  this  case  will  no  longer  be  so  jiear  the  ratio  of 
breadths,  however  natural  it  may  appear  to  suppose  so. 
Starting  from  the  breadth  of  the  basin,  they  will  dimin- 
ish with  the  breadth  of  the  weir,  but  with  greater  rapid- 
ity up  to  a  certain  point ;  beyond  which,  they  will,  on 
the  contrary,  diminish  less  rapidly.  The  opposite  col- 
umns will  fix  our  ideas  on 
this  subject.  On  the  canal 
of  2.428  ft.,  we  have  twelve 
breadths,  which  are  to  each 
other  as  the  numbers  placed 
in  the  first  column;  in 
the  second,  we  see  the  pro- 
gression which  the  corre- 
sponding discharges  follow 
— discharges  obtained  un- 
der heads  of  from  .1968  ft. 
to  .8281  ft.  For  the  canals 
of  1.1811  ft.,  where  we 
have  ten  breadths,  we  have  here  noted  those  only  which 
have  something  analogous  to  those  in  the  other  canal. 
These  series  of  ratios  show  that,  in  the  two  canals,  the 
discharges  follow  the  same  law  comparatively  to  the 
breadths  of  the  weirs,  but  to  the  breadths  relative  to 
that  of  their  respective  canal,  and  not  to  the  absolute 
breadths. 

75.  Since,  extremes  being  omitted,  the  discharges  coefflcienta. 
are  sensibly    proportional  to  H  a/H,   for  the  same 
breaddi   of  weir,  the  coefficients  ought  to  be  nearly 

equal,  and  they  are  so  in  fact,  as  we  see  in  the  tables 
which  we  have  given  (72).  In  strict  rigor,  and  taking 
the  coafficients  of  the  same  vertical  column  in  the 
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tables,  we  shall  see  them,  starting  from  high  heads, 
decreasing,  very  slightly,  to  be  sure,  in  most  cases,  down 
to  a  certain  head,  .beyond  which  they  will  augment  rap- 
idly ;  there  will  then  be  at  this  head,  which  generally 
will  be  near  .8281  ft.,  a  minimum. 

Since,  the  heads  remaining  the  same,  the  discharges 
decrease,  at  first  more  and  then  less  rapidly  than  the 
breadths  of  the  weirs,  it  follows,  that  under  the  same 
head,  reckoning  from  the  breadth  of  the  basin,  the 
coefficients  will  go  on  diminishing  up  to  a  certain  point, 
beyond  which  they  will  increase.  Here  will  then  still 
be  a  minimum,  and  it  will  take  place  when  the  breadth 
of  the  weir  shall  be  nearly  a  quarter  of  that  of  the 
basin. 

76.  Thus,  in  the  horizontal  lines,  as^in-  the  vertical 
lines  of  the  tables  of  coefficients,  we  h&ye  h,  minimum  ; 
in  each  table  there  will  then  be  a  common  minimum. 
Near  this,  and  up  to  a  certain  point,  according  to  the 
general  law,  as  according  to  the  result  of  experiments, 
the  variations  are  very  small ;  the  coefficients  will  vary 
very  little  from  each  other,  and  they  may  be  regarded 
as  constants.  But  beyond  that  distance,  it  is  no  longer 
so,  and  the  difierences  may  be  quite  considerable ;  they 
exceed  one  eighth  in  the  tables,  so  that  the  discharge 
by  weirs  would  not  be  exactly  given,  with  a  constant 
numerical  coefficient,  by  an  expressicm  of  the  form 
/  H  /\/U;  in  mathematical  rigor,  such  an  expression 
would  not  be  admissible.  In  practice,  we  could  not 
make  use  of  it,  except  ,by  aid  of  tables  of  coefficients 
very  extended,  the  r-eduction  of  which  would  require 
many  hundreds  of  experiments. 

Yet  the  study  of  the  progress  which  the  coefficients 
follow,  affi)rds  the  means  of  contracting  this  great 
field,   and  of  reducing  to  a  small  number  of  quite 
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simple  rules,  the  determination  of  those  which  agree 
with  the  different  cases  which  generally  occur  in  prac- 
tice. 

(See  further  on  details  of  this  progress  of  the  coeffi- 
cients, in  the  papers  of  M.  Gastel,  and  in  the  notes 
which  I  have  added  there.) 

77.  We  have  seen  (78),  that  the  expression  I H  VH  ^^^^^^ 
must  not  be  applied,  on  the  one  hand,  when  the  heads  i>oa«eiL 
are  below  .1968  ft. ;  on  the  other,  when  the  heads  multi- 
plied by  the  breadth  of  the  weir  exceed  the  fifth  of 
the  section  of  the  water  in  the  canal.  Between  these 
limits,  the  above  expression  can  be  employed,  with  a 
coefficient,  variable  indeed,  but  which  will  vary  only 
with  the  breadth  of  the  weir. 

To  reckon  from  that  of  the  canal,  the  coefficients 
diminish  with  the  width  of  the  weir,  until  it  be  about 
one  quarter  of  the  first,  and  then  they  increase,  although 
the  widths  continue  to  diminish  (75) ;  and,  what  is  very 
remarkable,  the  diminution  of  the  coefficients  follows 
that  of  the  relative  breadths  of  the  weir  compared  to 
that  of  the  canal,  whilst  the  increase  which  follows 
depends  only  on  the  absolute  breadths. 

We  have,  consequently,  four  cases  to  be  distinguish- 
ed relatively  to  the  coefficients  to  be  employed. 

Ist.  Near  the  minimuTn,  which  we  have  just  indicat- 
ed, their  variations  are  inconsiderable ;  according  to  the 
experim^ts  made  at  the  water-works  of  Toulouse,  firom 
a  breadth  of  weir  almost  equal  to  a  third  of  that  of  the 
canal  supposed  to  exceed  .984  ft.,  to  an  absolute  breadth 
of  .1640  ft.,  the  coefficients  will  vary  only  from  .69  to 
.61.  Taking  the  mean  term,  remarking  that  5. 3485  X 
.60=3.209,  we  shall  have,  between  the  limits  which 
we  have  just  indicated,  Q=3.209  /  H  VH.    This  for- 
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mula  furnishes  the  best  mode  of  gauging  small  courses 
of  water ;  we  shall  recur  to  it  in  treating  of  this  gang- 
mg(159). 

2d.  When  the  breadth  of  weir  is  at  its  maximum, 
i.  e.,  equal  to  that  of  the  canal,  and  it  is  thus  in  case 
of  a  dam  properly  so  called,  the  coefficients  present  a 
remarkable  constancy.  M.  Castel,  in  his  experiments 
on  the  canal  of  2.428  ft.,  with  a  dam  .5576  ft.  high, 
had  no  difference  between  the  coefficients  obtained  under 
heads  which  varied  from  .0984  ft.  to  .2624  ft.  (72); 
and  with  a  dam  of  .738  ft.,  the  coefficients  varied  only 
from  .664  to  .666,  for  heads  from  .10168  ft.  to  .2428  ft. 
Taking  a  mean,  he  had  .665;  and  since  5.8485X-665 
=3.5567,  designating  by  L  the  breadth  of  the  canal  or 
length  of  the  dam,  we  shall  have, 

Q=3.5567  L  H  VH. 

This  formula  will  also  be  employed  with  advantage 
in  certain  cases,  even  on  great  water  courses,  and  with 
heads  of  from  .1312  ft.  to  .0984  ft.  But  to  ensure  full 
security,  it  will  be  necessary  that  the  head  be  less  than 
the  third  of  the  height  of  the  dam. 

3d.  For  breadths  of  weirs  comprised  between  that  of 
the  basin  and  that  which  would  be  a  third  of  it,  the  co- 
efficient of  the  expression  5.348  /  H  y^H  wiW  vary 
with  the  relative  breadth,  i.  e.,  with  the  ratio  of  the 
breadth  of  the  weir  to  that  of  the  canal,  and  it  will  be 
given  in  the  following  columns.  We  formed  them  by 
taking  proportional  parts  between  the  coefficients  de- 
duced directly  from  experiment,  and  what  is  seen  in 
the  tables  of  No.  72;  this  mode  of  interpolation  would 
here  give  no  error.  We  have  noted  separately  the 
coefficients  deduced  from  the  observations  made  on  each 
of  our  two  canals,  to  show  that  for  the  same  relative 
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Of  2.428  ft  Of  1.181  ft 

1.00 

.662 

.667 

.90 

.656 

.659 

.80 

.644 

.648 

.70 

.635 

.635 

.60 

.626 

.623 

.50 

.617 

.613 

.40 

.607 

.609. 

.30 

.598 

.600 

.25 

.595 

.598 

breadth,  the  same  coefficients  sen- 
sibly correspond,  although  the  real 
value  of  the  breadth  be,  in  one  of 
the  canals,  more  than  double  the 
other;  evident  proof  that,  above 
.8202  ft.,  or  a  quarter  of  the 
breadth  of  the  basin,  the  coeffi- 
cients depend  on  the  relative 
breadth,  and  not  on  the  absolute 
breadth  of  the  weir. 

4th.  It  is  quite  different  when  that  breadth  descends 
below  one  quarter  that  of  the  canal.  Then,  and  when, 
at  the  same  time,  it  is  less  than  .2624  ft.  or  .1968  ft., 
that  of  the  canal  has  no  influence,  and  each  absolute 
breadth  of  weir  has  its  own  coefficient;  thus,  on  the 
canal  of  1.184  ft.,  aa  well  aa  on  that  of  2.428  ft.,  the 
breadths  .1640  ft.,  .0984  ft.,  .0666  ft.,  and  .0828  ft., 
have  equally  for  their  respective  coefficients  .61,  .63, 
.66  and  .67. 

78.  After  having  explained,  in  detail,  what  relates  to  oi*ervatioiM 
the  most  simple  of  the  formulae  of  the  discharge  in  FomuijBof 
weirs,  we  pass  to  two  others;  and  first  to  ^®'  *" 

0=6.848  ml  (H  VH— A  VA), 
in  which  h  represents  the  quantity  AD  (Fig.  17),  by 
which  the  fluid  sur&ce  is  already  depressed  on  its  arri- 
val at  the  weir. 

A  simple  glance  at  the  last  column  of  the  table  given 
at  No.  73,  shows  that,  although  the  series  of  quantities 
H  \/H  —  h  s/h  is  not  very  remote  from  those  which 
belong  to  the  corresponding  discharges,  it  follows  them, 
however,  less  exactly  than  the  series  of  values  of 
H  \/H.  Thus,  in  this  principal  point,  this  second 
formula  is  not  so  well  founded  as  the  first. 

Besides,  it  is  much  more  difficult  of  application;  it 
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contains  one  term  more,  h  VA,  a  term  whose  exact 

determination  is  a  matter  of  great  difficulty,  as  we  shall 

soon  see  (82).     So  that,  although  reasoning  first  led  to 

this  formula,  we  make  no  use  of  it. 

obwirauoiiB       79.  It  is  not  entirely  so  with  that  which  includes  a 

fonnoiAof    term  which  is  a  function  of  the  velocity  with  which  the 

^°'  '^*      water  running  in  the  canal  arrives  at  the  weir. 

At  the  time  of  the  experiments  made  at  the  water- 
works of  Toulouse,  we  had  frequent  occasion  to  observe 
the  effect  of  this  velocity.  As  soon  as  it  became  sensi- 
ble, the  greater  it  was,  (and  it  became  greater  the 
greater  the  head,  and  especially  as  the  weir  was  made 
broader,)  the  more  the  expression  of  the  discharges 
5.348  /H  /\/H,  in  which  the  running  is  supposed  to 
take  place  only  in  virtue  of  the  pressure  or  head  H, 
fiiiled  through  deficiency,  and  its  coefficient  of  contrac- 
tion fn  became  greater.  Such  is,  in  part,  but  in  part 
only,  the  cause  of  the  increase  of  the  coefficients,  in 
proportion  as  the  breadth  of  the  weir,  starting  from 
.1968  ft.,  increases.  It  is  evident,  that  in  the  case  of  a 
notable  velocity,  when  the  running  is  effected  in  virtue 
both  of  the  head  and  of  a  previously  acquired  velocity, 
it  is  necessary  to  add  to  the  head  a  term  dependent  on 
that  velocity;  which  leads  to  the  equation  (71) 


Q=5.3484  m'lR  VH+.03495t£^2. 

The  experiments  of  M.  Castel  will  give  the  values  of 
the  coefficient  m'.  In  these  experiments,  the  velocity 
w  of  the  surface  of  the  current  in  the  canal  was  not 
measured,  it  is  true ;  but  we  can  determine  it  from  the 
mean  velocity  (108),  which  is  equal  to  the  discharge 
Q  divided  by  the  section  of  the  current,  which  is  here 
L  (H-f-a) ;  L  being  the  breadth  of  the  rectangular 
oanal,  and  a  the  elevation  of  the  sill  of  the  weir  above 
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the  bottom  of  this  canal.  In  iact,  according  to  the  ex- 
periments of  Dttbuat,  which  we  shall  by  and  bj  inves- 
tigate (109),  the  velocity  of  the  surfiwje  is,  as  a  mean 
term,  a  quarter  greater  than  the  mean  velocity ;  so  that 

we  should  have  ^=f'-/ii  i!^- 

Even  with  this  value  of  w,  which,  however,  is  the 
greatest  we  can  admit,  the  coefficient  m'  will  differ 
from  the  coefficient  m  of  the  ordinary  formula,  only  as 
the  velocity  in  the  canal  will  be  sufficiently  great  for 
the  term  .035tr*,  which  makes  the  difference  between 
the  two  formulas  to  have  a  value  comparable  to  H. 
As  it  will  generally  be  very  small,  and  as  it  is  under 
the  radical,  it  will  scarcely  influence  the  value  of  m'  by 
half  its  own  relatively  to  H ;  if  it  be  two,  four  or  six 
hundredths  of  H,  the  coefficients,  all  things  else  being 
equal,  will  only  differ  one,  two  or  three  hundredths. 
In  these  three  cases,  the  section  of  the  fluid  sheet  at 
the.  weir,  or  /xH,  is  respectively  5.8,  4.1  and  3.35 
times  smaller  than  the  section  in  the  canal,  or 
L  (H+a) ;  whence  we  draw  the  conclusion,  which  we 
have  already  used,  that  when  the  first  of  these  sections 
is  less  than  the  fifth  part  of  the  second,  the  coefficients 
m  and  m'  will  be  the  same,  to  a  hundredth,  nearly. 
Such  was  the  case  for  the  weirs  of  M.  Gastel,  as  long 
as  their  breadth  was  below  half  of  that  of  the  canal. 
When  it  was  considerably  more,  the  term  .035^?*  had 
greater  influence,  and  the  differences  became  greater. 
But  the  employment  of  this  term  is  far  from  reducing 
to  equality  the  coefficients  m'  for  different  breadths  of 
weirs;  it  did  not  even  reduce  to  half,  the  differences 
which  the  values  of  m  present;  and  the  expression 

5.348  m'/H  /s/H+:035^ 
hardly  more  than  5.348  mlR  VH,  can  be  Qiiq>loyed 
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with  a  constant  coefficient,  only  in  cases  of  a  breadth  of 
weir  equal  to  that  of  the  canal.  For  this  case,  it  will 
exact  less  restrictions,  and  if  it  is  less  simple,  and 
even  if  it  is  not  more  exact,  it  will  be  more  general  and 
more  rational. 

To  obtain  his  -coefficient,  M.  Castel  barred  the  canal 
of  2.428  ft.  by  dikes  of  copper,  the  heights  of  which 
were  successively  dropped  from  .738  ft.  to  .105  ft.,  and 
he  obtained  the  coefficients 
placed  opposite.  Those  of 
the  first  five  dikes  are  gen- 
erally the  same,  although, 
however,  they  do  not  pre- 
sent the  regularity  which 
there  was  in  those  of  ordi- 
nary weirs ;  their  mean  term 
is  .650.     As  to  the  coeffi- 
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.667 
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.676 

.676 
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cients  of  the  dikes  of  .134  ft.  and  .105  ft.,  they  belong 
to  a  peculiar  class.  These  dikes  were  very  low,  and 
the  heads  much  surpassed  their  heights,  so  that  we 
were  at  least  as  much  in  the  case  of  a  water  course 
running  in  an  ordinary  bed,  as  in  that  of  weirs ;  more- 
over, the  close  approximation  to  equality  between  the 
coefficients  for  the  same  dike  testifies  in  fevor  of  the 
formula  which  gave  them.  The  experiments  on  the 
canal  of  1.184  ft.,  with  its  dam  of  .558  ft.  height, 
indicated  coefficients  of  which  the  mean  was  .654. 
Admitting  the  mean  term  between  this  number  and 
.650,  observing  that  5.3485 X. 652=3.4872,  we  shall 
finally  have 

Q=3.4872  LH  /s/H+:03495u7*. 

The  velocity  w  in  this  will  be  directly  determined 
by  observation. 

In  rectangular  canals,  such  a  determination  is  super- 
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fluouB,  and,  giving  to  tr  its  yaln«,  as  above,  we  have,  as 
long  as  H  is  smaller  than  \  a, 

ITY 


3.4872  LH  Vh 


Q=:  , 

^     Vl— .664/_iL_Y-   V     r 

80.  Very  often  we  apply  to  weirs,  canals  wBicn  arc 
as  it  were,  exterior  extensions  of  the  sides  of  the  weir. 
The  water,  constrained  to  follow  them,  experiences 
from  their  sides  a  resistance  which  retards  the  motion; 
and  this  retardation  being  communicated  to  the  fluid 
which  arrives  at  the  weir,  diminishes  the  discharge.' 
Experiments  alone  can  make  known  this  diminution  for 
the  different  cases  which  present  themselves,  and  we 
have  but  very  few.  MM.  Poncelet  and  Lesbros  have, 
it  is  true,  made  a  great  number  of  them,  but  they  are 
not  yet  published.  However,  the  latter  savant,  in 
communicating  to  me  some  of  those  which  he  made 
upon  the  canals  adapted  to  orifices  closed  on  all  their 
periphery,  and  of  which  we  already  have  the  results 
(39),  had  the  kindness  to  send  me  a  series  of  those 
which  he  also  made  with  orifices  open  on  their  upper 
part,  that  is,  with  weirs.  The  additional  canal  was 
always  that  of  9.84  ft.  in  length  and  .656  ft.  broad, 
like  the  weir,  and  it  was  kept  horizontal.  I  here  give 
the  results  obtained,  as  well  as 
those  previously  had  from  the 
same  weirs  and  with  the  same 
heads.  The  diminution  of  the 
product  with  the  canal  was  as 
much  less  as  the  head  was  great- 
er. From  this  fact,  as  well  as 
from  those  which  were  obtained 
with  closed  orifices,  might  it  not 
be  inferred,  for  heads  of  3.28  ft.  and  more,  such  as  we 
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often  haye  at  the  head  of  great  oanals  and  raceways, 
that  the  diminution  of  the  discharge  due  to  the  pres- 
ence of  the  canal  would  be  but  very  small?  After  all, 
we  await  the  publication  of  the  work  of  MM.  Poncelet 
and  Lesbros  before  drawing,  and  especially  before  gen- 
eralizing, such  a  conclusion. 

M.  Gastel  also  made  some  experiments,  on  a  kind  of 
canals,  of  a  peculiar  interest.  It  was  required  to  as- 
certain what  was  the  discharge  through  channels  of 
navigation  opened  in  the  dikes  of  rivers.  To  answer 
this  question,  he  added  to  the  weir  of  .656  ft.  broad, 
on  the  basin  of  2.428  ft.,  a  small  canal,  0.67  ft.  long, 
and  inclined  4**  18',  or  ,-33. 

Here  are  the  coefficients  obtained  with  the  formula 
Q=5.348  mlR  a/K  They  varied  but 
very  little,  although  the  heads  were 
more  than  doubled;  and  the  mode  of 
experimenting  pursued  is  a  guar- 
anty that  there  was  no  error.  The 
mean  coefficient  was  .527;  it  would 
probably  have  been  raised  to  .58,  if,  as  in  our  ordinary 
channels,  the  inclination  had  been  ^.  For  the  weir 
alone,  the  coefficient  was  .60;  so  that  the  additional 
canal  would  not  have  diminished  the  discharge  as  much 
as  twelve  per  cent. 

81.  Let  us  say  a  few  words  concerning  a  kind  of 
weir  to  which  Dubuat  gave  the  name  of  demi-weirs, 
or  incomplete  weirs.  They  are  those  in  which  the 
level  of  the  water  in  the  lower  reach  is  above  the  sill, 
or  the  crest  of  the  dam,  as  is  seen  in  Fig.  38. 
Dubuat,  in  thought,  here  divided  the  height  of  the 
water  AC  above  the  sill  into  two  parts,  Ab  and  Cb, 
In  the  first,  the  flowing  takes  place  as  in  an  ordinary 
weir,  where  Aft  (=H)  would   be  the  head;  so  that 
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the    volume    of   water    discharged    would    be    (79) 

8.4872  IH  ^R+:6U9Ew^. 
In  the  second  part,  it  is  admitted  that  the  discharge  is 
the  same  as  through  a  rectangular  orifice,  whose  height 
would  be  6C,  and  where  the  head  would  equal  the  dif- 
ference of  height  b^ween  the  upper  and  lower  level 
(96)  ;  bC  is  the  elevation  of  the  latter  above  the  sill  of 
the  weir;  and  it  will  be  a — b,  if  we  designate  by  a  the 
elevation  bJ)  of  the  surface  above  the  bottom  of  the 
canal,  and  by  b  the  height  of  the  sill  above  the  same 
bottom ;  to  the  head  Ab  or  H  will  be  added,  as  in  the 
case  of  closed  orifices  (38),  the  height  due  to  the  ve- 
locity u  of  the  water  of  the  canal,  and  the  velocity  of 

exit  will  be  found 

A/2g  (H+.015636w«)=V2yp[+X)T942i?), 
since  (79)  ii7=1.25  w,  consequently,  we  shall  have  for 
the  discharge  (16), 

8.0227 X. 62  I  {a—b)  VH+r0l942^; 
uniting  these  two  partial  discharges,  and  designating  by 
Q  the  total  discharge,  it  will  become 

0=3.4872  m  /s/S+.034957u»H4.974  /  (a—b)  /s/H+.01d42w«. 

Let  us  terminate  this  article  by  a  succinct  examina-  inflexion  or  mr 
tion  of  a  remarkable  cilrcumstance  presented  in  the  the  dam. 
flowage  over  weirs.  The  water,  on  approaching  them, 
and  as  soon  as  it  has  entered  into  their  sphere  of  activ- 
ity, precipitates  itself  in  some  manner  towards  the 
middle  of  the  sill,  and  its  surface  is  inclined  from  all 
sides  towards  it. 

In  the  plane  of  the  weir,  the  inclination  commences  croMproflie. 
some  centimetres  (cent.=.  08281  fb.)  from  the  opening, 
along  the  wings,  (or  parts  of  the  partition  in  which  the 
weir  is  made  comprised  between  the  opening  and  the 
lateral  sides  of  the  canal).     This  inclination,  at  first 
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insensible,  increases  little  by  little;  it  is,  at  its  maxi- 
mum, at  the  edges  of  the  orifice ;  it  diminishes,  then, 
towards  the  middle ;  sometimes  it  is  nothing  there,  the 
fluid  remaining  horizontal,  to  a  certain  extent ;  at  other 
times,  it  rises  at  this  middle,  to  fall  anew.  Fig.  91 
(PI.  V.)  shows  two  examples  of  the  transverse  section 
of  the  surface  of  the  water  at  the  weir ;  at  ahc  it  is 
simply  concave;  at  defgh  it  presents  the  swell  /; 
sometimes  there  are  two  risings,  one  towards  c  and  the 
other  towards  g;  the  surfiwe  is  then,  as  it  were,  undu- 
lating. 
Measareof  H.  M.  Castcl,  with  the  vicw  of  fumishiug  for  practice 
an  easy  method  of  measuring  the  heads,  took,  upon  his 
canal  of  1.181  ft.  broad,  fifteen  transverse  profiles,  under 
difierent  heads  and  with  different  breadths.  (See  the 
Memoirs  of  the  Academy  of  Sciences  of  Toulouse, 
tome  IV.,  page  280.)  It  results  from  his  observa- 
tions: 

1st.  That  the  inflexion  does  not  extend  along  the 
wings,  at  least,  in  a  sensible  manner,  at  more  than 
.2296  ft.  or  .2624  ft.  from  the  opening. 

2d.  That  beyond  this  distance,  in  most  cases,  deduc- 
tion being  made  of  the  effects  of  capillary  attraction, 
the  water  maintains  itself  against  the  wings  exactly  at 
the  same  level  as  in  the  full  basin;  but  that,  with 
broad  weirs,  and  under  great  heads — that  is  to  say,  in 
great  velocities — the  fluid  sur&ce  rises  against  the 
wings,  and  the  rising  has  even  been  up  to  .00984 
ft.  As  there  will  be  none  of  this  in  the  weirs  to 
which  the  formula  Q=3.209  /H  VH  is  applicable, 
to  obtain  in  these  cases  the  head  H,  it  will  suffice  to 
take  on  each  of  the  two  wings  a  point  of  the  water 
line,  to  stretch  a  line  from  one  to  the  other,  and  to 
measure  its  elevation  above  the  middle  of  the  sill  of  the 
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weir.  In  these  cases  of  rising  up  against  the  wings, 
we  should  seek  to  ascertain  its  magnitude,  or  to  be 
freed  from  its  action,  for  example,  by  fixing  the  two 
extremities  of  the  line  against  the  lateral  sides  of  the 
canal,  a  little  aboye  the  weir. 

We  may  even  disregard  altogether  the  rising  on  the  wings,  and 
treat  it  as  if  it  did  not  exist,  taking  in  all  cases  for  H  the  height 
of  the  water  line  above  the  sill ;  for  this  rising  above  the  level 
being  a  consequence  of  the  impulse  of  the  fluid  against  the  wings, 
and  therefore  an  effect  of  the  velocity  of  the  water  in  the  canal, 
will  represent  in  part  that  e£fect ;  it  will  in  part  take  the  place  of 
the  term  .035u7*;  it  will  render  the  formula  Q=3.209  IE  VH 
exact,  even  for  quite  great  velocities. 

Whenever  the  rising  above  the  level  would  wholly  represent  the 
efiect  of  the  velocity,  and  would  be  the  height  due  to  to,  some 
have  thought  that  it  should  be  added  to  H  throughout,  and  they 
estabUsh  Q==5.348  ml  (H+.0155u7*)  VH+.OlSSir*.  I  am 
assured,  by  experience,  that  such  a  formula  gives  too  much  influ- 
ence to  the  velocity  w. 

As  to  the  absolute  quantity  of  inflexion  h,  that  is  to 
say,  the  settling  of  the  middle  of  the  transverse  profile 
below  the  level  of  the  water  in  full  basin,  we  shall  give 
the  value  in  the  following  number.  It  may  suffice  to 
remark,  here,  that  the  form  and  variations  of  this  pro- 
file will  render  its  exact  determination  very  difficult,  if 
not  impossible ;  this  form  is  often  undulatory,  and  the 
summits  of  the  waves  are  moveable,  so  that,  from  one 
moment  to  the  other,  A,  or  the  depression  of  the  fluid 
at  the  middle  of  the  weir,  may  be  found  .0065  ft.  or 
.0098  ft.  greater  or  less. 

83.  Difierent  authors,  who  have  studied  the  running  longitudinal 

«•  '         t  t  •  .  t  profile. 

of  water  over  weirs,  have  also  given  attention  to  the 
inflexion  of  the  fluid,  in  proportion  as  it  advances 
towards  the  orifice  of  exit ;  and  they  have  given  longi- 
tudinal profiles.     But  no  one  has  given  so  many  as  M. 
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Castel;  each  of  his  determinations  of  the  head,  (and  he 
made  more  than  four  hundred,)  was  made  by  means  of 
such  a  profile;  the  depressions  below  a  horizontal  plane 
were  taken  at  intervals  of  .164  ft.,  and  measured  in 
tenths  of  millimetres,  the  millimetre  being  .00828  ft. 

I  shall  not  enter  into  detail  upon  these  observations 
and  their  consequences;  they  will  be  found  in  the 
memoir  of  that  observer,  and  I  shall  confine  myself  to 
summing  up  the  principal  results. 

1st.  The  appreciable  length  of  the  inflexion  of  that 
which  exceeds  .000328  ft.  varied  only  from  .492  ft.  to 
1.3776  ft.,  and  it  never  attained  to  1.64  ft.,  reckoning 
from  the  weir.  It  was  naturally  as  much  greater  as  the 
head  and  breadth  of  the  opening  were  more  consid- 
erable. 

2d.  The  absolute  quantity  of  inflexion,  A,  was  about 
.0164  ft.  under  the  head  of  .0984  ft.,  whatever  might 
be  the  breadth  of  the  weir;  then  it  increased  with  that 
breadth  and  the  head.  In  the  canal  1.181  ft.  broad, 
with  a  simple  dam,  and  under  the  head  of  .3987  ft.,  we 
had  A=. 0551 04  ft.;  and  .066928  ft.  in  the  canal  of 
2.428  ft.,  with  a  breadth  of  weir  of  .656  ft.;  and  with 
the  head  of  .656  also,  this  was  the  greatest  inflexion 
that  was  seen. 

Sd.  The  inflexion  compared  to  the  head,  or  the  ratio 
^,  was  from  .16  to  .17,  under  very  small  heads,  and  in 
all  the  weirs;  this  expression  then  diminished  in  pro- 
portion as  the  head  increased,  and  as  much  as  the  weirs 
were  narrowed.  Thus,  in  the  canal  of  2.428  ft.,  and 
under  the  head  of  .656  ft.,  we  had  .8182  ft.  with  the 
weir  of  .656  ft.,  and  only  .0984  ft.  with  that  of  .164  ft. 
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CHAPTER    SECOND. 

EFFLUX    OF    WATER,    WHEN    THE    RESERVOIR   EMPTIES 
ITSELF. 

When  a  vessel,  instead  of  being  kept  constantly  full, 
receives  no  additional  water,  or  receives  less  than  it 
discharges  through  an  orifice  in  its  lower  part,  the 
fluid  sur&ce  gradually  sinks,  and  finally  the  vessel  be- 
comes empty. 

The  laws  of  efflux  are  in  such  circumstances  difierent 
from  those  which  we  have  just  explained  in  the  preced- 
ing chapter,  and  other  questions  are  to  be  solved.  We 
will  examine  these  laws  and  these  questions ;  and  first, 
in  the  case  of  prismatic  vessels  or  basins. 

84.  Suppose  the  fluid  to  be  divided  into  extremely  lUMatthriri 
thin  horizontal  strata,  and  that  they  fall  parallel  to  ^^  ■J'^*"  ^"^ 
each  other;    each  of  their  particles  will  be  animated  by 
the  same  velocity;  this  is  the  hypothesis  of  the  parai- 
lelism  of  the  strata,  admitted,  perhaps  too  extensively, 
by  many  geometers. 

Let  V  be  the  velocity  of  the  particles  in  the  vessel, 
V  the  velocity  which  they  have  at  the  orifice,  A  the 
horizontal  section  of  the  vessel,  S,  or  rather,  mS,  the 
section  of  the  orifice,  allowing  for  the  contraction;  the 
volume  of  water  which  will  flow  in  an  infinitely  small 
portion  of  time  »,  will  be  ^Vt.  During  this  same 
time,  the  fluid  surface  will  have  fiiUen  the  vertical  dis- 
tance t;T,  and  the  corresponding  volume  of  water  will 
be  Ai?T.  •  These  two  volumes  necessarily  being  equal, 
we  have  Atn=mSVT,  or  t; :  V : :  mS :  A.  (A  new  ex- 
ample, and  a  new  proof  that  when  a  fluid  mass  is  in  mo- 
tion, without  destroying  the  continuity  of  its  parts,  the 
velocities  are  in  the  inverse  ratio  of  the  sections  (19). 
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daettoTciocit  ^^*  '^^^  velocity  of  the  issuing  fluid  is  not  uniform, 
offtwae.  and  for  a  given  moment  is  not  a  simple  effect  of 
the  pressure  or  of  the  height  of  the  reservoir;  it  is  also 
a  consequence  of  the  velocity  v,  acquired  during  the 
descent  of  the  strata;  the  two  actions,  operating  in  the 
same  direction,  downwards,  their  resultant  will  be 
equal  to  their  sum.  Thus,  if  H'  is  the  generating 
height  of  the  velocity  of  efflux,  H  always  being  the 
height  of  the  reservoir,  we  shall  have 

H'=H+2^=H+|.^=H+H'f. 
Whence 

A« 

Such  is  the  &mous  rule  given  by  Daniel  and  John 
Bernoulli,  the  same  as  for  the  case  of  vessels  always 
full. 

When  mS  is  small  compared  to  A,  which  is  almost 
always  the  case,  m*S^  will  be  very  small  compared  with 
A*,  and  may  be  neglected;  then  H'=H,  that  is  to  say, 
the  velocity  of  efflux,  at  any  instant,  is  that  due  to  the 
height  of  the  reservoir  at  the  same  instant. 

We  shall  admit  it  to  be  so  in  what  follows;  and  the 
more  readily,  since  the  hypothesis  of  the  parallelism  of 
.  the  strata,  which  led  to  the  above  value  of  H',  although 
admissable  before  the  strata,  in  their  descent,  have 
arrived  within  the  sphere  of  activity  of  the  orifice, 
cannot  be  admitted  after  having  reached  it;  the  circum- 
stances of  the  motion  of  the  fluid  particles  then  become 
very  complicated,  and  are  entirely  unknown  to  us. 
Fig.  18.  86.  Let  M  be  a  prismatic  vessel  filled  with  water  up 

tion.   ^  to  AB;  divide  its  height,  from  B  to  C,  the  place  of  the 
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orifice,  into  a  very  great  number  of  equal  parts,  Ba, 
ab,  be,  kc. 

Now,  suppose  that  a  body  P  be  projected  upwards 
with  a  velocity  such  that  it  rises  to  the  point  H,  PH 
being  equal  to  GB,  and  divide  PH  also  into  the  same 
number  of  equal  parts.  As  the  body  ascends,  its  veloc- 
ity will  diminish,  in  such  a  manner  that  when  it  arrives 
successively  at  the  poin^  a',  b',  &,  the  velocities  will 
be,  respectively,  as  is  known  in  the  first  elements  of 
mechanics,  as  >v/Ha',  i\/H6',  VHc',  ...  0. 

As  the  fluid  flows  from  the  vessel  M,  its  surface  AB 
will  settle,  and  when  it  is  successively  at  the  points  a, 
b,  c,  the  respective  velocities  of  the  effluent  water  will 
be  (85)  as  V«C,  V^G,  a/cC,  ....  0,  or,  according  to 
the  construction,  as  their  equivalents  VHa',  \/'H.b\ 
VH7,  ....  0. 

So  that,  as  the  vessel  empties  itself,  the  velocity  of 
efflux  will  decrease  till  it  becomes  nothing,  following 
the  same  law  as  the  velocity  of  a  body  projected 
upwards,  which  is  the  law  of  uniformly  tetarded  mo- 
tion; the  efflux,  therefore,  will  take  place  with  such  a 
motion.  The  same  will  hold  respecting  the  descent  of 
the  fluid  surface,  the  velocity  of  the  descent  being  to 
that  of  the  efflux,  in  the  constant  ratio  of  the  section 
of  the  orifice  to  the  transverse  section  of  the  vessel. 

87.  According  to  the  laws  of  uniformly  retarded  volume  of 
motion,  when  a  body  starting  with  a  certain  velocity 
gradually  loses  it  till  it  is  reduced  to  zero,  it  passes 
through  half  the  space  it  would  have  passed  through,  in 
the  same  time,  if  it  had  constantly  preserved  the 
velocity  of  departure.  Moreover,  the  volume  of  water 
which  flows  from  a  vessel,  until  it  is  quite  empty,  may 
be  regarded  as  a  prism  having  for  its  base  the  orifice  in 
the  vessel,  and  for  its  height  the  space  which  the  first 


efHox. 
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effluent  particles  would  pass  through,  with  a  retarded 
motion  equal  to  that  with  which  the  efflux  is  made;  hut 
if  these  same  particles  had  always  preserved  their  ini- 
tial velocity,  that  due  to  the  first  head,  the  space 
passed  through  in  the  same  time,  or  the  height  of  the 
prism,  and  consequently  the  volume  of  water  dis- 
charged, would  have  been  double. 

Hence  the  theorem:  the  volume  of  water  dis- 
charged  through  an  orifice,  from  a  prismatic  vessel, 
which  entirely  empties  itself,  is  only  half  of  what  it 
would  have  been,  during  the  time  of  emptying,  if 
the  efflux  had  taken  place  constantly  under  the 
same  head  as  at  the  comme7icem£nt. 
Timei«qaired  gS.  Let  H  bc  the  head,  A  the  horizontal  section  of 
the  basin  supposed  to  be  always  prismatic,  T  the  time 
necessary  to  empty  it.  The  volume  of  water  dis- 
charged during  that  time,  that  is,  all  the  water  con- 
tained in  the  vessel  (above  the  orifice)  is  AxH.  The 
volume  which  would  have  been  discharged,  under  the 
head  H,  according  to  the  above  theorem,  would  be 
2 AH;  this  same  volume,  or  the  discharge  during  the 
time  T,  is  also  (16)  mST  a/%H. 
Equating  these  two  values,  we  have 

T=     ^^^—  =  2  ^^S 

K  we  represent  by  T  the  time  which  the  volume  AH 
would  have  required  to  flow  under  the  constant  head 
H,  we  should  also  have 

AVh 


AH=mST'  V2gR  or  T'=,^. 

Thus 

T=2T': 
that  is  to  say,  the  time  in  which  a  prismatic  vessel 
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empties  itself  is  double  the  time  in  which  all  its 
water  would  have  run  out,  if  the  head  had  rem,ained 
what  it  was  at  the  commencement  of  the  efflux. 

89.  To  obtain  the  time  t,  in  which  the  level  of  such  Time  required  to 

11  1  .  .  11*  lower  the  flald 

a  vessel  descends  a  given  quantity  a,  take  the  time  re-   agivenqaan- 
quired  to  empty  the  vessel  entirely,  which  is  -^-!^B : 

then  take  the  time  required  to  empty  it,  starting  not  from 
the  first  level,  but  from  that  to  which  it  will  have  descend- 
ed, after  having  passed  down  the  quantity  a,  the  head 

will  then  be  H — a  :  call  it  A,  and  we  shall  have  .^^i-^_i 

mS  A/2g' 

The  time  required  being  evidently  only  the  difference 
between  those  of  which  we  have  thus  given  the  expres- 
sion, there  results 

2A 


^,^^(VH-VA> 


Example.  There  is  a  prismatic  vessel,  whose  horizontal  section 
is  a  square  of  3.199  ft.  at  its  side,  and  which  has  in  its  bottom 
an  orifice  .0889  ft.  diameter ;  it  is  filled  with  water  up  to  a  height 
of  12.435  ft.  above  the  centre  of  the  orifice.  What  is  the  time 
required  to  draw  down  the  level  4.265  ft.,  reckoning  fipom  the 
moment  of  opening  the  orifice? 

We  have  A=3.199X3.199=10.2336  square  feet ;  S=;t'(.0889)« 
=.00621  square  feet ;  H=12.435  ft. ;  A=12.435— 4.265=8.17  ft., 
and  ?n,  according  to  the  table  of  No.  26,  will  be  0.61 ;  so  that 
2X10  2336 

%.61X.00621  V2^  (VI243-5_V8-X7)=450'=7'30'. 

Bossut,  operating  with  the  above  data,  found  /=b7^  25^.5. 

This  author  also  made,  with  the  same  apparatus,  the  three 
experiments  presented  in  this  table : 


1  Diameter  of  |    Falling  of 
orifice,  m  feet.  jleTel,  In  ftet 

Tlmeoffall- 
iDff,  according 
to  experi- 
ments. 

Time  of  faU- 
mala. 

.0889 
.1775 
.1775 

9.5805 
9.5805 
4.2653 

20^25" 
5'   6" 
r52" 

20^41" 
5^10^ 
r52^ 
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Although  the  times  deduced  from  calculation  are  generally  a  lit- 
tle greater,  the  excess  is  so  small  that  it  may  be  neglected  :  it  is 
probably  the  efiect  of  some  small  error  of  observation. 

I  would  remark,  that  the  time  which  a  vessel  requires  to  empty 
itself  entirely,  could  not  be  exactly  determined  by  the  formuhe  ; 
when  tJie  water  descending  is  near  the  bottom,  it  assumes  the 
foTm  of  a  funnel,  the  middle  of  which  is  occupied  by  air,  and  it 
thus  diminishes  the  orifice  of  efflux.  Besides,  when  the  water  is 
only  about  \  inch  from  the  bottom,  the  molecular  attraction 
retains  its  particles,  and  the  flow  is  checked,  or  rather,  it  pro- 
ceeds only  drop  by  drop. 

of wlto^^ed      ^®*  '^^^  expression  of  the  time  required  by  a  fluid 
In  a  given    to  fall  »  Certain  quantity,  gives,  by  a  simple  transfor- 
mation, the  extent  of  the  fall,  as  well  as  the  volume  of 
water  discharged  during  that  time. 

For  the  extent  of  the  fall,  H — A,  we  have 


A 


^(vff-'^O- 


Multiplying  this  expression  by  A,  (which  merely 
removes  A  from  the  incomple^  factor,)  we  obtain  the 
volume  of  water  discharged  in  the  time  /.* 

Take,,  fin  example,  a  basin,  the  upper  part  of  which  is  sensibly 
prismatici^  and  having  a  snriace  of  10764.3  sq.  ft. ;  the  water 
issues  from  it  through  a  gate  2.133  ft.  broad  by  0.27888  ft.  high. 
How  much  will  the  surface  &11  in  one  hour  %  Here  As=l 0764.3 
squaM  fb. ;  &rf.  1326X^888=6.59474,  H=8.8587  fl.,  t==l^^ 


*  Should  the  reader  find  any  trouble  in  traosfi^niung  this  equa- 
tion, he  will  readily  understand  the  fi>llowing : 

Multiply  first _m«mber  by  Vh+ Va,  and  second  member  by  its 
equivalent  ^E-^^W—tn^  V2J",  and  the  result  given  in  (90) 
is  produced.  Translator. 
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3600^',  and  m  for  the  openings  of  the  gate  is  about  .70 ;  conse- 
qoently,  the  &11  demanded  mil  be 

For  the  volume  of  water  discharged  in  the  time  of  this  fiiU,  we 
should  have  10764.3X3.0119=32421  cubic  ft. 

91.  Admit  that  the  prismatic  basin,  while  emptying  bmih  receiving 

,^  .  .     //.         .  1  .      \  r  J      G     water  whUe 

itself,  receives  a  current  (furnishing  less  water  than  being  emptied, 
flows  &om  the  basin),  and  let  us  determine,  in  this 
new  case,  the  time  required  for  the  surface  to  fall 
a  given  quantity.  Preserving  the  above  denomination, 
call  q  the  volume  of  water  coming  to  the  basin  in 
one  second  x,  and  the  descent  in  the  time  t;  dx  will  be 
the  height  through  which  the  fluid  will  fell  during  the 
infinitely  small  instant  of  time  dt^  at  the  end  of 
the  time  /.  X.dx  will  express  the  volume  of  water 
discharged  during  that  instant,  if  the  basin  receive  no 
water  flowing  in;  but  as  it  receives  q  in  one  second, 
and  consequently  qdt  in  rf/,  the  volume  of  water  really 
discharged  will  be  Adx-\-qdt,  This  same  volume,  ac- 
cording to  the  formula  of  the  discharge  through  orifi- 
ces (16),  is  also  expressed  by  m'&dt  />/2g  (H — x). 

We  shall  therefore  have,  

Adx-\'qdt=mSdt  /s/2g  (H-^) ; 
making  H — x=h,  whence  — dx=dhj    _ 
qdt — Adh=7nSdt  ^2g  a/ A; 
_  .  _      .  _  — Adh 

which  gives  *— ^v2^va1^'  ' 

To  integrate  this  equation,  I  make 
mS  A/2g  fs/li  —  y=y,  and  it  becomes 

*=^('^+5'f)' 

of  which  the  integral  is 
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Giving  to  y  its  value  above,  determining  the  constant 
for  the  origin  of  motion,  where  ^=0,  x=Q^  and  A=B[, 
substituting  the  ordinary  logarithms  for  the  hyperbolic 
logarithms,  by  multiplying  the  latter  by  2.303,  we 
shall  finally  have 

When  no  water  flows  into  the  basin,  y=0,  and  we 
have  the  equation  of  No.  89.* 

A  pond,  reduced  to  the  prismatic  form,  has  a  surface  of  38751 .48 
square  ft.,  and  a  depth  of  11.483  ft. ;  it  is  fed  by  a  stream  afford- 
ing 33.55  cubic  ft.  of  water  per  second ;  when  the  gate  is  wholly 
raised,  the  opening  is  3.609  ft.  wide,  and  1.969  ft.  high. 
In  what  time  will  the  pond  draw  down  to  .328  ft.  above  the  upper 
edge  of  the  opening?  (According  to  what  was  said  in  No.  89, 
the  formula  would  not  give  the  time  of  descent,  when  the  level  of 
the  fluid  is  only  at  a  small  height  above  the  orifice  of  efflux).  We 
have  here,  for  the  head  above  the  centre  of  that  orifice,  at  the 
moment  of  raising  the  gate;  H=10.4988=(11.483 — ijga)  ft. ; 
and  for  the  head  at  the  end  of  the  time,  te:1.312(=ii^Li-[-.328) 
ft. ;  S=3.609  ft.Xl.9685  ft.=7.10612  square  ft. ;  A=38751.51 
square  ft. ;  j=33.558  cubic  ft. ;  772=.70;  consequently,  mS  ^2g 

==39.907  and  log  ^^y|=^=logfj:ff^log  7*.8792=.89648. 

From  this  the  equation  becomes 

t  ==  -'^^^  {»•«"  ( VioiSw-  Vi:si2)  -f  28.08 X  wms X '^sfml  = 

7440" =2»^  4'. 

This  is  the  time  required. 


*  I  give  the  method  by  which  D'Aubuisson  has  got  this  result. 
Putting  in  S  V2^  Va  —  y=y,  the  equation  stands  thus  : 

Substitatang  in  above,  we  have 

Translator. 
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92.  K  it  were  required  to  determine  the  descent  of 
the  level  in  a  given  time,  the  question  would  be 
reduced  to  determining  the  head  h  at  the  end  of  that 
time,  and  we  should  subtract  it  from  the  head  H  at  the 
commencement  of  the  discharge.  To  obtain  A,  we  will 
put  successively,  into  the  equation  of  the  preceding 
number,  several  values,  until  one  is  found  to  satisfy  its 
conditions. 

Take  the  pond  just  investigated,  and  let  us  ascertain  how  much 
the  sur&ce  will  be  lowered  in  one  hour,  H  being  always  10.4988 ; 
we  have  also  <=3600",  A=38751.51  square  ft. ;  ^==33.558  cubic 
ft.,  and  mS  V2^^39.907. 

Putting  these  numerical  values  into  the  equation,  and  assum- 
ing different  values  for  h,  we  shall,  after  a  few  trials,  find  the  value 
of  A,  which  nearly  satisfied  the  equation  to  be  3.99745 ;  the  reduc- 
tion in  this  case  gives  +1-27  ft.=0. 

•  Consequently,  Che  fall  required  will  be,  10.4988—3.99745= 
6.5013  feet. 

98.  In  case  the  water  passes  from  a  basin  over  a  wben  water 
weir,  admitting  that  the  basin  received  no  fresh  sup- 
plies, we  should  have,  from  what  has  just  been  said, 
and  what  has  been  explained  elsewhere  (70), 

A.dx  =  \ml  (H— or)  dt  ^/2g  a/K—x; 
whence,  by  a  method  analogous  to  that  before  used,  we 
deduce 


over 
weirs. 


/  = 


3A       /J 1_' 


ky 


Take,  for  example,  a  basin  with  a  surface  of  1076.43  square  ft., 
on  one  side  of  which  is  a  weir  1.6411  ft.  wide ;  the  level  of  the 
water  is  2.6251  ft.  above  the  sill.  In  how  long  a  time  will  the 
surfiice  fall  1.97? 

Here  A=2.625-.1.97=.655 ;  H=2.625;  A=1076.43 ;  7=1.64 
and  m=s.61 ;  so  that 

^     3X1076.43      /-     1  1      ^ 

'-Mxi:SmM  Cv:65-5- V^J  =248.8r=4'8.8r. 
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94.  Thus  far,  we  have  considered  only  prismatic 

notprtomauc.  y^gg^jg  ^^  bagingj    the  determination  of  the  time  of 

efflux  for  every  other  form  would  be  much  more  com* 

plicated;  it  is  even  impossible,  in  most  cases  which 

present  themselves. 

The  fundamental  equation  is  still 

A.dx 

Mx=m^dt  ^2g  (H— :r) ;  whence  *=mSV2^ff^)" 

But  here  A  is  variable,  and  the  integration  can  be  ef- 
fected only  after  expressing  A  as  a  function  of  x;  this 
could  be  done  only  so  far  as  the  law  of  its  decrease  was 
known,  and  consequently,  only  as  the  basin  would  be  a 
solid  of  revolution,  the  equation  of  the  generating 
curve  of  which  was  known.  In  all  other  cases,  it 
would  be  necessary  to  proceed  by  approximation  and 
by  parts.  For  this  purpose,  we  should  divide  the 
basin  into  horizontal  strata  of  small  thickness;  each 
should  be  regarded  as  a  prism,  and  we  would  determine 
by  the  above  formula  the  time  required  to  empty  it. 
The  sum  of  these  partial  times  will  be  the  time  which 
the  water  will  have  required  to  fall  a  quantity  equal  to 
the  sum  of  the  height  of  the  prisms. 

For  example,  let  there  be  a  pond,  with  a  fluid  sur&oe  of  839075 
square  ft.,  which  is  kept  at  the  level  of  7-87  ft.  above  the  oentre 
of  an  opening  at  the  bottom,  provided  with  a  pyramidal  shaped 
mouth-piece  of  ]  .48  ft.  square.  In  what  time  will  the  sur&oe 
&11  3.2809  ft.,  when  that  mouth  is  open? 

Suppose  the  stratum  of  water  3.2809  ft.  thick  to  be  divided 
into  two  strata,  each  1.6404  ft.  thick ;  according  to  the  plans  and 
profiles  of  the  pond,  to  be  made  with  care  and  detail,  we  should 
determine  the  mean  section  of  the  first  quantity ;  admit  that  it  is 
287407  square  ft.,  and  that  of  the  second,  181917  square  ft. 

For  the  first,  we  have  A=6.2337  ft.  (=7.8741—1.0404)  ;  and 
for  the  other,  ^=(6.2337  ft.— 1.G404  ft.)=4.5933  ft. 

Consequently,  the  time  required  to  discharge  the  first  stratum, 
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.98  being  the  coe£Scient  of  discharge  through  the  pyramidal  trough 
(51),  wmbe(89) 

2  V  287407  

^-0.&8X(1.4764)'  H/ig  (V7:87il-V6.2337)=^  10375.7-^ 

2h  52'  55.7' 
For  the  second  stratum,  we  have 

'  =  0.98X(1.4764)>V2^  ( V0357  -  VJ:5933)  =  7505.6"= 

2J»  05'  S.G'^ 

Thus,  the  time  of  the  descent  of  sur&ce  required  will  be  4^  58' Ol''. 
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CHAPTER    THIRD. 

THE   FLUID    PASSES   PB 
VOIR   INTO   ANOTHER. 

If  a  reservoir,  containing  a  fluid,  instead  of  dis- 
charging it  into  the  atmosphere  through  an  orifice  in 
its  lower  part,  should  discharge  it  into  a  reservoir 
already  containing  a  certain  quantity  of  the  same  fluid, 
in  such  a  manner  that  the  orifice  of  communication  be 
covered  by  the  fluid,  we  shall  have  to  distinguish  three 
cases. 

95.  First,  that  where  each  of  the  two  reservoirs  sen- 
sibly preserves  its  own  level.  This  occurs  when  one 
reach  of  a  canal  furnishes  water  to  the  reach  immedi- 
ately below,  through  a  sluice-way  placed  below  the 
surface  of  the  lower  level.  The  water  is  retained  in 
Theievii  being  the  uppcr  rcach  by  a  sluice-gate  AB,  at  the  bottom  of 
ci^^ruw!^  which   is  the  opening  of  which  BD   represents   the 

enrol™.         height. 

To  determine  the  quantity  of  water  which  will  pass 
out  in  the  unit  of  time. 

Let  m  be  a  fluid  particle  situated  at  any  point  of  the 
opening,  the  pressure  or  force  which  tends  to  make  it 
pass  is  represented  by  Am  ;  but  on  the  other  side  is  a 
force  Cm,  tending  to  hinder  its  exit,  and  acting  in  the 
opposite  direction;  so  that  the  resultant  or  force  in 
virtue  of  which  m  will  pass  out  is  Am — Cm=AC. 

For  another  particle,  n,  we  should  in  like  manner 
have  Aw — Cn=AC.  Thus,  all  the  particles  will  pass 
out  with  equal  velocities,  those  due  to  the  difierence  of 
level  AC. 

In  general,  when  a  fluid  passes  from,  one  reservoir 
to  another,  through  an  orifice  covered  by  the  fluid  in 
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the  latter,  the  effective  head  on  each  point  of  the 
orifice,  aiid  consequently,  the  head  due  to  the  velocity 
of  exit,  at  any  instant,  is  the  difference  of  level  of 
the  two  reservoirs  at  that  instant. 

Such  is  the  fundamental  principle  of  flowage  consid- 
ered in  this  chapter. 

96.  If  A'  be  the  difference  of  level  of  the  two  reser- 
voirs, S  being  the  section  of  the  orifice,  m  the  coeffi- 
cient of  contraction  for  that  orifice,  and  Q  the  discharge 
in  one  second,  we  shall  have  Q=mS  A/2gh\ 

But,  in  this  case,  has  m  the  same  value  as  when  the 
efflux  is  made  into  the  atmosphere  ?  In  other  words, 
is  the  fluid  vein  equally  contracted  in  air  and  in  water? 
A  hundred  years'  ago,  Daniel  Bernoulli  answered  this 
question  in  the  affirmative.  Having  taken  a  cylindrical 
vessel,  with  an  orifice  in  the  bottom,  and  filling  it  with 
water,  he  remarked  that  the  fluid  surface  descended 
the  same  distance. in  the  same  time,  whether  the  orifice 
were  in  open  air,  or  plunged  slightly  in  still  water. 
(Hydro,  p.  129.)  Many  experiments  made  on  the 
orifices  of  sluice  gates  indicate  a  discharge  nearly 
equal,  whether  these  orifices  were  under  water  or  out 
of  water.  They  give,  in  the  two  circumstances,  0.625 
(28)  for  the  coefficient  of  reduction  from  the  theoretic 
to  the  actual  discharge.     Thus,  Q=0.625S  A/2gh\ 

97.  Pass  to  the  case  where  the  lower  reservoir,  that  a  constant  levei 
yrhich  receives  the  water,  is  limited,  as  a  basin  of  less  reservoirand^a- 
size  would  be,  whilst  the  upper  reservoir  is  regarded  of  '**"^^.*^* 
indefinite  extent,  or  rather,  as  kept  constantly  at  the 

same  level.      When  the  orifice   of  communication   is 
open,  the  surface  of  the  water  in  the  lower  basin  will 
rise ;  it  is  required  to  determine  the  time  it  will  take 
to  attain  a  given  height. 
Let  M  be  the  basin,  the  water  entering  the  orifice  B      ^iv-  9o. 
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has  already  arrived  at  C,  what  is  the  time  requisite  for 
it  to  arrive  at  D? 

This  problem  is  exactly  the  inverse  of  that  (89) 
where,  for  a  vessel  which  discharges  freely  into  the 
atmosphere,  it  is  required  to  assign  the  time  in  which 
the  fluid  will  ascend  a  given  quantity.  In  that  case,  as 
the  flowing  takes  place,  the  surface  of  the  water  above 
the  orifice  will  fall  with  a  uniformly  retarded  motion. 
In  the  present  problem,  the  surfiwje  of  the  basin  M, 
driven  upwards  by  a  force,  (the  difference  of  level  of 
the  two  basins),  which  decreases  in  the  same  progres- 
sion as  the  height  of  the  reservoir  in  the  other  case 
decreased,  will  rise  with  a  motion  equally  retarded,  and 
will  require  the  same  time  to  pass  through  the  same 
space,  under  equal  pressures. 

If  H  is  always  the  head  AG  at  the  commencement 
of  the  time  ^,  h  the  head  AD  at  the  end,  A  the  area 
of  the  section  of  the  basin  to  be  filled,  S  the  section  of 
the  orifice  B,  m  the  coefficient  of  contraction,  we  shall 
here  also  have 

and  for  the  time  of  filling  up  to  A, 

These  formulae  are  of  great  use;  they  serve  to  deter- 
mine the  time  necessary  to  fill  a  lock  chamber. 

Let  UB  make  an  application  to  the  canal  of  Languedoc,  or  South- 
ern canal.  Admitting  the  middle  chamber,  such  as  given  in  the 
history  of  that  canal,  by  Gen.  Andr^ossy,  (tom.  I.,  pp.  158  and 
251,)  we  have, 

Length  of  chamber  firom  one  gate  to  the  other,  115.1  ft. 

Breadth  of  chamber  (swelled  in  middle)  horn  21.33  to  36.22  ft. 

Fall  from  one  level  to  the  other,  7.46  ft. 
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Horizontal  section  of  chamber,  3504.86  sq.  ft. 

Section  of  an  opening,  6.766  sq.  ft. 

Height  of  upper  level  above  centre  of  opening,  6.395  it. 

From  the  same  centre  to  the  lower  level,  1.066  ft. 

The  coefficient  of  contraction,  the  two  openings  of  the 

upper  gate  being  open  at  a  time,  is  (29)  .548 

Consider,  first,  the  part  of  the  chamber  below  the  centre  of  the 
orifice.  The  time  of  filling  it,  determined  by  the  rule  of  efflux 
into  the  open  air  (16),  will  be,  observing  that  two  orifices  are 
open, 

3504.86X1.066 


.548X2X6.760  ^^  ^^^ 


=24.^84. 


For  the  part  which  is  above  the  centre  of  the  orifice,  we  have, 
by  the  formula  just  established, 

2X3504.86  ^095 
.548X2X6.766  ^%g  -  ^^  ' 

thus,  th6  time  for  filling  the  whole  chamber  will  be  about  323^^  or 
5'  23^^. 

The  Historian  of  the  canal  gives  for  the  time  from  5'  to  6';  his 
mean  term,  5^  30^^  scarcely  difiers  from  the  result  of  the  formulsd. 

98.  Some  experiments  made  in  Germany,  on  a  sluice  of  the 
canal  of  Bromberg,  and  reported  by  Eytelwein,  (Handbuch,  ^  120,) 
win  make  us  still  better  able  to  compare  the  results  of  calcula- 
tion with  those  of  experiment. 

The  chamber  was  162.7  ft.  long,  its  breadth  from  21.62  ft.  to 
29.86  ft.,  and  its  section  4542.5  square  ft. ;  the  orifices  were  2.059 
ft.  (2  ft.  of  the  Rhine)  broad ;  the  height  of  one  was  1.373  ft. 
and  of  the  other  1.845  ft.  The  water  was  admitted  first  through 
the  former  and  then  through  the  latter;  thus  there  were  two 
series  of  experiments.  In  each,  the  water  was  prefiously  suffered 
to  ascend  in  the  chamber  up  to  .197  ft.  above  the  upper  edge  of 
the  orifice,  then  the  edge  of  the  first  orifice  was  7.294  below  the 
upper  level,  and  the  edge  of  the  second  was  7.208  ft.  The  num- 
ber of  seconds  which  the  water  required  to  rise  a  certain  quan- 
tity, (1  or  2  inches,)' until  the  chamber  was  full,  was  counted. 
The  results  obtained  are  here  given : 
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Nnmber 

Height 
thro*  which 

TIME  OF  RISING. 

of 

the  water 

By  calcula- 

By expert-  ' 

openings. 

rose. 

tion. 

ment. 

feet. 

seconds. 

seconds. 

2.0595 

260 

263 

2.0595 

319 

327 

1 

2.0595 

458 

491 

1.1152 

667 

682 

7.2937 

1704 

1763 

1.0297 

93 

90 

1.0297 

102 

102 

l.tf297 

112 

114 

1.0297 

128 

128 

2 

1.0297 

151 

149 

1.0297 

197 

197 

1.0297 

476 

454 

7.2079 

1259 

1234 

The  times  of  the  partial  elevations  were  also  calculated,  by  the 
formula 

in  which  m  was  taken  =  .625. 

The  yalue  of  H  in  each  of  these  partial  experiments,  is  the  sum 
of  the  elevations  noted  in  the  second  column,  and  taken  by  start- 
ing firom  the  bottom  of  the  column,  and  comprising  the  elevation 
oonesponding  to  the  time  indicated  opposite ;  h  is  the  same  sum, 
but  not  comprising  that  elevation ;  thus,  for  the  second  experi- 
ment in  the  table,  we  have 

H=1.1152-h2.0595-f  2.0595=5.2342  and 

A=1.11524-2.0595=3.1747. 
We  see,  by  comparison  of  the  last  two  columns,  that  the  results 
of  calculation  agree  pretty  weU  vrith  those  of  experiment ;  if  in 
the  latter  observation  we  find  a  great  difference,  it  probably  pro- 
ceeds from  the  extreme  difficulty  of  taking  the  exact  moment 
when  the  vrater  ceased  to  ascend  in  the  chamber,  the  elevation  in 
tiie  last  moments  increasing  only  by  infinitely  small  degrees. 

The  level  of  the      99-  We  come  to  the  third  case,  presented  by  two  res- 

^^▼lucKtog!'*"  ervoirs  communicating   with   each   other;  that  where 

.    both  being  limited,  and  neither  of  them  receiying  new 
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water,  the  sur&ce  of  one  descends  while  that  of  the 
Other  ascends.  Snch  is  the  case  of  the  two  basins  K 
and  L,  communicating  by  a  great  tube  EF,  having  a  rig.>2i. 
cock  at  G.  Before  the  cock  is  opened,  the  level  of  the 
water  is  at  AB  in  the  first  basin,  and  at  GO  in  the  sec- 
ond; at  the  end  of  a  certain  time,  after  the  opening  of 
the  communication,  it  descends  to  MN  in  the  first,  and 
rises  to  PQ  in  the  second ;  it  is  required  to  find  the 
relation  between  these  two  elevations;  or,  vice  versa^ 
from  the  relation  between  the  elevations,  it  is  required 
to  ascertain  the  time  of  flowing. 

Let  ^=the  time,  BE=H,  CF=A,  NE=:r,  PF=y, 
A=the  section  of  the  first  receiver,  B=the  section  of 
the  second,  *:=the  section  of  the  pipe  of  communica- 
tion; m  will  comprise  the  effect  of  the  resistance  of  the 
pipe.  While  the  fluid  is  rising  in  the  second  basin,  the 
quantity  rfy,  during  the  instant  dt^  it  will  fall  in  the 
other  dxj  and,  observing  that  x  diminishes  when  y  and  t 
increase,  we  shall  have 

Adx  =  —  Brfy, 


and  (16)  Ada:= — ms  s/2g  {x — y).  dt,  or 

A.dx 

dt  =  —  — >w^— r-- 

The  first  equation  being  integrated,   (observing  that 
when  :f=H,  'if=h^  becomes  Ajr4-By=AH+BA. 

Taking  from  this  the  value  of  y,  and  putting  it  into 
the  preceding,  integrating,  and  observing  that  a:=H 
when  ^=0,  we  have 

^-^V^TCA+B)!  V5(ff=^*l-V(A+B)^AH-BA  \ 

K  it  be  desired  to  know  the  time  which  the  fluid  will 
take  to  arrive  at  a  certain  level,  in  the  two  basins, 
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we  should  make  a:=y=-j-^^,  and  this  value,  put 
into  the  above  equation,  would  giv^ 

Take,  for  example,  in  the  doable  lock  of  a  canal  of  navigation, 
two  contiguous  lock  chambers.  When  a  boat  ascending  the 
canal,  has  entered  the  lower  chamber  by  its  lower  gate,  the  gate 
is  closed ;  we  then  raise  the  paddle  gates  of  the  gate  which  sep- 
arates the  lower  from  the  upper  chamber,  (the  upper  gate  of 
which  is  closed)  ;  the  water  descends  in  one  chamber  and  rises  in 
the  other,  until  they  have  a  common  level ;  then  the  gate  of  sep- 
aration is  opened,  and  the  boat  is  introduced  into  the  upper  cham- 
ber. We  require  the  time  which  elapsed  from  the  moment  of 
raising  the  paddle  gates,  until  the  water  stands  at  the  same  level 
in  the  two  chambers.  Suppose  the  question  to  apply  to  the 
double  lock  of  Bayard,  near  Toulouse.*  Count  the  time,  from  the 
moment  when  the  water,  arriving  into  the  lower  chamber,  has 
attained  the  centre  of  the  orifice  of  the  paddle  gates ;  then  H 
=13.583  ft.,  A=.787  ft.;  also,  A=2206.68  square  ft.;  B= 
2314.32  square  ft. ;  5=13.445  square  ft.  (for  the  two  orifices),  and 
m=.548 ;  we  shall  have 

_^2X2206.68X2314.32X\/i3.583=:?787  ^  ^^^g'  I-'' 

^  .548X13.445V2^X4521  '  * 

Experiment  gave  2f  29^'.    This  excess  of  12^'  proceeds  from  the 

fiict,  that  the  paddle  gates  were  not  yet  quite  raised,  when  the 

water  attained  the  centre  of  their  openings ;   and  the  formula 

supposes  that  they  were  so. 

Note.  Vessels  divided  into  different  compartments,  by  parti- 
tions or  diaphrams  pierced  with  orifices,  present,  during  the  flow 
of  the  fluids  which  they  contain,  diverse  phenomena,  which  have 
given  rise  to  interesting  mathematical  considerations.  But  as 
these  questions  are  of  greater  interest  as  it  regards  analysis  than 
in  respect  to  immediate  application  to  practice,  we  shall  not 
dwell  on  them,  but  refer  to  the  works  specially  treating  of  them, 
and  particularly  to  the  Hydrodynctmique  of  Daniel  Bernoulli,  sec. 
Vm,  and  to  that  of  Bossut,  tome  I.,  second  part,  chap.  Vll. 

*  Histoira  da  Canal  du  Midi.    Tome  I.,  page  351 ;  Tome  II.,  PI.  III. 


SECTION   SECOND 

ON    RUNNING    WATERS. 


100.  Water  running  naturally  on  the  surface  of  the 
globe,  forms  rivulets  and  streams,  which  here  will  be 
comprised  under  the  general  name  of  rivers. 

Water  also  runs  in  canals  dug  by  the  hand  of  man. 
Both  canals  and  rivers  are  uncovered;  but  water  is 
sometimes  inclosed  in  conduit  pipes^  for  the  purpose  of 
condacting  it  conveniently  to  a  given  point.  It  also 
passes  from  these  pipes  under  the  form  of  jets  dPeau, 

The  consideration  of  the  different  circumstances  of 
motion  in  these  four  states,  will  be  the  object  of  the 
four  chapters  of  the  second  section. 

CHAPTER    FIRST. 

CANALS. 

101.  Canals  differ  in  this  regard  from  rivers,  that   Definitions. 
they  have  a  regular  bed,  having  throughout  the  same 
inclination  and  the  same  profile;  and  they  carry  down 

the  same  volume  of  water  throughout  their  length.  In 
case  one  of  these  conditions  is  not  fulfilled,  where,  for 
instance,  after  a  certain  slope,  another  is  assumed,  there 
will  result  two  canals,  the  one  succeeding  the  other. 


112  FLOW   IN    CANALS. 

Fig.  22.  If  from  the  point  o,  at  the  bottom  of  the  canal,  a  hor- 
izontal line  op  is  drawn,  its  corresponding  vertical  qp 
will  be  the  slope  of  the  canal  for  the  length  oq.  It  is 
called  the  absolute  slope,  if  o  and  q  are  at  the  extrem- 
ities of  the  bed  of  the  canal;  and  the  relative  slope,  or 
the  slope  per  foot,  if  oq  is  one  foot  long.  Calling  the 
slope  p,  if  L  is  taken  for  any  length  of  a  canal,  D  being 
the  difference  of  level  between  the  extremities  of  this 
portion,  we  have  p=^]  or,  if  e  represents  the  angle  of 
inclination,  p=&m.  e. 

The  section  of  a  canal,  or  any  water-course,  is  the 
area  of  the  section  made  by  a  plane  perpendicular  to 
the  axis  of  the  current;  in  a  rectangular  canal,  if  t= 
breadth  and  A=depth,  s  or  area  of  section  is  s=lh;  if 
it  is  trapezoidal,  £=breadth  at  bottom,  and  n  the  slope 
of  the  sides,  or  the  ratio  of  the  base  to  the  height,  then 
*=(/+w  A)  h  or  5=(/+cos.  /.  A)  A,  where  /  is  the 
inclination  of  the  sides  to  the  horizon. 

That  part  of  the  contour  of  the  fluid  section,  in  con- 
tact with  the  bed  or  bottom,  as  well  as  sides  or  berms, 
is  called  the  wetted  perimeter  of  the  section.  Desig- 
nating it  by  c,  for  rectangular  canals,  we  have  e=/-f-2A; 

for  trapezoidal,  c=l-{-2h  nj r^-\-\^='l-\--. — >. 

Dubuat  gives  the  name  of  mean  radius  of  the  sec- 
tion, for  the  ratio  of  the  area  to  that  of  the  wetted 

perimeter,  or  — . 

Let  us  now  examine  the  nature  of  the  motion  of  water 
in  canals,  that  is  to  say,  the  nature  and  expression  of 
the  forces  which  produce  it;  thus  establish  the  formulae 
of  this  motion,  with  their  various  applications;  and 
finally,  ascertain  the  quantity  of  water  which  canals 
can  receive  at  their  heads  or  inlets. 
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ABTICLE   FIRST. 
Nature  of  Motion  in  Canals. 

102.  Gravity  is  the  sole  force  that  acts  upon  a  mass      ^^^ 
of  water  left  to  itself,  in  a  bed  of  any  form;  it  pro-    or mouoh. 
daces  all  the  motion  which  takes  place. 

Whenever  its  action  upon  each  fluid  particle  (whether 
it  be  that  which  it  exerts  directly  downwards,  or  that 
indirectly  produced  by  the  lateral  pressure  of  the  adjoin- 
ing particles)  is  destroyed,  so  that  the  fluid  mass  is 
brought  to  a  state  of  rest,  its  sur&ce  will  be  horizontal, 
fieciprocally,  when  the  surface  of  a  fluid  is  horizontal, 
exception  being  made  for  any  impulse  before  impressed 
upon  it,  all  action  of  gravity  will  be  destroyed,  and  no 
motion  can  take  place.  But  as  soon  as  this  surfSabce  is 
inclined,  motion  takes  place,  and  continues,  even  if  the 
bottom  of  the  bed  is  horizontal,  and  even  if  it  should 
have  a  counter  slope  for  some  distance.  Whence,  the. 
principle,  admitted  in  Hydraulics,  and  of  which  we 
shall  give  a  geometrical  demonstration,  that '  ^  the  motion 
of  particles  in  a  water  course,  is  due  wholly  to  the 
slope  cU  the  surface  f'^  this  slope  it  is,  which  is  the 
immediate  cause  of  motion,  and  enables  gravity  to  act. 

108.  Let  us  examine,  now,  the  mode  of  action  of  this  Mode  of  actum 
jforce,  and  what  is  its  measure  in  the  different  cases    ^  ^ 
that  may  occur,  which  are  represented  in  Fig.  22. 

Suppose  then  a  canal,  in  which  the  surBetce  of  water  is 
parallel  to  the  bottom  of  the  bed,  and  consider  the  very 
small  section  A.  The  fluid  particles  which  are  on  the 
bottom  c^  V,  will  descend  by  the  direct  action  of  grav- 
ity, as  down  an  inclined  plane.  Those  which  are  above, 
up  to  the  surface  a  b,  forming,  as  it  were,  threads  laid 
upon  the  first,  will  descend  in  the  same  manner.    The 
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effective  portion  of  gravity,  that  wtich  is  not  destroy- 
ed by  the  resistance  of  the  bed,  and  which  canses  the 
motion,  will  be  represented  by  the  height  a  c,  and  this 
height  will  be  g  sin.  i;  i  being  the  inclination  of  the 
snrface  a  b  to  the  horizontal  b  c.  The  indirect  action 
of  gravity,  or  the  lateral  pressure  experienced  by  each 
particle,  being  the  same  in  all  directions,  by  reason  of 
the  parallelism  of  a  d  and  a'  b\  will  not  occasion  any 
motion. 

Let  us  admit,  now,  a  current  with  a  snrface  more 
inclined  than  its  bed,  and  represent  a  small  section  of 
it  by  B.  Take,  then,  into  consideration,  any  particle, 
m,  traversing  the  section  in  the  direction  m  n.  This 
particle,  or  rather,  the  linear  system  of  particles  m  ti, 
will  experience:  1st.  The  direct  action  of  gravity, 
which  we  represent,  as  before,  by  the  height  m  of  the 
inclined  plane  m  n,  or  by  its  equal  cd,ind  being  taken 
equal  to  n  b,  2d.  The  indirect  actioiT  due  to  the  ine- 
qualities of  pressure  upon  the  two  extremes  of  the  sys- 
tem m  and  n;  at  the  upper  extremity  m,  conformably 
to  the  rules  of  hydrostatics,  the  pressure  is  represented 
by  the  height  of  the  fluid  column  ^  a;  at  the  lower 
extremity,  it  is  represented  by  n  6;  the  resultant  of 
these  two  pressures,  that  which  produces  motion,  will 
equal  then  m  a — n  b=a  d;  as  for  the  pressures  which 
each  particle  of  the  system  experiences  at  its  sides, 
perpendicular  to  m  n,  they  will  be  equal  to  each  other, 
and  reciprocally  destroy  each  other,  and  have  no  effect. 
Thus,  the  system  m  n  will  be  urged  downwards  by 
the  two  forces  a  d  and  c  d,  or  by  their  sum  a  c, 
which  is  g  sin.  t,  i  being  always  the  inclination  of  the 
surface. 

When  the  bed  is  horizontal,  as  in  the  section  C,  the 
direct  action  of  gravity  upon  the  particles  in  contact 
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with  the  bottom,  will,  it  is  true,  be  entirely  destroyed 
by  the  resistance  of  the  bottom;  but  the  indirect  action, 
or  the  inequalities  of  pressure,  will  amount  to 

ad — bb'=ac=g  sin.  i. 
For  all  other  particles  m,  the  moving  ¥orce  will  be  as 
above 

mf-{-{ma — nb)=cd-\-da;=ac=g  sin.  i. 

Finally,  if  the  bottom  has  a  counter  slope,  as  in  D,  the 
particles  upon  it  will  be  urged  back  or  up  stream,  by  its 
relative  gravity,  k  a'=ic  d;  but,  on  the  other  hand,  they 
will  be  urged  downward  by  the  difiference  of  the  press- 
ing columns  ad  and  66',  or  by  ad.  Hence  it  follows, 
that  they  will  be  impelled  in  this  last  direction  by 
ad — cdf=ac=g  sin.  i, 

104.  It  follows,  from  these  different  &ots,  that,  in  a  Acc«ieratiiig 
water  course  of  any  form,  each  particle,  in  traversing  a 
section  having  an  inclination  of  sur&ce  equal  to  i, 
receives  from  gravity  an  impulse  represented  by  g 
sin.  i;  that  is  to  say,  that  if  the  impulse  continues 
during  one  second,  it  will  produce  a  velocity  equal  to 
g  sin.  i;  this,  then,  is  the  expression  of  the  accelerat- 
ing force,  and  is  dependent  solely  upon  the  inclination 
of  the  sur&ce. 

This  slope,  so  to  speak,  may  vary  at  every  step,  or 
it  may  be  constant  for  a  long  space,  in  which  case,  a 
longitudinal  section  of  the  surface  of  the  current  forms 
a  right  line.  This  is  frequently  the  case  in  canals, 
properly  so  called,  of  a  constant  slope  and  profile;  the 
surfifcce  lines  and  the  bottom  lines  can  neither  converge 
nor  diverge,  and  must  be  parallel;  the  sur&ce  will  then 
have  the  same  inclination  as  the  bottom,  and  the  sin. 
i  will  be=8in.  e  oi==p  (102),  and  the  accelerating 
force  will  l)e=gp. 
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105.  From  what  has  been  said,  water  running  in  a 
canal  is  oonstantlj  sabject  to  the  action  of  an  accele- 
rating force;  so  that^  if  it  encounter  no  other  opposing 
force,  it  will  descend  with  an  accelerated  motion,  and 
its  velocity  would  never  be  uniform.  Nevertheless,  it 
often  attains  this  uniformity  in  a  very  short  space  of 
time,  after  which,  the  acceleration  is  inappreciable. 
Experience  proves  this  to  be  a  fact;  it  is  to  be  seen 
in  most  canals,  even  those  of  great  slope.  Thus, 
Bossut,  causing  water  to  run  in  a  wooden  canal 
656  ft.  long,  with  a  slope  of  1  in  10,  and  having  divid- 
ed the  canal  into  spaces  of  108  ft.  each,  has  found  that 
each  division,  excepting  the  first,  has  been  traversed  in 
the  same  time.  There  must  then  be,  after  a  certain 
period  of  time,  a  retarding  force,  which  destroys  at  each 
instant  the  effect  of  the  accelerating  force,  and  which 
is  equal  to  it.  Thus,  water  will  move  along  with  a 
velocity  acquired  in  the  first  moments  of  its  running; 
a  phenomenon  similar  to  that  produced  in  nearly  aJl 
motion ;  in  that  of  machines,  for  eininple. 

But  in  canals,  there  can  be  no  retarding  force  but 
that  which  comes  firom  the  resistance  of  the  bed.  This 
resistance  cannot  be  called  in  question;  firom  experi- 
ments made  with  a  tube  2.06  ft.  long,  there  was  a  dis- 
charge of  5.22  cubic  ft.  in  100'';  and  when  its  length 
was  doubled  to  4.12  ft.,  dimensions  in  other  respects  the 
same,  it  took  117''  to  discharge  the  same  volume.  Thus, 
the  velocity  in  the  tube  was  diminished  in  the  ratio  of 
117  to  100;  and  it  can  only  be  that  the  canal,  by  rea- 
son of  its  increased  length,  ofiered  a  greater  resistance 
to  the  velocity;  it  therefore  resisted  motion, 

106.  Let  us  examine  the  nature  of  this  resistance. 
When  water  passes  over  the  surfiiee  of  a  body,  there 

being  no  repulsion,  or  negative  a£Bnity  between  the  two 
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substances,  it  wets  this  snrfiice;  that  is  to  say,  a  thin 
lamina  of  fluid  is  applied  to  it,  penetrating  its  pores, 
and  it  is  retained  there,  both  by  this  engagement  of  its 
particles,  and  by  the  mutual  attraction  of  the  particles 
for  each  other. 

It  is  oyer  such  a  reyetment  or  watery  covering,  fixed 
against  the  sides  of  the  canal,  that  the  water  which  it 
conducts  must  pass.  The  thin  sheet  of  this  mass, 
immediately  in  contact  with  this  covering,  by  sliding 
along  and  rubbing  against  it,  mingles  its  particles  with 
those  of  the  covering — it  adheres,  and  its  velocity  is 
retarded.  In  consequence  of  the  mutual  adhesion  of 
the  particles,  this  stoppage,  gradually  diminishing,  is 
communicated  from  one  to  another  of  the  adjacent  lay- 
ers, till  it  is  felt  by  the  most  distant  fillets.  The  mass, 
in  consequence,  receives  a  mean  velocity  less  than 
would  take  place,  without  the  action  of  the  sides  and 
the  viscosity  of  the  fluid. 

The  cause  of  this  diminution  of  velocity  has  often 
been  attributed  to  the  friction  of  the  water  against  the 
sides  of  its  bed.  Such  a  friction,  if  it  occurs  at  all,  is 
of  a  nature  entirely  different  from  that  of  solid  bodies 
against  each  other;  it  depends  neither  upon  the  pres- 
sure, nor  the  nature  of  the  rubbing  sur&ces.  Dubuat 
is  convinced,  by  direct  experiments,  that  the  resistance 
of  wetter  is  independent  of  its  pressure.  He  has 
never  yet  found  any  variation  in  the  friction  of  water 
upon  glass,  lead,  pewter,  iron,  woods,  and  different 
kinds  of  earth.  {Principes  d? hydrauliqtie,  $$  84 
and  36.) 

Thifl  last  fiust  might  be  accounted  for,  by  observing,  that  in  all 
cases,  the  firiction  can  only  take  place  npon  the  aqueous  layer 
which  covers  the  sides  of  the  bed.  But  a  friction  independent  of 
praeBore!    It  would  seem  quite  natural  to  admit,  that  the  resist- 
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ance  could  proceed  from  no  other  Bonroe  but  the  adhedon  of  the 
particles  of  water  in  motion,  both  among  themselves,  and  with 
those  of  the  fluid-covering  of  the  sides  of  the  bed. 

This  adhesion  has  been  measured  by  weights.  Dubuat  found, 
that  to  detach  tin  plates  from  tranquil  water  with  which  they 
had  been  brought  in  contact,  there  was  needed,  beside  their  own 
weight,  an  effort  of  .96  lbs.  avoirdupois  to  1.03  lbs.  square  ft.  of 
surface. 

Yenturi,  by  means  of  a  remarkable  experiment,  affords  a  direct 
evidence  of  the  efibct  of  adhesion,  which  enables  the  particles 
of  water  in  motion  to  catch  up  and  carry  in  their  train,  those 
which  are  contiguous  to  them  in  a  fluid  mass  at  rest.  To  a  res- 
ervoir A,  kept  constantly  full,  was  fastened  a  box  filled  with 
Fig.  2S.  water,  in  which  was  placed  a  trough  CD,  open  at  its  ends,  and 
its  bottom  resting  on  the  edge  D.  A  small  tube  was  placed  in 
the  reservoir,  with  its  end  at  0.  As  soon  as  this  was  opened,  the 
jet  which  issued,  passing  through  the  water  which  had  found  its 
way  into  the  trough,  drew  with  it  the  part  adjacent;  this  was 
replaced  by  that  immediately  next  it,  which  in  its  turn  was 
replaced  by  the  water  in  the  box ;  so  that,  in  a  short  time,  the 
water  fell  from  the  level  of  GD  to  gh. 


Laws 

of 
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107.  Since  the  resistance  is  from  the  action  of  the 
sides  of  the  bed,  the  greater  the  extent  of  these  sides, 
that  is  to  say,  the  greater  the  wetted  perimeter  for  any 
unit  of  length,  the  greater  the  amount  of  resistance. 

But  this  resistance  of  the  perimeter  will  be  shared 
among  all  the  particles  of  the  section,  since  their  mo- 
tion is  connected  by  a  mutual  adhesion;  thus,  the 
greater  the  number  of  particles,  or  the  greater  the 
section,  the  less  will  the  velocity  of  each,  and  conse- 
quently their  mean  yelocity,  be  changed.  The  efifect 
of  resistance  will  be  in  the  inverse  ratio  of  the  section. 

On  the  other  hand,  the  resistance  will  increase  with 
the  velocity.  The  greater  this  is,  the  greater  will  be 
the  number  of  particles  drawn  at  the  same  time  from 
their  adhesion  to  the  sides ;  and,  further,  it  must  draw 
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them  more  promptly,  and  consequently  expend  more 
force ;  so  that  the  resistance  will  be  in  the  double  ratio 
of  the  velocity.  The  viscosity  of  the  fluid  occasions 
still  another  resistance,  which  becomes  more  sensible, 
compared  to  the  first,  as  the  velocity  is  smaller. 
Dubuat  has  observed  this  important  £Eu;t,  and  Cou- 
lomb, through  a  series  of  experiments,  made  with  his 
characteristic  skill  and  care,  has  found  that  it  is  simply 
proportional  to  the  velocity.  Thus  the  expression  of 
ratio  between  the  resistance  and  velocity  involves  two 
terms;  in  one,  the  velocity  is  as  the  second  power;  in 
the  other,  as  the  first;  this  last,  which  is  but  a  small 
fraction  of  the  velocity,  will  disappear  in  great  veloci- 
ties ;  it  is  always  inferior  to  the  other,  when  the  veloc- 
ity exceeds  .23  ft.,  but  below  this,  it  preponderates. 
In  short,  the  resistance  experienced  by  water  from  its 
motion  in  a  canal,  is  p/oportional  to  the  wetted  perim- 
eter, to  the  square  of  the  velocity,  plus  a  fraction  of 
velocity,  and  is  in  the  inverse  ratio  of  its  section. 
Experience  proves  that  this  is  very  near  the  truth. 

With  the  symbols  already  adopted,  in  calling  bv 
the  fraction  of  the  velocity  in  question,  and  a'  a  con- 
stant multiplier,  the  expression  of  resistance  will  be 

108.  After  what  has  just  been  said  upon  the  resist-  Mean 
ance  of  the  bed  and  its  effects,  the  different  fillets  of  a 
fluid  in  motion  in  a  canal  will  have  a  velocity  the 
greater  as  they  are  more  removed  from  the  sides  of  the 
bed ;  thus  they  will  have  different  velocities.  Never- 
theless, in  estimating  the  discharge  of  a  canal,  we  may 
admit  that  the  whole  mass  of  water  in  motion  is 
endowed  with  a  mean  velocity;  which  will  be  such  as, 
being  multiplied  by  the  section  of  the  canal,  will  give 
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the  volume  of  water  paased  in  one  seoond.  So  that  if 
Q  represents  this  yolome,  s  being  the  section  and  v  the 
mean  yelocitj,  we  have  Q  =  ^. 
Bauoofmean  109.  From  what  hss  been  stated  above,  it  follows 
^^^m^i^  that  the  greatest  velocity  of  a  current  will  be  at  its 
sur&ce —  in  its  middle,  if  the  transverse  profile  is  reg- 
ular— if  it  is  not,  then  in  portions  very  nearly  corre- 
sponding with  the  greatest  depths ;  it  is  there  that  is 
generally  found  the  ihread  of  water ^  or  fillet  of  the 
greatest  velocity. 

This  velocity  of  the  sur&ce,  being  that  most  easily 
determined  by  experiment,  the  knowledge  of  its  ratio 
with  the  mean  velocity  is  a  subject  of  great  interest  in 
practice  ;  it  will  enable  us  to  determine  this  last  veloc- 
ity so  as  easily  to  calculate  the  discharge.  The  inves- 
tigation of  this  ratio  has  been  the  object  of  many 
hydraulic  observers,  as  we  shall  see  in  the  article  on 
rivers;  we  confine  ourselves  here  to  what  concerns 
canals. 

Dubuat  is  the  only  one,  in  my  knowledge,  who  has 
made  precise  experiments  upon  this  subject.  They 
are  in  number  thirty-eight.  They  were  made  with  two 
wooden  canals  141  ft.  in  length ;  the  one  of  a  rectan- 
gular form  1.6  ft.  wide — Ae  section  of  the  other  a 
trapezium  whose  small  base  was  }  ft.,  with  its  sides 
inclined  SG"*  20^  to  the  horizon  (making  7t=1.86) ;  the 
depth  of  water  varied  from  .17  ft.  to  .895  ft.,  and  the 
velocity  from  0.524  ft.  to  4.26  ft.  Dubuat  concludes, 
from  these  experiments,  that  the  ratio  of  velocity  at  the 
sur&ce,  to  that  of  the  bottom,  is  greater  according  as 
the  velocity  is  less,  and  that  this  ratio  is  entirely  inde- 
pendent of  the  depth ;  that  to  the  same  velocity  of 
surface  corresponds  the  same  velocity  of  bottom.  He 
has  observed,  also,  that  the  mean  velocity  is  a  mean 
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proportional  between  that  of  the  surface  and  that  of  the 
bottom.     Calling  u  the  velocity  of  the  bottom,  Y  that 
of  the  surfeice,  and  v  the  mean  velocity,  he  gives  the 
results  of  his  observations  by  the  formula- 
«=(VV— .298868)*  and  t'^^-J^^CVV— .149434)«+.022332. 

M.  D.  Prony,  after  discussing  the  experiments  of 
Dubuat,  has  thought  this  the  more  convenient  for- 
mula: 

^  V+7.78188 
^—^  V+10.34508' 

Here  is  a  small  table  of  some 
values  of  v  corresponding  to  val- 
ues of  V,  as  given  by  this  for- 
mula. M.  D.  Prony,  taking  a 
mean  term,  has  thought  that,  in 
practice,  we  may  take  v=0.8V ; 
that  is  to  say,  in  order  to  have  the  mean  velocity  of  a 
current  of  water,  we  may  diminish  that  of  the  surface 
one  fifth. 


V 

V 

9 

metres. 

ftsct. 

J   0.25 

.8202 

0.77  V 

'  0.50 

1.6404 

0.79  V 

1. 

3.2809  0.81V 

1.50 

4.9213  0.83  V 

2 

6.5618  0.85  V 

ARTICLE  SECOND. 
Formuke  of  Motion  and  Applications. 

110.  We  have  two  kinds  of  motion  to  consider. 
Most  frequently,  the  surfiewe  of  a  current  in  a  long  and 
regular  canal  assumes  a  constant  slope,  which  is  the 
same  as  that  of  the  bottom  of  the  bed,  and  this  surface 
becomes  parallel  to  this  bed.  Then  all  transverse  sec- 
tions are  equal;  the  mean  velocity  is  the  same  in  each, 
and  the  motion  is  uniform. 

But  it  offcen  happens,  that  the  BurSace  varies  from 
point  to  point,  and  is  not  the  same  with  that  of  the 
bottom ;  so  that,  at  different  points  of  the  canal,  the 


Two  kinds 

of 

motion. 


Fandamental 
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sections,  and  consequently  their  velocities,  are  no 
longer  equal.  Still,  the  quantity  of  water  admitted  in 
the  canal  remaining  the  same,  upon  each  isolated  point, 
the  section  of  the  fluid  mass  will  be  constantly  the  same, 
and  the  velocity  then  will  always  have  an  equal  value: 
all,  then,  is  constant,  and  the  motion,  without  being 
uniform,  will  be  permanent, 

1.    Uniform  Motion. 

111.  We  have  already  remarked  (105),  that  when 
the  water  in  a  canal  becomes  uniform,  the  retarding 
force  equals  the  accelerating  force;  and  that  the  ex- 
pression for  this  last,  in  such  kind  of  motion  (104),  is 
gp  ;  so  that  we  have 

or,  making  —  =  a,  we  have 

p  =  a—{v^-\-bv). 

If,  at  a  portion  of  the  canal  where  the  motion  is  uniform,  we 
take  two  points  upon  the  sur&ce  of  the  fluid,  whose  distance 
apart  we  represent  by  U,  and  difierenoe  of  level,  or  absolute  slope 
by  D,  we  have  j?=^,  and  D=a  ^  (v^-j^) .  If  we  take  the  canal 
throughout  its  entire  length,  which  we  called  L,  and  H  being 
the  difference  between  the  head  and  foot  of  the  same ;  from  this 
difference  H,  we  must  take  a  height  due  to  the  velocity  v  of  uni- 
form motion,  as  we  shall  soon  see  (127),  and  we  have 

112.  It  remains  to  determine  the  two  constant  coef- 
ficients a  and  b. 

M.  D.  Prony,  in  combining  the  results  of  thirty 
experiments  made  by  Dubuat,  has  undertaken  and  exe- 
cuted this  determination.  Some  years  afterwards, 
Bytelwein  following  the  steps  of  Prony,  but  extending 
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his  observations  upon  ninety-one  canals  or  rivers,  in 
which  the  velocity  varied  from  0.407  ft.  to  7.94  ft.,  and 
the  fluid  section  from  .151  square  ft.  to  28.030  square 
ft.,  found  a'=. 0035855,  or  a  ==.000111415  and 
A=. 217785,  the  English  foot  being  the  unit. 

Thus,  putting  for  g  its  value= 32.18  ft.,  the  funda- 
mental equation  for  the  motion  of  water  in  canals  will 
be, 

p=. 000111415  -\  ^  -f  .0000242647  ^'; 

or,  observing  that  r=  ~  (108),  Q  being  the  discharge, 

p5»  =  .000111415  c  Q»+ .0000242647  cQ^. 
Of  the  four  quantities  Q,  ;?,  5,  and  c,  or,  remembering 
that  5=(/+nA)  h  and  c=/+2A  (VwM^),  (101), 
of  the  four  quantities  Q,  p,  h  and  /,  three  being  given, 
this  equation  enables  us  to  ascertain  the  fourth.  As  for 
n,  the  slope  to  be  given  to  the  banks,  it  will  be  indicated 
by  the  nature  of  the  soil  in  which  the  canal  is  dug. 

113.  It  is  seldom  that  the  velocity  is  found  among    Expraniou 
the  list  of  problems  to  be  resolved ;  still,  for  any  case     velocity. 
where  its  direct  expression  is  required,  the  first  of  the 

two  equations  above  gives 

r=— 0.1088946  +|/  8975.414^  +  .01185803 ; 
or,  more  simply,  and  with  sufficient  accuracy, 
t7=|/  8975.414^—0.1088946. 

114.  Consequently,  we  have  from  Q=^t7, 


Q=*(— 0.1088946+l/8975.414^+.01185803), 


Exprewlon 

of 
diichftrgO' 


Q=«Cl/8975.414-'  —.1088946). 
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116.  In  great  velocities,  those  of  3.2809  ft.  for  in- 
stance, or  any  above  this,  where  the  resistance  is  simply 
proportional  to  their  square,  we  have 

t?  =  94.738 V^%  and  Q  =  94.7885Vf . 

Let  there  be,  for  example,  a  canal,  whose  section  is  a  trapezium 
13.124  ft.  wide  at  top,  3.2809  ft.  at  bottom,  and  4.92  ft.  deep ; 
with  a  slope  of  0.001.  Required,  the  quantity  of  ?rater  which 
it  will  convey. 

We  have  p ^ 0.001 ;  7r=r  3.2809  ft. ;  A=»4.9214  ft.  With  regard 
to  u,  or  ratio  of  base  to  height  of  banks,  the  height  is  that  of  the 
trapezium,  and  the  base  is  one  half  the  difference  between  the 
two  bases :  so  that  n  =»  ~^^^-^-  =1.  From  this,  s^(l+nh)  h 
=  (3.2809  +  4.9214)  4.9214  =  40.366  sq.  ft.;  and  c  =  /+2^ 
/v/n*+ 1  =  17.2  ft.     Consequently,  Q,  the  quantity  sought,  is 

0=40.366  (V8975.414^^^>5;^.01185805—.108895)=180.87 
cubic  feet. 

If  we  neglect  the  term  .01185805  under  the  radical,  we  have 
for  Q  =  180.843,  which  only  diflers  from  the  above  by  .027. 

The  formula  above  for  great  velocities  would  give 


Q= 94.738  X 40.366  V—^,^'^^  180.65  cub.  ft. 
Slope  and        116.  The  slopo  is  directly  given  by  the  fondamental 


observatloiiB. 


equation  which  we  have  already  established  (112). 

The  canal  de  I'Ourcq  furnishes  both  an  example  of  • 
the  mode  of  its  determination,  and  some  remarks  worthy 
of  attention. 

There  were  106.61  cubic  ft.  of  water  per  second  to  be  disposed 
of;  the  projected  navigation  required  there  a  depth  of  4.9214  ft. ; 
and  in  order  that  the  water  should  always  be  at  hand  for  the  sei^ 
vice  of  the  fountains  in  Paris,  it  veas  necessary  that  it  should 
have  at  least  a  velocity  of  1.1483  ft. ;  the  soil  was  such  as  to 
admit  of  a  slope  of  1^  base  to  1  of  height. 

We  have,  then,  Q=  106.61  cub.  ft.;  »  =  1.1483  ft. ;  A  = 
4.9214  ft. ;  and  n  =  1.50.  Moreover,  from  the  given  terms 
of  the  problem,  s  is  known,  for  »«?« *-^n^7^  =  92.843 
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eq.  ft. ;  /  will  also  be  known,  since  from  the  expression  3^=* 
(l+nh)  h  (Sec.  101),  we  deduce 

consequently,  we  have  c  =  /-f-2^  >v/^4"r=  29.227  ft. ;  whence 
tile  general  equation, 

«)=.  .0001114155  ?^+.000024265!f-;  ^ 

8  8 

substituting  the  numerical  quantities,  gives  p  =  0.00005502 : 
such  is  the  slope  indicated  by  the  formula). 

M.  Girard,  the  engineer  who  planned  the  canal,  arrived  at  very 
nearly  the  same  result.  But  he  has  observed,  with  reason,  that 
aquatic  plants,  growing  always  upon  the  bottom  and  berms  of  the 
canal,  augment  veiy  much  the  wetted  perimeter,  and  consequently 
the  resistance ;  he  remembered  that  Dubuat,  having  measured  the 
velocity  of  water  in  the  canal  (du  Jard)  before  and  after  the  cut- 
ting of  the  reeds  with  which  it  was  stocked,  has  found  a  result 
much  less  before  the  clearing.  Consequently,  he  has  nearly  dou- 
bled the  slope  given  by  calculation,  and  has  carried  it  up  to 
0.0001056;  the  length  of  the  can^  being  314966  ft.,  this  gives 
33.260  fl.  of  absolute  inclination. 

117.  If  the  dimensions  I  and  h  were  the  one  to  determine 
unknown,  and  the  other  one  of  the  given  quantities  of  ***®J*^^' 
the  problem  to  be  solved,  we  take  the  values  of  c  and  3 
as  functions  of  these  two  dimensions,  and  substitute 
them  in  the  fundamental  equation  (112);  /  would  then 
be  deduced  by  the  resolution  of  an  equation  of  the 
third  degree,  and  h  by  that  of  an  equation  of  the  fifth 
degree. 

Let  us  determine,  for  example,  the  width  to  be  given  at  the  bot- 
tom of  a  canal,  appointed  to  conduct  123.60  cub.  ft.  of  water,  with 
a  depth  of  4.9213  ft.,  the  slope  being  0.0001 ;  and  the  soil  of  such  a 
character  as  to  require  for  slope  the  base  to  be  twice  the  height. 
Thus,  Q=123.60  cubic  ft. ;  ^=0.0001 ;  A=4.2649  fl.  and  n=2. 

We  substitute  these  two  last  quantities  in  the  expressions  of  s 
and  c  (No.  101),  which  in  their  turn  are  substituted  in  the  gen- 
eral equation.    This  will  involve,  then,  only  the  unknown  term 
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/;  and,  making  all  reductions,  and  arranging  according  to  the 
See  Appendu.  powers  of  /,  we  have 

/•+23.943  /•-46.578  ^-3832=0. 
Substituting  for  /,  we  find,  on  trial,  ^11.138  ft. 

118.  Most  generally,  /  and  h  are  not  given  terms  of 
the  problem;  we  have  only  Q  and;?,  or  the  volume  of 
water  which  the  canal  ought  to  conduct,  and  the  slope 
which  it  should  have,  leaving  the  engineer  to  determine 
the  width  and  depth.  To  obtain  these  two  unknown 
quantities,  there  is  hut  one  equation;  the  problem,  there- 
fore, is  indeterminate.  The  engineer  then  supplies  the 
gap,  in  giving  such  a  figure  as  he  deems  best  adapted 
to  the  profile  of  the  projected  canal;  this  figure,  indi- 
cating the  relation  between  the  two  dimensions,  fur- 
nishes the  equation  which  was  hitherto  needed. 

In  the  choice  of  this  figure,  regard  must  be  had  to 
the  object  most  important  to  be  fulfilled,  and  that  is 
adopted  which  fulfils  it  with  least  expense  of  co^struc- 
tion  and  of  maintainance.  When  it  is  desired  to  convey 
the  greatest  possible  quantity  of  water  to  the  point 
where  the  canal  empties,  according  to  the  formula  of 
discharge  (114  and  115),  the  volume  of  water  brought 
down  is  so  much  the  greater,  as  the  section  of  the  fluid 
mass  is  greater,  and  as  the  wetted  perimeter  is  smaller; 
consequently,  we  must  take  a  figure  which,  with  the 
same  perimeter,  presents  the  greatest  surface. 
Figure  119-  Geometry  informs  us  that  the  circle  has  this 

^^^ch^l^^  property.  The  semi-circle,  and  therefore  a  semi-circu- 
lar canal,  has  the  same  property,  the  ratio  between  the 
semi-circle  and  semi-circumference  being  the  same  as 
that  between  the  circle  and  entire  circumference. 

Then  follow  the  regular  demi-polygons,  and  with  the 
less  advantage,  as  the  number  of  their  sides  is  less; 
and  so  among  the  most  practicable,  forms  we  have  the 
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regalar  demi-hexagon,  the  demi-pentagon,  and  finally, 
the  half-square. 

But  these  figures  are  not  admissable  for  canals  in 
earth  excavations;  their  berms,  not  having  sufficient 
slope,  would  cave  in. 

In  order  that  they  should  be  sustained  without  re- 
vetment, they  should  have  a  slope  of  from  1.50  to  2 
of  base  to  height,  as  there  is  more  or  less  consistency 
in  the  soil;  in  the  regular  semi-hexagon,  where  the 
slope  is  larger  than  the  other  named  polygons,  it  is 
only  0.58.  A  slope  of  1  is  only  adopted  in  excavations 
of  small  importance  or  for  temporary  use;  but  for 
canals,  the  slope  of  2  to  1  is  usually  adopted,  and 
sometimes  2| ;  such  was  the  slope  adopted  at  the  canal 
of  Languedoc. 

120.  As  the  usual  profiles  of  canals  are  trapezoidal, 
the  question  of  figure  of  greatest  discharge  is  reduced 
to  taking,  among  all  the  trapeziums  with  sides  of  a 
determinate  slope,  that  which  yields  the  greatest  sec- 
tion for  the  same  wetted  perimeter. 

Since  the  section  »,  or  (Z+wA)  A,  should  be  a  max- 
imum,  its  difierential  will  be  zero,  and  we  have 
hdl  +  ldh  +  2nhdh  =  0. 

Since  the  perimeter  remains  constant,  the  expression 
c=l-\-2h  fs/n  »+l  (Art.  101)  being  diflFerentiated,  gives 
us  0=d/+2rfA  Vw'+l-  The  value  of  dZ,  derived 
from  this  equation,  and  substituted  in  the  preceding, 
gives 

/  =  2A(>v/n47  — w> 

With  this  value  of  Z,  we  have 

^=A2^2Vi?+T  — n)  =  w'AS 
by  making  2  Vw*+1 — n=w' ;  and 

c = 2A  (2  V^?+^  —  w)  =  2n'A. 
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Putting  these  equivalents  of  s  and  c  in  the  funda- 
mental equation  of  motion  (112),  it  becomes 

^=  0.0001114155Q'  +  0.0000242651Q7i'A«. 

This,  and  the  preceding  equation,  give  for  /  and  h 
the  maarimum  sought. 

Let  us  take,  for  example,  Q  =  70.6632  cub.  ft.,  p  =  .0012,  n== 
1.75.    The  second  of  the  above  equations  b  reduced  to 
A*— 1.2522&*— 178.04  ==0. 

Making,  by  a  first  approximation, 

A  =  2.82ft.,  we  have    . —9.6593=0. 

A  =  2.85ft —0.1821  =  0. 

A  =  2.850567ft +0.0002  =  0. 

So  that  the  true  value  of  ^  will  be  2.850567  ft.  This  will  give 
for  /,  which  is  2h  (Vn'+l-^),  =1.5107  ft. 

These  dimensions  are  those  of  the  stream.  But  the  depth  of 
the  excavation  should  be  greater.  It  would  be  well  to  increase 
it  to 3.937  ft. 

The  breadth  at  bottom  remains  the  same     .     .     1.5105  ft. 

The  breadth  at  level  of  earth  will  be     ...     .     15.29  ft. 

There  will  then  be,  per  running  foot  of  cut,  an  excavation 
of  ... 33.1  cub.  ft. 

In  homogenous  earth,  so  long  as  the  depth  of  excavation  does 
not  exceed  6^  ft.,  and  the  upper  width  16^  ft.,  the 'expense  of 
digging  will  be  proportional  to  the  volume  of  excavation,  and  the 
figure  of  least  section  will  therefore  be  the  most  economical. 

B«ctanguiar  121.  As  for  thoso  csiials  whcro  there  is  no  fear  of 
*°  ■  caving  in,  such  as  those  excavated  in  rock,  or  protected 
with  masonry,  which  are  more  particularly  termed 
Aqueducts,  as  well  as  those  in  wood  and  mill  courses, 
they  most  always  have  a  rectangular  form.  Still,  aa 
we  have  seen,  the  regular  demi-hexagon  of  the  same 
section  will  conduct  more  water  ;  hut  simplicity,  fiwsil- 
ity  and  economy  of  construction  have  prevailed.  We 
must  remember,  that  the  dimensions  of  the  rectangle 
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ghould  have  a  width  nearly  double  the  depth  of  the 
fluid  mass  it  is  destined  to  carry,  and  consequently  it 
should  be  V^* 

V 

2.    Permanent  Motion. 

122.  We  have  seen  (110)  that  permanent  motion 
differs  essentially  from  uniform  in  this,  that  the  mean 
velocity  in  each  section,  remaining  constant,  is  not  the 
same  as  in  the  adjacent  sections;  consequently,  the 
sections  of  water  are  no  longer  equal  to  each  other, 
their  depth  is  not  the  same,  the  surfiice  of  the  fluid  is 
not  parallel  to  that  of  the  bed  of  the  stream,  and  its 
inclination  varies  from  one  point  to  another.  We  have 
examples  of  such  motion  in  canals  too  short  for  the 
velocity  to  acquire  a  uniformity,  at  the  head  and  foot  of 
long  canals,  and  in  those  whose  bottom  is  horizon- 
tal, etc. 

It  is  but  lately  that  the  attention  of  philosophers  and 
engineers  has  been  directed  to  this  subject;  among 
others,  we  may  note  MM.  Poncelet,  B^langer,  Saint- 
Guilhem,  Vauthier  and  CorioUs.  I  would  refer  to 
their  works  for  details  and  applications,  and  here  con- 
fine myself  to  establishing  the  equation  of  motion  and 
the  indication  of  its  uses. 

123.  Let  there  be  a  current  endowed  with  perma-  Eqnatioii 
nent  motion,  and  let  us  regard  that  part  of  it  comprised 
between  A  and  M.  Through  these  two  points  of  the 
sur&ce,  and  through  N  infinitely  near  to  M,  imagine 
transverse  sections  AO,  MP  and  Nj9,  made  perpendic- 
ular to  the  axis  of  the  current.  From  the  points  A 
and  M,  we  draw  the  horizontal  lines  AE  and  M/  ;  EM 
will  be  the  fiiU  of  the  sur&oe  from  A  to  M,  which  we 
designate  by  p';   ^N,  or  the  elementary  increment  of 


of 
MoQon. 

Fig.  24. 
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the  slope,  will  be  dp  or  MN  sin.  i,  %  being  always  the 
angle  ^MN  of  inclination  of  the  sur&ce  to  the  horizon. 
Let  us  consider  upon  the  section  AO,  taken  up  stream 
for  the  point  of  departure,  the  particle  having  the  mean 
velocity  of  the  section,  whatever  else  may  be  its  posi- 
tion, and  let  nvm^  be  the  path  which  it  describes  as  far 
as  MP.  Call  z  the  length  of  this  path,  t  the  time 
employed  in  traversing  it,  and  v  the  velocity  of  the 
particle  on  arriving  at  m.  We  have,  then,  m'n'^:=dz  ; 
dt  will  be  the  time  in  passing  dz^  and  dv  the  incre- 
ment of  velocity  during  this  passage  (which  will  be 
—  rfw,  when  motion  is  retarded). 

The  forces  which  act  upon  the  particle  ?w,  while  tra- 
versing mm'n'  are :  first,  on  one  side,  gravity,  which 
tends  to  accelerate  its  motion,  and  whose  whole  action, 
according  to  what  we  have  said  in  Sec.  108,  is  g  sin.  i; 
second,  on  the  other  side,  the  resistance  of  the  bed, 
which  tends  to  retard  its  motion,  and  whose  expression 

is  (Sec.  107)  d\  (y+bv). 

These  two  forces  acting  opposite  to  each  other,  their 
resultant,  or  the  eflFective  accelerating  force,  will  be 
equal  to  their  difference.  But  in  all  variable  motion, 
the  accelerating  force  is  also  expressed  by  the  incre- 
ment of  the  velocity,  divided  by  that  of  the  time,  or  by 

-^;  we  have  then 

-^=g  sin.  i  —  a'~(y-\-bv). 

Multiplying  all  the  terms  by  dz,  (remarking  that 

dz 

-^=v,  the  space,  divided  by  the  time,  equalling  the 

velocity;  remarking,  further,  that  dz  sin.  i^dp', 
since  for  dz  or  m'n'  we  may  take  MN,  which  will  not 
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differ  from  it,  save  in  extreme  cases,  but  by  an  infinite- 
ly small  quantity  of  the  second  order,  and  that  MN 
sin.  i=t'N  =  p',)  we  have 

vdv  =  gdp'  —  a'-(t;'-f-*v)  d^* 

Such  is  the  equation  established  by  M.  Poncelet. 

Integrating,  determining  the  constant  for  the  section 
A,  when  ^=0,  z=0,  and  v=Vq,  we  have 

But  (Sec.  108)  v=j  ;  and  if  we  designate  by  s^  the 

area  of  the  section  at  the  final  point  M,  and  by  ^o  that 
at  the  initial  point  A,  which  let  us  divide  by  g,  and 

remembering  that  —  =a  =  0.000024265  (112),  and 

that  A=  0.000111415,  we  have  finally 

^^%  (?  ""  i)  +/*(^-^^1114155  ^  +0.000024265  ^)  dz ; 

a  formula  which  gives  directly  the  slope  of  the  surface 
from  A  to  M. 

In  the  application,  the  quantity  under  the  sign  / 
may  be  integrated  by  approximation.  For  this  pur- 
pose, divide  the  arc  AM  or  z  into  portions,  AB,  BC, 
CD,  etc.,  whose  lengths  are  such  that  the  divisions  of 
the  arc  may  be  taken,  without  sensible  error,  for  right 

lines.     Designate  these  lengths  by  z,  z^^  z'^ z^^ 

and  the  areas  of  the  sections  at  A,  B,  G  ....  M,  by 

«o,  «ij  *2>  *j •»»?  and  by  Co,  Ci,  Ca c„, 

their  respective  wetted  perimeiers.  We  measure  or 
take  immediately  these  lengths,  sections  and  perimeters 
upon  the  given  stream,  and  all  will  be  known  in  the 
integral,  which  will  become 
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0.0001114155('?^+-^^+...  ?^)  Q«+0.000024265 

Let  UB  represent  by  M  the  multiplicator  of  Q*,  and 
by  N  that  of  Q ;  let  ug  make  also  /  (\~)=D, 


2g  (si     4) 

the  equation  will  then  be  p'=(D+M)  Q'+NQ. 
124.  From  this  we  deduce 

In  the  discussion  of  Rivers,  in  the  following  chap- 
ter, we  shall  have  occasion  to  apply  this  formula,  with 
its  details,  to  streams  whose  form  and  delivery  were 
otherwise  known,  and  we  shall  see  that  its  deductions 
are  not  far  from  the  truth. 

In  canals  where  the  slope  of  the  bed  and  the  profiles 
are  constant,  the  calculations  are  much  simplified ;  the 
depth  of  water  at  any  one  station  will  be  sufficient  to 
know  its  section  and  wetted  perimeter ;  moreover,  the 
depths,  with  the  inclination  of  the  bed,  will  give  that 
of  the  surface. 

As  an  example,  let  ub  determine  the  volume  of  water  whidi  a 
rectangular  mill  course,  8.202  ft.  wide,  with  a  horizontal  bed,  wiU 
conduct  to  a  mill. 
At  four  points, 
distant  328.1  ft.  a- 
part,  we  take  four 
depths,  noted  in 
column  h  of  table. 
Since  the  canal  is 
rectangular,  and 
7:t±i8.202fi.,then 
«»8.202A  ft.,  and  c=^S,2d2  +  2h  ft.  We  calculate  these  val> 
ues  for  the  difi^nt  stations,  and  then,  through  these,  those  of 

-jT  and  -jT-    All  are  in  the  above  table. 


No. 


ftet 
0 

328.09 
328.09 
328.09 


feet 
5.052 
4.901 
4.845 
4^573 

.479 


18 


17.89239.74 
17.34837.51 


30641.44 

18.00440.201  3.655 

3.717 


4^5 
11.417 


re 


0 
.0909 
.0935 
.1078 

.2922 
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The  oanal  being  horizontal,  ^  a  5.052— 4.573  a  .479  ft. 

We  have  D  =  ^^  (^  —  4^)=^ 0.000001995 

M=8am  of  7- X  0.0001114156= 0.00003255 

N=:8umof7rX  0.000024265= 0.0002770 

^^^^^,^4.0092,  ^=13866,.(^2-(^)  =1^-0742  ft: 

So  that  Q=— 4.0092-f-  Vl386d+16.0472=- 113.81  cub.  ft. 

With  the  formula  for  uniform  motion  in  taking  a  mean  height 
between  the  extreme  heights,  and  for  a  slope  per  foot,  .479 
divided  by  984.27  ft.,  the  sum  of  the  z',  we  have 

Q=— 4.299  +  Vl W2+18. 478=  118.54  cub.  ft. 

125.  The  equation  (123)  which  gives  the  slope  of  the       siope 
gurSekce  of  the  current  knowing  some  of  the  sections,  will      sn^e, 
further,  by  the  taking  of  one  depth  only,  enable  us  to 
trace  in  its  progress  the  curve  described  by  a  fluid 
point  of  the  sur&ce  of  a  water  course  in  a  canal,  whose 
slope,  profile  and  discharge  are  otherwise  known. 

For  the  place,  when  the  depth  of  water  is  given  by 
the  aid  of  the  profile,  it  will  be  easy  to  establish  its 
section  and  wetted  perimeter ;  let  us  designate  them  by 
59  and  Cq.  Take  a  second  station,  at  a  distance  z'  from 
the  first,  so  small,  that  in  this  distance  there  shall  be 
but  little  variation  in  ^o  ^^^  Cqj  &^d  so  that  they  may 
be  regarded  as  constant  in  the  expression  of  the  resist- 
ance of  the  bed,  and  we  have 

We  may  neglect  the  first  part  of  the  second  member 
at  the  first  trial,  which  amounts  to  supposing  a  uniform 
motion  throughout  the  whole  length  jzr-,  and  we  shall 
hare  the  first  approximate  value  of  p\  This  will  ena- 
ble us,  knowing  the  slope  of  the  bed,  to  assign  very 
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nearly  the  depth  of  the  stream  at  the  second  station, 
and  consequently  gives  us  ^i.  All  will  then  be  known 
in  the  above  iequation,  and  we  have  a  second  and  more 
approximate  value  of  p'  than  the  first.  If  it  is  thought 
best,  we  are  able  from  this  to  calculate  a  third,  which 
shall  be  still  more  exact.  In  the  same  manner,  we  may 
determine  the  depth  at  the  third  and  fourth  stations, 
and  so  arrive  at  all  the  ordinates  of  the  curve  required 
to  be  constructed. 

126.  But  this  method  involves  much  uncertainty, 
and  many  suppositions,  and  often  leaves  us  much  em- 
barrassed. We  can  avoid,  in  part,  these  inconveniences, 
and  go  directly  to  the  solution  of  the  problem,  by  in- 
troducing the  slope  of  the  bed  in  the  problem,  according 
to  the  method  of  M.  B^langer. 

For  this  purpose,  let  us  take  in  hand  the  first  differential  equa- 
tion of  Sec.  123  ;  and  we  remark,  that  the  angle  i,  or  /MN,  or 
MN5  (Pig.  24),  is  composed  of  two  other  angles:  first,  MNr, 
which  measures  the  inclination  of  the  surface  upon  Nr,  parallel 
to  the  bottom  of  the  bed  Vp ;  designate  this  by  j :  second,  the 
angle  rN5,  which  this  bottom  makes  with  the  horizon,  and  which 
we  have  already  called  e;  so  that  i=^'-|-e»  ^^^  consequently,  sin. 
t  SB  sin.  j  COS.  e-f-sin.  e  cos.  j.  But  sin.  e=«p  (Sec.  101),  cos.  e 
=  /v/l— p",  and  COS.  j=*l,  considering  the  smallness  of  the 
angle  j;  thus  sin.  i  =  sin.  j  /v/l^^-hp,  and  the  equation  be- 
comes 

^=g<An.j^i:=^gj^^^^(.iH*>).         (A) 

The  term  — may  take  a  finite  form,  whidi  will  depend  upon 

the  figure  of  the  bed.  When  the  canal  is  of  small  extent, 
we  usually  consider  the  slope  as  uniform,  with  a  mean  width  /. 
From  this  supposition  results  s  =  lh  and  c  =  /-f-2A ;  so  that  v  = 

^=^,  and  rf»  =  — ^  ;  moreover  (Sec.  123),  1?  =  ^  or  A  = 

dz     Ihdz     ,,      dv      Cfldh      QV    .      .     .       dh      Mr 

7^  =  ^'  then^=^^  =  ^3  8in.j,8mce~j^=-tang. 

t  or  —  sin.  j. 
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Sabsiitutmg  this  value  in  the  equation  (A),  neglecting  f^, 

which  will  always  be  small  compared  to  1,  substituting  for  g^  a* 

and  b  their  numerical  values  (112),  and  evolving  sin.^',  we  have 

.     .    P^A»— {0.0001114155(/+2A)Q«+0.0000242651(/+2A)/AQ} 

™'-^  .031073 /Q»  —  W 

TVe  have  taken  for  the  curve  of  a  fluid  thread  of  the  surface  of  the 
stream,  a  polygon,  each  of  whose  sides  has  a  finite  length  MN  = 
z',  and  whose  inclination  relative  to  the  bed  is  j:  the  difierence 
Mr  between  the  depths  of  the  two  extremities  of  a  side  will  be 
its  slope  compared  to  this  bottom ;  designating  it  by  j/*,  we  have 
sin.  j= — ^,  and  consequently, 

yW_{O.0O0in415  (l+2h)  Qrf  .0000242651  (l+2h)  lh(i}z'. 
^~  W  —  .03 1073 /(? 

The  series  of  values  of  j/*  will  enable  us  to  trace  the  polygon,  or 
required  curve. 

Instead  of  comparing  the  slopes  to  the  bed,  we  might  compare 
them  with  the  horizon,  and  thus  have  their  value  j/y  in  observing 

ARTICLE    THIRD. 
Inlets  of  Canals. 

Canals,  with  the  exception  of  those  for  navigation  at 
their  points  of  departure,  receive  their  water  from  res- 
ervoirs or  retaining  basins  placed  at  their  head,  and 
which  most  frequently  are  portions  of  the  river  whose 
level  has  been  raised  for  this  purpose  by  dams. 

The  head  of  the  canal,  at  the  point  for  receiving 
water,  is  either  entirely  open,  or  furnished  with  gates. 
Let  as  examine  these  two  cases. 

1.   Canals  of  open  entrance, 
127.  Water,  on  its  entrance  in  an  open  canal,  forms  ^^^^  entrance 
a  fall,  its  level  being  lowered  for  a  certain  distance ;     of canau- 
then  it  is  elevated  a  little  by  light  undulations,  beyond 
which  the  sur&«e  takes  and  maintains  a  form  very 
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nearly  plane  and  parallel  with  the  bed,  its  slope  and 
profile  being  always  considered  as  constant.  The 
velocity  is  accelerated  from  the  top  to  the  foot  of  the 
fall ;  it  then  diminishes  during  the  elevation  of  its  sur- 
face, and  soon  after,  its  motion  continues  in  a  manner 
sensibly  uniform.  Dubuat,  who  has  made  a  particular 
study  of  the  circumstances  of  motion  at  the  entrance 
of  canals,  and  throughout  their  course,  has  found  such 
an  order  of  things  established,  that  when  the  motion 
has  become  regular  and  uniform,  the  velocity  of  the  sur- 
&ce  is  very  nearly  that  due  to  the  entire  height  of  the 
Ml,  and  that  the  head  due  to  the  mean  ^velocity  is 
equal  to  the  differ ejice  between  the  height  of  the  res^ 
ervoir  and  that  of  the  uniform  section.  So  that  if 
H  represent  the  height  of  water  in  the  reservoir  above 
the  sill  of  entry  into  the  canal,  h  the  height  of  the  uni- 
form section,  that  is  to  say,  the  constant  depth  of  the 
curreAt  after  it  has  attained  a  uniform  motion,  and 
V  the  velocity   of  this   motion,    we  have   H  —  A  = 

0.015586i?2;  or  rather,  0.015536^,,  m  being  the  co- 
efficient of  contraction  which  the  fluid  mass  experiences 
at  its  entrance  into  the  canal,  a  contraction  which  occa- 
sions a  greater  fall. 

Dubuat,  from  several  experiments  made  with  wooden 
canals  (109),  with  heights  of  reservoir  H  from  .394  ft. 
to  2.887  ft.,  has  found  that  m  varies  from  0.73  to 
0.91 ;  but  he  remarks,  that  in  great  canals, -where  the 
height  due  to  the  velocity  is  small  compared  to  the 
depth,  the  contraction  will  be  less,  and  he  thinks  there 
would  be  no  sensible  error  in  taking  m=0.97.  Eytel- 
wein  assumes  0.95  for  large  canals,  and  0.86  for  the 
narrow,  such  as  is  adopted  for  most  mill  courses.  He, 
as  well  as   Dubuat,  supposes,  for  these  coefficients, 
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that  the  bottom  of  the  canal  is  at  the  same  level  with 
the  bottom  of  the  reservoir,  and  that  it  is  but  a  pro- 
longation of  it.  If  this  were  not  the  case,  there  would 
be  a  contraction  at  the  bottom,  and  the  value  of  m 
would  be  a  very  little  smaller  (32);  however,  the 
experiments  reported  in  Sec.  39  lead  me  to  think  it 
would  be  but  a  very  slight  quantity. 

128.  The  &11  which  takes  place  at  the  entrance  of      ^^^ 
a  canal,  by  diminishing  the  depth  A,  lessens  the  dis-        ^^^^ 
charge  Q,  of  which  this  depth  is  an  element.     So  that,      thefui. 
in  order  that  the  canal  should  receive  all  the  water 
which  it  can  afterwards  convey,  we  must  prevent  the 
&11. 

Theoretically,  to  accomplish  this  end,  we  must  en- 
large the  upper  part  of  the  canal,  for  a  length  some- 

what  beyond  .015536  —  ft.,  so  that  the  mean  widths  of 

the  new  profile  should  increase  as  they  approach  the 
reservoir,  with  an  inverse  ratio  to  the  velocity  of  the 
stream  at  eaoh  of  these  widths,  beginning  with  0,  its 
value  in  the  reservoir,  till,  by  the  uniform  acceleration 
of  its  descent,  it  reaches  v  ft.  at  the  foot  of  the  enlarged 
part.  According  to  this  law,  the  width  at  the  reservoir 
should  be  infinite,  since  the  velocity  is  zero.  Such  a 
case  would  be  impracticable,  and  any  approach  to  it 
would  involve  much  labor  and  expense. 

Consequently,  the  engineer  who,  without  involving 
himself  in  unnecessary  expense,  desires  to  obtain  for 
the  canal  all  the  water  that  can  reasonably  be  expected, 
will  be  content  to  widen  the  approach,  and  in  doing 
this,  must  be  governed  by  local  circumstances.  For 
instance,  if  the  head  is  to  be  laid  in  masonry,  he  will 
give  to  the  approach  the  form  of  the  contracted  vein ; 
that  is  to  say,  taking  the  width  of  the  canal  as  a  unit, 


Effective 


188  FLOW   IN   CANALS. 

we  shall  have  for  length  of  the  enlarged  part  O.T,  and 
1.4  for  width  at  the  mouth,  as  comprising  the  full  sweep 
to  be  given  to  tfie  angles.  But  it  is  not  worth  while 
to  exaggerate  the  advantages  from  these  widenings,  as 
the  discharge  by  them  will  hardly  be  increased  by 
more  than  some  hundredths. 

129.  Dubuat  also  concludes,  from  his  observations, 
slope.  '^  that  the  velocity  and  section  are  uniformly  estab^ 
lished  at  a  certain  distance  from  the  reservoir^  just 
as  if  uniformity  commenced  at  the  origin  of  the 
canaV^  (§  177.)  In  this  case,  we  may  suppose  the 
fall  to  be  made  suddenly  on  its  entrance  to  the  canal, 
and  thence  the  fluid  surface  maintains  a  uniform  slope. 
Its  value  is  obtained  (101  and  111)  by  dividing  the 
difference  of  level  of  the  two  points  by  their  distance 
apart ;  one  may  be  taken  at  the  origin  of  the  canal, 
and  according  to  our  supposition,  its  level  will  be  less 
than  that  of  the  reservoir,  by  a  quantity  equal  to  the 
height  of  the  fall  H — A.  Consequently,  if  D  is  the 
difiFerence  of  level  between  the  reservoir  and  any  point 
of  the  surface  at  the  distance  L  from  the  reservoir,  but 
where  the  motion  has  acquired  its  uniformity,  p  being 
always  the  effective  slope,  we  have 

_D-~(H— A)  _  D— 0.015536p« 
P~  L         —  L  • 

ponnuia  1^0.  With  thcse  given  quantities,  we  can  resolve 
Dtaoh'  the  various  questions  pertaining  to  a  canal  from  a 
reservoir,  supposing  always  that  the  motion  becomes 
uniform,  which  will  not  be  the  case,  unless  the  canal 
has  a  certain  length,  or  should  it  have  no  inclination, 
or  approach  90°,  etc. 

Let  us  resume  the  equation,  H — ^A=0. 015536  ^, 
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and  in  place  of  v  substitute  its  yalue,  given  in  Sec. 
113,  and  we  have 


g_^_0^0^6  ^|^8976.414^'-.108895Y. 
Moreover,  we  have 

Q=sr  1/8975.414  ^  —  .108895") . 

By  means  of  these  two  equations,  in  giving  to  «  and 
c  their  expression,  as  functions  of  the  dimensions  of  the 
canal,  and  substituting  the  preceding  value  of  p,  when 
p  is  not  directly  given,  we  can  determine  either  the 
discharge,  or  the  slope,  or  one  of  the  dimensions ;  the 
other  quantities  being  known.     I  give  an  example. 

Sappose  we  purchase  the  site  where  it  is  intended  to  locate  the 
entrance  to  the  canal,  with  the  condition  that  it  shall  be  rectan- 
gular in  form,  open  to  the  height  of  the  dam,  with  a  width  of 
13.124  ft.,  and  whose  sill  is  to  be  6.562  fl.  below  the  ordinary 
low-water  line.  We  wish  to  conduct  this  water  to  a  mill  distant 
869.438  ft.,  so  that  the  sur&ce  of  the  stream,  on  its  arrival  there, 
shall  not  be  over  1.4436  ft.  below  the  low-water  mark  of  the  res- 
ervoir above.  What  will  be  the  quantity  of  water  conducted  to 
the  mill! 

The  cutting  being  made  in  the  dam,  the  rectangular  canfd 
13.124  ft.  by  6.562  ft.  deep  is  fitted  in ;  the  clause  of  the  grant 
forbids  any  attempt  to  enlarge  the  approach  ;  and  every  altera- 
tion within  the  appointed  limits  would  diminish  the  discharge. 

Since  the  canal  is  rectangular,  and  13.124  ft.  wide,  we  have 

*«13.124Aft.,and  c«13.124^+2A;  moreover,  />  — ^'^^^=^ 
gs^^  ft.,  H  being  6.562  ft.  Although  the  canal  is  large,  so 
that  the  coefficient  of  contraction  would  probably  be  above  0.95, 
yet,  to  be  prudent,  we  will  take  a  mean  between  those  indicated 
by  Eytelwein,  and  call  it  ms  0.905.  With  these  values,  the 
first  of  the  two  equations  above  wiU  be 
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Reduoing 

6.562— A  =  .018969  (  VISsItA^^^—  .108895)» 

gives  us  the  value  of  h.  To  obtain  it,  put  successively  for  this 
unknown  quantity  in  the  second  member,  several  numbers  ;  first, 
6.234  gives  A  =5.889  ft.;  which  in  its  turn  gives  6.114.  In 
this  manner,  we  obtain  successively  5.968,  6.053,  6.001,  6.040, 
6.014,  6.034,  6.020,  6.027,  6.0237  ft.  Thus,  the  true  value  of  A 
falls  between  these  two  last  numbers ;  let  us  take  the  smallest, 
A = 6.0237  ft.    Then  p  «  -^;^^ = 0.001041  ft. 

All  the  quantities  required  to  ascertain  the  discharge  being 
known,  we  introduce  them  into  the  second  equation,  and  so 
obtain  Q=s  417.795  cub.  ft.  Such  is  the  volume  of  water  per 
second  which  the  canal  will  lead  to  the  mill. 

When  the  velocity  of  the  current  is  required  to  be 
3.28  feet  or  more,  we  substitute  the  expression  for 
velocity  given  in  Sec.  115,  and  the  two  equations  to  be 
used  will  be 

vide  Appendix.  B,—k=J^  .  ^  and  Q=94.738*  l/  ?^  ; 

nr         c  y     c 

or,  supposing  a  mean  width  /,  and  taking  always  m:= 
.905, 

H— A=170  ^^  and  Q=94.788/Al/^^. 

The  slope  p  will  be  given  either  directly,  or  by  the 
expression 

D  — (H— A) 
P  = T ■• 

In  the  above  example,  the  values  of  H,  /  and  p,  put  in  the  first 
of  these  equations,  which  is  of  the  second  degree,  will  give  read- 
ily A=6.027  ft.;  also,  p=. 001045  and  Q=418.86  cub.  ft.  ; 
results  nearly  identical  with  the  preceding. 

Thegroatert        ^^l-  Amoug  the  quostions  relating  to  the  admission 
^!?r*r*f'of  water  in  canals,  there  is  one  of  too  much  interest  to 

water  condact-  ' 

ed  byaoMiaL  miUwrights  for  ufl  to  pass  it  by  without  a  notice  in  this 
treatise. 
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The  force  of  a  current  to  move  machinery  depends 
not  only  upon  the  quantity  of  water  which  it  conveys, 
but  also  upon  the  height  from  which  it  falls ;  so  that 
this  force  will  be  measured  by  the  product  of  the  quan- 
tity with  the  height  of  the  &11  of  water.  The  greater 
the  slope  given  to  the  canal,  the  greater  will  be  the 
amount  of  water  brought,  and  this  is  one  of  the 
factors  of  the  product ;  but,  at  the  same  time,  the  fall 
(the  other  fiewtor)  is  diminished,  and  it  will  be  found 
that  the  product  having  been  at  first  augmented  with 
the  slope,  will  after  that  be  diminished,  aikl  then  con- 
tinue to  decrease.  There  is  then  a  maximum  of 
power,  which  it  is  essential  to  determine  and  put  in 
use.  Without  employing  analytical  formulae,  this  de- 
termination can  be  arrived  at  in  a  simple  manner,  as 
will  be  seen  in  the  following  example. 

Let  us  resume  that  given  in  the  last  number,  and  let  us  sup- 
pose the  height  of  fall  there  to  be  14.764  ft.  The  water  taken 
by  the  canal  has  arrived  at  the  mill  with  a  loss  of  level  of  1.447 
ft. ;  consequentlj,  the  effective  fidl  wiU  only  be  13.317  ft.  In 
multiplying  this  by  the  quantity  of  water  brought  down,  418.86 
cub.  ft.,  we  have  for  the  product  5577.9  cub.  ft. ;  the  correspond- 
ing slope  was  0.001045.  Let  us  increase  this  slope  succes- 
sively to  0.0015,  .002,  .0025  and  .003 ;  the  respective  products 
of  the  quantity  by  the  fall  wiU  be  1859.42, 1931.12, 1939.94  and 
1907.45  cub.  ft.  The  slope  of  .003  has  already  occasioned  a 
diminution ;  in  trying  that  of  .0026,  the  product  wiU  be  1938.18 
cub.  it. ;  whence  we  conclude  that  the  maximum  of  effect  lies 
between  the  slopes  of  0.0025  and  .0026.  Finally,  as  the  varia- 
tions of  the  product  are  very  smaU  between  0.002  and  0.003,  we 
adopt,  between  these  limits,  those  best  suited  to  the  locality  and 
nature  of  the  machinery  used ;  there  may  be  some  for  which  a 
great  fikll  will  be  preferred. 

I  will  remark  that  the  given  solutions  of  aU  the  problems  in 
question  can  be  regarded  only  as  simple  approximations  ;  for  in 
order  that  they  should  be  exact,  the  bases  on  which  they  rest, 
Aat  is  to  say,  the  conclusions  which  Dubuat  has  drawn  from 
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experiments,  should  be  explicitly  confirmed  by  obseryations  made 
upon  great  canals ;  and  it  would  moreover  be  necessary  to  be 
quite  sure  that  the  water,  before  it  reaches  the  extremity  of  the 
canal,  has  attained  a  uniform  motion,  and  we  have  but  limited 
means  of  coming  to  a  positive  assurance. 

If  water  which  is  in  the  resehvoir  of  a  river  to  which 
a  canal  has  heen  adapted,  should  arrive  there  directly, 
with  an  acquired  velocity,  the  height  of  fall  which 
takes  place  at  the  entrance  will  be  less  than  that  indi- 
cated (127)  by  a  quantity  equal  to  the  height  due  to 
this  velocity. 

2.   Canals  with  Gates. 

When  a  canal  receives  its  water  through  openings  of 
a  system  of  gates,  established  at  its  head,  which  is  gen- 
erally the  case  with  mill  courses,  either  the  upper  edge 
of  the  orifice  will  be  completely  and  permanently  cov- 
ered by  the  water,  already  passed  into  the  canal,  or  it 
will  not. 
Diachatge         132.  If  the  head  above  the  centre  of  the  orifice  is 

wbenwaterdOM  ,  _  ,  i        i     •    i         - 

not  cover  the  great,  SO  as  to  exceed  two  or  three  times  the  height  of 
toe°S5^'  the  orifice,  its  upper  edge  will  not  be  covered  by  the 
water  below,  and  the  discharge  will  be  the  same  as  if 
there  had  been  no  canal.  Experiments  with  orifices  in 
thin  sides  and  furnished  with  additional  canals,  which 
have  been  already  reported  (39),  leave  no  doubt  upon 
this  subject;  they  justify  an  assertion,  long  since  made 
by  Bossut,  the  exactness  of  which  has  been  ques- 
tioned. 

This  hydraulician  fitted  to  an  orifice  .0886  ft.  high 
and  .4429  ft.  wide,  made  at  the  bottom  of  a  reservoir, 
a  horizontal  canal  of  the  same  width,  and  111.55  ft.  in 
length;  he  produced  in  it  currents  under  heads  of 
12.468  ft.,  7.802  ft.,  and  3.937  ft.,  and  he  received 
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^^at  the  extremity  of  the  canal,  the  same  quantity  of 
water  that  issued  from  the  orifice  when  the  canal  was 
taken  away."     {Hydrod.,  §  760.) 

The  cause  of  this  equality  is  apparent.  When  the 
water  is  urged  by  a  great  head,  and  consequently  issues 
with  great  velocity,  the  contraction  it  experiences  on 
all  sides  renders  the  section  smaller  immediately  be- 
yond the  interior  plane  of  the  orifice,  so  that,  on  issu- 
ing, it  touches  neither  the  sides  nor  the  bottom  of  the 
canal ;  it  acts  as  if  it  were  projected  in  air,  and  the 
discharge  continues  the  same  that  it  would  if  this  were 
really  the  case.  Beyond  the  contracted  section,  the 
vein  dilates,  it  is  true;  it  joins  the  sides  of  the  canal; 
it  meets  with  resistance,  and  runs  less  swift;  but  then 
it  is  too  far  from  the  orifice  to  react  against  what  issues 
firom  it,  so  as  to  reduce  its  discharge.  This  will  always 
be  given  by  the  formula  fjiFh'  \/2g-H,  t  and  h'  being 
the  width  and  depth  of  the  orifice;  m  will  have  the 
same  value  as  for  orifices  in  thin  partitions  (26). 

But  if  this  is  true  in  case  of  the  canal  adapted  to  an 
orifice  with  sharp  edges,  opened  in  a  side  of  the  reser- 
voir, does  it  follow  that  it  will  be  equally  so  for  a  canal 
fioumished  with  a  common  gate,  sliding  in  grooves  made 
in  the  middle  of  two  posts  of  considerable  thickness, 
and  gates,  as  is  most  generally  the  case,  with  canals 
placed  somewhat  below  their  inlets?  I  have  my 
doubts.  In  experiments  which  I  have  elsewhere  re- 
corded, {Annates  des  Mines,  tome  III.,  p.  376, 
1828,)  where  I  believed  the  circumstances  were  nearly 
similar  to  the  case  of  orifices  in  thin  partitions,  and 
where  I  expected  to  have  coefficients  of  0.66,  I  have 
found  those  of  0.67  to  0.71.  Generally,  we  take  0.70 
for  the  ordinary  gates  of  flumes,  but  without  any  pre- 
cise tact  to  justify  us  in  so  doing.     It  is  principally  to 


Caae  -when  the 

oriflce  Is 
covered  again. 
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procure  such  fiusts  upon  this  important  point,  as  well  as 
to  afford  correct  ideas  upon  every  thing  pertaining  to 
the  admission  of  water  in  canals,  that  MM.  Foncelet 
and  Lesbros  have  undertaken  their  great  work  upon 
the  flow  of  water;  it  is  unfortunate  that  this  under- 
taking has  not  yet  been  completed. 

In  such  a  state  of  things,  and  without  adopting 
another  coeflScient  for  each  particular  case,  the  volume 
of  water  which  enters  a  canal  furnished  with  large 
gates,  and  under  a  great  head,  may  be  had  approxi- 
mately by  the  formula  0.70^' A'  A/2gR. 

188.  When  the  water,  impelled  beyond  the  gates  by 
a  great  head,  falls  into  the  canal,  it  meets  a  resistance 
which  diminishes  gradually  its  first  velocity,  and  so 
increases  the  section  of  its  current.  K  the  width  of 
the  canal  is  constant  and  equal  to  the  opening  of  the 
gate,  it  will  be  the  depth  which  receives  the  gradual 
increase,  so  that  the  surface  of  the  fluid  below  the  ori- 
fice, or  rather  below  the  point  of  greatest  contraction, 
up  to  that  where  the  increase  of  depth  ceases,  will  pre- 
sent a  counter  slope.  Frequently,  masses  of  water 
will  be  detached  from  the  summit,  and  will,  rolling 
back,  return  towards  the  orifice;  usually,  they  will  be 
retained,  being  as  it  were  repelled  by  the  velocity  of 
the  stream ;  though  sometimes  they  will  return  even  to 
the  gate,  and  re-cover  the  orifice,  though  but  for  a  mo- 
ment. Even  in  this  case,  the  discharge  will  be  the 
same  as  if  there  were  no  canal,  and  it  will  be  calculated 
by  the  formula  of  the  preceding  number. 

134.  These  phenomena  do  not  occur  when  the  head 
is  small.  Water,  on  issuing  from  the  gates,  is  in 
contact  with  the  sides  of  the  canal ;  it  experiences  a 
retarding  force,  which  is  communicated  to  the  fluid  at 
the  instant  of  its  passage  through  the  orifice ;  the  dis- 
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charge,  and  therefore  its  coefficient,  is  lessened;  but 
ve  have  no  further  guide  for  its  determination.  There 
may  be  some  cases  where,  with  a  very  small  head,  the 
gate  is  without  sensible  influence;  thus  Eytelwein  has 
found  the  same  discharge,  whether  the  gate  was  wholly 
raised,  or  slightly  dipped  in  the  down-stream  side. 

But  in  case  it  is  immersed  any  considerable  depth, 
and  the  fluid  vein  at  its  issue  is  entirely  covered  over 
with  still  water,  we  are  brought  back  to  the  case  men- 
tioned (95),  and  the  height  due  to  the  velocity  of  issue 
will  be  the  difierence  between  the  elevation  (above  any 
given  point)  of  the  surface  above  the  gate  and  of  that 
below  the  gate.  For  the  elevation  below  the  gate,  we 
take  the  height  or  depth  of  water  in  the  canal,  when 
its  motion  has  become  regular;  as  that  immediately  at 
the  gate  would  be  found  too  small.  Consequently,  if 
h  is  the  height  in  the  canal,  H'  the  height  up  stream 
above  the  sill  of  the  inlet,  the  discharge  of  the  orifice 
of  the  gate,  and  consequently  that  of  the  canal,  will  be 
expressed  by 

But  the  discharge  of  the  canal,  the  motion  having  be- 
come uniform,  is  also  (114) 

s  Q  l/8975.414  ^  —  .108895^ . 

We  have,  then, 

mrA'>v/2g^(H'— A)=5  (^1/8975.414?*— .108895^, 

an  equation  which  enables  us  to  solve  the  various 
questions  relative  to  canals  furnished  with  gates  at 
their  heads. 

Suppoae,  for  instance,  we  would  determine  the  quantity  hf ; 
we  must  raise  the  gate,  at  the  entrance  of  a  long  rectangular 
canal  of  4.265  ft.  width  and  .001  slope,  in  order  that  the  water 
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may  have  a  depth  of  2.625  ft. ;  the  width  of  the  gate  is  3.609  ft., 
and  the  height  of  the  reservoir  3.937  ft.  We  take  m=0.70  (132): 
we  have  then  ^=3.069  ft. ;  H'  =  3.937  ;  A  =  2.625  ;  /=4.265  ; 
;?  =  0.001;  5=4.265X2.625=11.195  sq.  ft.;  c  =  4.265-f2X 
2.625  =  9.515  ft.  These  numerical  quantities,  substituted  in  the 
equation  above,  give  us 

23.209A'  =  35.180;  whence  A'=  1.514  ft. 

CHAPTER    II. 

RIVERS.    • 

Man  establishes  and  excavates  canals ;  nature  has 
established  and  excavated  the  beds  of  rivers :  she  has 
accomplished  this  conformably  to  the  laws  from  ^^ich 
she  never  swerves,  and  by  which  she  maintains  her 
work.  We  can  in  no  wise  change  them,  and  but 
slightly  modify  them ;  the  engineer  who  has  done  all 
for  canals,  can  accomplish  but  little  with  rivers.  His 
role  is  coni&ned  to  observing  the  circumstances  of  the 
motion  and  action  of  their  waters.  Consequently, 
after  a  few  remarks  upon  the  general  formation  of  their 
beds,  we  shall  examine  successively  the  nature  of  their 
motion,  its  influence  upon  the  form  of  their  surface, 
the  respective  velocities  in  different  parts,  and  the 
methods  of  gauging  their  waters ;  we  shall  then  discuss 
the  subject  of  backwater,  occasioned  by  dams  and 
bridges,  and  conclude  with  some  observations  concern- 
ing the  action  of  water  iipon  constructions  made  in 
their  bed. 

ARTICLE   FIRST. 
The  Establishment  of  the  Bed. 
Formation        ^^S.    The   surface   of  the   globe,  at  its   origin,  or 
of  Bed.      immediately  after  its  consolidation,  was  not  entirely 
smooth;  it  had  elevations  and  depressions ;  it  presented 
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undulations  of  different  orders,  the  principal  of  which 
have  formed  our  great  mountain  chains. 

The  atmosphere,  hy  its  decomposing  agency,  rain- 
waters, hoth  hy  their  currents  and  erosive  action,  have 
quickly  assailed  this  surface  of  rock.  They  reduced 
this  surface  to  earth ;  they  abraded,  cut  through  and 
furrowed  out  valleys  of  various  magnitudes,  directed 
generally  according  to  the  line  of  greatest  slope  of 
those  parts  of  the  earth  presented  to  their  action. 
The  remains  or  debris  of  the  elevated  portions  were 
borne  away  and  spread  over  the  lower,  covering  them 
with  alluvial.  All  this  work  of  nature  was  anterior  to 
the  epochs  of  the  last  great  flood,  from  which  has 
resulted  the  actual  state  of  our  continents,  and  which 
has  reduced  our  rivers  and  streams  to  the  quantity 
they  bear  this  day. 

136.  The  waters  which  now  fall  upon  the  surface  of 
the  earth,  unite  and  flow  into  the  hollows,  gorges  and 
vales  excavated  in  primitive  times.  In  passing  over 
the  alluvial,  they  there  open  and  shape  new  channels 
for  themselves. 

In  mountains  with  steep  sides,  they  are  constrained 
to  follow  in  ancient  courses,  and  have  produced  and  are 
producing  but  slight  changes.  When  running  imme- 
diately upon  rock,  which  is  indeed  quite  rare,  their 
tendency  to  excavate  or  enlarge  their  beds  can  have  but 
a  scarcely  appreciable  effect  in  the  lapse  of  some  centu- 
ries. Most  generally,  they  flow  over  the  blocks,  frag- 
ments and  debris  of  rocks,  fallen  from  the  steeps  and 
ridges  which  border  the  channel.  In  great  freshets, 
they  urge  forward  and  bear  these  materials  further 
away,  whose  place  is  afterwards  refilled  by  others.  They 
move  them  the  more  easily,  and  carry  them  further, 
according  as  the  ground  slopes  more,  and  according  as 
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their  volume  and  specific  gravity  are  less  ;  the  ejQTects  of 
slope  are  barely  appreciable,  save  at  the  origin  of  val- 
leys ;  the  specific  gravity  of  rocks  and  rocky  matter  vary- 
ing only  from  2.2  to  2.7,  will  be  without  marked  influ- 
ence, except  in  the  case  of  metallic  particles,  and  some 
peculiar  stones:  it  is,  then,  the  volume  which  has  the 
greatest  influence  as  to  the  distance  of  the  transport  of 
rocks  and  their  debris.  So,  in  general,  when  we  descend 
a  great  valley,  we  find  at  first,  at  a  small  distance  from 
its  origin,  in  th^  bed  of  the  torrent  or  the  river  occu- 
pying its  bed,  angular  pieces  of  rock;  then,  and  in 
succession,  we  find  blocks  rounded  smaller  and  smaller, 
round  pebbles,  gravel,  and  finally  we  meet  with  little 
else  but  sand  and  earth.  Finally,  this  decreasing  pro- 
gression in  the  volume  of  substances  forming  the  bed 
of  a  river  is  not  solely  the  effect  of  the  successive  im- 
pulses of  great  currents.  There  is  still  another  cause, 
which,  though  seemingly  weak,  is  not  less  effectual  in 
its  results,  when  we  regard  the  duration  of  its  agency, 
often  exceeding  a  long  lapse  of  centuries ;  it  is  the  de- 
composing power  of  the  atmosphere,  conjoined  with  the 
action  of  running  water.  The  further  distant  these 
materials  are  from  their  origin,  the  longer  will  be  the 
time  since  they  were  borne  away;  and  consequently, 
the  longer  will  time  have  operated  on  them  to  have  re- 
duced their  primitive  volume.  But  it  is  only  as  a  gen- 
eral feature,  I  repeat,  that  the  substances  constituting 
the  bed  of  rivers  is  ascertained  to  be  of  less  volume,  the 
further  down  stream  they  are  found ;  for  we  very  fre- 
quently find  sand  in  the  elevated  parts  of  the  river,  and 
pebbles  in  the  lower  parts.  Touching  the  matter  of 
pebbles  found  in  these  lower  portions,  I  would  remark 
that  most  generally  they  were  already  present  in  the 
transported  earth   or  ** alluvial''  through  which   the 
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stream  has  opened  for  itself  a  channel,  and  have  been 
exposed  by  the  rivers,  in  times  of  freshets. 

In  regions  slightly  elevated,  but  where  the  river 
runs  between  hills,  its  bed  is  still  limited,  and  it  can 
be  extended  but  little. 

It  will  only  be,  then,  in  plains  and  large  valleys, 
whose  soil  is  moveable,  that  rivers  less  constrained,  and 
finding  fewer  obstacles  in  their  course,  establish  in 
reality  a  channel  whose  dimensions  bear  a  certain  rela- 
tion to  the  nature  of  the  soil  and  the  volume  and 
velocity  of  its  water.  If  the  earth  has  not  tenacity 
apportioned  to  this  velocity  and  this  volume,  it  will 
yield  to  the  action  of  the  water,  and  its  channel  will  be 
deepened  and  enlarged.  If  otherwise,  the  depth  or  the 
width  is  too  great,  the  river  will  be  reduced  in  its 
dimensions  by  deposits  on  its  bottom  or  at  its  sides  of 
stones  and  earths  brought  down  in  freshets. 

137.  When  a  proper  relation  is  established,  so  that 
the  channel  contains  all  the  water  brought  down  by  the       "^  ^*»« 

°  *'  Regime. 

river,  in  its  great  freshets,  without  injury,  it  is  said  to 
have  acquired  stability,  and  the  regime  of  the  river  is 
established. 

The  velocity  of  the  regime  is  strictly  related  to  the  species  or 
rather  size  of  the  substances  which  form  its  chamiel. 

Dubuat  has  made  some  experiments  upon  this  subject  of  great 
interest.  He  has  taken  different  kinds  of  earths,  sands  and 
stones,  which  he  placed  in  succession  upon  the  bottom  of  a 
wooden  canal ;  by  inclining  it  difierently,  he  has  varied  the 
velocity  of  the  water  passed  through  it,  and  has  verified  how 
much  is  necessary  to  put  each  substance  in  motion  ;  he' had  for 

Potters'  clay, 2624  ft.  per  second. 

Fine  sand, 5249  "  " 

Gravel  from  the  Seine,  size  of  peas,  .     .6233  **  ** 

Pebbles  from  sea,  one  in.  in  diameter,    2.132  *^  *' 

Flint  stones,  size  of  hen's  e^s,     .     .    3.281  *<  '' 


EgUbllshment 
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He  then  spread  a  bed  of  sand  upon  the  bottom  of  the  canal,  and 
caused  the  water  to  run  over  it  with  a  velocity  of  .984  ft..  After 
a  while,  the  surface  of  this  sand  presented  a  series  of  undula- 
tions, or  of  transverse  furrows,  .394  ft.  wide ; — the  slope  towards 
the  up-stream  side  was  very  gentle,  that  on  the  down-stream  was 
very  steep.  The  grains  of  sand,  urged  by  the  current,  rose  upon 
the  first ;  arrived  at  the  summit,  they  fell,  by  virtue  of  their 
weight,  along  the  counter  slope,  up  to  the  foot  of  the  next  fur- 
row, when  they  were-  again  taken  up  by  the  current ;  they  were 
one  half  an  hour  in  passing  one  ridge.  They  consequently  would 
have  passed  through  about  nineteen  feet  in  twenty-four  hours. 

It  is  in  this  wise  that  the  sands  of  Dunes  travel  onwards, 
urged  by  a  succession  of  impulses  from  the  winds. 


Cause 


138.  AH  else  being  equal,  the  banks  of  the  channel 
greater  width,  of  a  rivcr  Tcsist  the  action  of  its  water  less  than  the 
bottom;  so  that  it  has  more  width  than  depth.  Inde- 
pendent of  this  action,  the  banks  are  subjected  to  that 
of  their  weight,  which  tends  to  produce  a  caving  in  of 
the  substances  composing  it;  while  this  same  force, 
pressing  the  materials  of  the  channel  upon  those  which 
are  beneath,  a  pressure  which  increases  the  friction, 
renders  their  displacement  more  diflScult.  Moreover, 
when  the  masses  of  alluvial  composing  the  banks  cave 
in,  the  water  into  which  they  fall  dilutes  them;  it  bears 
away  the  earthy  portion;  the  stone,  gravel  and  sand, 
which  were  mixed  with  them,  remain  upon  the  bottom, 
and  thus  augment  its  stability  by  their  greater  resist- 
ance. Thus,  the  channel  of  rivers  will  always  be  wider 
compared  to  their  depths,  as  the  earth  is  more  movea- 
ble, and,  at  the  same  time,  more  pebbly. 
8arft!^of*rivera  139.  The  depth  of  rivers,  being  always  quite  small, 
to  that  Qjj]y  ^  fg^  yards,  in  a  length  of  a  million  or  more, 
the  bottom  of  the  channel  will  be  very  nearly  par- 
allel to   the  surface  of  the  ground  through  which  it 
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was  excavated.  If  its  slope  is  found  to  be  raised  at  its 
sources,  it  is  equally  so  in  the  adjoining  lands. 

140.  When  a  river  runs  in  a  vast  plain,  of  small  obaervauoiw 
inclination,  the  fraction  of  gravity  {pg)  "which  moves  jt^f^^^g  ^r 
the  fluid  mass  is  small;  this  mass  has  less  force  to  over-  chanueis. 
come  the  obstacles  opposed  to  its  direction,  which,  of 
course,  is  the  line  of  swiftest  descent.  The  least  obsta- 
cle,  a  very  little  more  of  hardness  or  tenacity  in  the 
earth,  it  meets,  will  cause  the  river  to  deviate.  It  will 
he  throwm  sometimes  on  one  side,  sometimes  on  the 
other;  its  course  will  be  rambling,  with  continual  bends, 
which  augment  the  length  of  the  channel  with  the  same 
absolute  slope,  while  the  relative  slope  is  diminished, 
and,  of  course,  its  velocity.  The  fluid  mass  running  less 
swiftly,  its  width  and  depth  will  increase,  and  from  this 
cause  may  proceed  inundations  and  damage,  which 
would  not  have  occurred,  had  the  direction  of  the  chan- 
nel been  a  straight  line. 

Sometimes,  when  the  water-course  is  small,  and  the  ' 

nature  and  disposition  of  the  locality  admit  of  it, 
attempts  are  made  to  alter  the  channel.  The  case  is 
similar  to  leading  a  canal  from  one  point  to  another,  a 
problem  which  has  already  been  solved  in  the  preceding 
chapter. 

TVTiile  upon  the  subjects  of  these  reforms,  and  upon 
the  general  subject  of  works  in  rivers,  great  care  must 
be  taken  not  to  produce  a  greater  evil  than  the  one  we 
would  avoid,  either  above  or  below  the  locality  of  the 
works,  or  at  their  site;  thus,  those  who  first  designed 
the  Robine,  a  canal  which  goes  from  the  Aude  to  the 
Mediterranean,  through  Narbonne,  caused  it  to  take 
great  circuits  both  above  and  below  this  city;  they 
wished,  by  reducing  the  velocity  of  the  current,  to  aug- 
ment its  depth  and  favor  the  ascending  navigation.    At 
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the  end  of  the  last  century,  without  any  regard  to  the 
original  design,  and  supposing  the  sinuosities  of  the 
stream  a  mere  matter  of  chance,  an  attempt  was  made 
to  reform  the  channel,  in  order,  as  it  w&  said,  to  shorten 
the  time  of  navigation.  When  the  alignment  was  made, 
it  was  found  that  there  was  not  a  good  draught  of  water; 
it  became  necessary  to  build  locks,  and  to  increase  the 
consumption  of  water. 

The  questions  relating  to  all  the  changes  of  the  chan- 
nel, require  a  perfect  knowledge  of  the  localities,  and 
of  the  river  in  its  different  stages.  It  is  experience, 
and  the  genius  of  the  engineer,  rather  than  the  rules  or 
general  considerations  laid  down  in  a  short  treatise, 
which  is  to  guide  to  a  suitable  solution  of  them.  I 
refer,  consequently,  to  the  works  of  various  savans, 
Guglielmini,  Manfredi,  Frisi,  Fabre,  etc.,  who  have 
treated  upon  these  subjects,  and  more  particularly  to 
the  Hydraulique  de  Dubuat,  ^^  127 — 139. 

This  last  author  has  offered  various  considerations 
touching  the  bends  of  rivers,  and  the  modes  of  easing 
them.  I  will  confine  myself  to  remark  upon  this  sub- 
ject, 1st,  that  the  resistance  of  elbows  is  generally 
small :  2d,  that  the  current  bearing  against  a  concave 
bank  will  have  a  greater  depl^,  while  deposits  and  allu- 
vions will  be  formed  on  the  opposite  banks. 

ARTICLE     SECOND. 

The  motion   of  water   in   Rivers. 

1.  Kind  of  motion.    Its  influence  upon  the  form  of  the  surface  flmd. 

Kind  of  mouon.  141.  In  rivcrs,  from  their  most  remote  source  to  their 
mouths,  the  volume  of  water  is  continually  augmented 
by  the  tributaries  they  receive.  But  from  one  tribu- 
tary to  another,  the  volume  remaining  sensibly  the 
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same,  the  motion  is  permanent,  and  the  rules  already 
laid  down  in  the  preceding  chapter  are  applicable. 

Thus,  for  each  transverse  stratum  of  the  fluid  mass, 
the  accelerating  force  will  be  in  the  ratio  of  gravity 
minus  the  resistance  of  the  channel  (123),  or,  i  being 
the  inclination  of  the  surface  of  the  stratum,  g  sin.  t — 

So  long  as  this  quantity  is  positive,  and  continues  to 
have  an  excess  of  the  first  term  above  the  second,  the 
motion  will  be  accelerated.  But,  if  this  last  predomi- 
nates, the  motion  will  be  retarded.  With  much  greater 
reason  will  it  be  so,  if  the  sin.  i  should  be  negative, 
which  is  the  case  when  the  surface  assumes  a  counter 
slope. 

142.  When  the  inclination  i  goes  on  gradually  Longitadinai 
increasing,  the  fluid  surface  is  convex;  it  is  concave  "^^cl*"" 
when  this  inclination  diminishes  more  and  more.  K 
the  bed  is  horizontal,  and  of  a  constant  profile,  to  every 
convexity  of  surfieu^e  corresponds  an  accelerated  motion; 
and  for  every  concavity  we  have  a  retarded  motion.  If 
the  bed  is  inclined,  and  of  uniform  inclination,  it  will 
not  have  an  accelerated  motion,  save  when  the  succes- 
sive values  of  i  are  found  to  be  greater  than  the  inclina- 
tion of  the  bottom;  if  they  are  not,  in  spite  of  the 
convexity,  the  motion  will  be  retarded.  So  that,  though, 
ordinarily,  concavity  is  a  sign  of  retarded  motion,  still 
there  will  be  acceleration  if  the  values  of  i  exceed  this 
last  inclination.  Continual  variations  in  the  slope  and 
profile  of  the  channel  will  increase  still  more  the  dis- 
agreement between  the  curvature  of  surface  and  the 
kind  of  motion. 

To  sum  up  all,  the  longitudinal  section  of  the  sur&ce 
of  a  river  with  a  smooth  bottom  will  present  a  series 
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of  lines  sometimes  straight,  sometimes  convex,  some- 
times concave,  and  without  the  same  kind  of  motion 
always  answering  to  the  same  kind  of  line.  Neverthe- 
less, most  generally,  the  right  line  will  be  an  index  of 
the  uniformity  of  velocity,  the  convex  line  that  of 
acceleration,  and  the  concave  answers  to  a  retarded 
motion. 

143.  Still  more,  or  at  least,  in  a  manner  much  more 
apparent  than  the  kind  of  motion,  will  the  inequalities 
of  the  bottom  affect  the  form  of  the  surface ;  they  will 
reappear  in  some  measure  at  the  surface  of  the  stream. 
For  example,  let  a  shelf  of  pebbles,  narrow  and  deep, 
be  laid  transverse  or  oblique  to  the  bed  of  the  stream  : 
the  fluid  will  surmount  it  by  virtue  of  its  acquired 
velocity;  on  meeting  with  the  shelf,  its  surface  will 
be  considerably  raised,  after  which  it  will  descend,  so 
as  to  present,  in  that  part,  an  elevation  like  that  of  a 
great  wave ;  but  its  elevation  above  the  general  surface 
of  tke  stream  will  be  less  than  that  of  the  shelf  above 
the  general  plane  of  the  bottom.  Usually,  the  ine- 
quality of  the  surface  will  be  so  much  less,  compared 
to  that  of  the  bottom,  as  the  depth  and  velocity  of  the 
water  is  greater ;  so  that  in  extraordinary  freshets,  the 
presence  of  dykes  from  six  to  ten  feet  in  height,  is 
sometimes  without  any  effect  upon  the  surface ;  and  we 
may  see  the  water  pass  from  the.  upper  reach  to  the 
lower,  without  a  sensible  elevation  or  depression. 

Let  us  further  remark,  that  although  the  inequali- 
ties of  the  surface  arc  produced  by  those  at  the  bottom, 
they  do  not  correspond  with  them  vertically,  but  are 
generally  to  be  found  somewhat  more  down  stream. 
'!S!?*i!!!*'       144.  The  transverse  section  of  the  surface  of  a  river 

ue  stream. 

presents,  moreover,  a  remarkable  form ;  it  is  a  convex 
curve,  whose  summit  corresponds  to  the  thread  of  the 


ON   RIVERS.  155 

current ;  from  this  point  of  greatest  velocity,  the  level 
is  lowered  from  point  to  point  till  it  reaches  the  sides, 
and  it  is  depressed,  sometimes  equally,  sometimes  une- 
qually, towards  each  of  them.  The  greater  the  veloc- 
ity of  the  different  parts  of  the  stream,  the  more  con- 
siderable is  their  respective  elevation.  Figures  25  and 
26  represent  this  state  of  things;  the  first  applies  to  a 
river,  the  second  to  a  mill  course. 

This  form  of  current  would  be,  according  to  Dubuat, 
the  consequence  of  a  principle,  the  certainty  of  which 
he  has  established  by  direct  experiments,  and  which  he 
has  enunciated  in  these  terms:  "i/",  from  any  cause^ 
a  column  of  water  comprised  in  an  indefinite  fluids 
or  contained  between  solid  sides,  begins  to  m^ove 
with  a  given  velocity,  the  lateral  pressure  which  it 
exerts  before  motion  agaifist  the  surrounding  fluid 
or  against  the  solid  walls,  will  be  diminished  by  all 
that  is  due  to  the  velocity  of  its  motion,*  Conse- 
quently, the  particles  of  the  thread  of  the  stream  and 
those  adjoining  it,  moving  more  swiftly  than  those  at 
the  sides,  will  exert  a  less  pressure  against  them ;  and 
they  will  therefore  require  a  greater  number  of  fillets, 
that  is  to  say,  a  higher  column,  to  maintain  their  equi- 
librium. I  should  remark,  however,  that  this  princi- 
ple of  Dubuat,  and  the  justice  of  its  application  to  the 
case  in  hand,  has  been  contested  by  different  authors,  f 
Nevertheless,  it  may  well  be  considered  as  an  exten- 
sion of  another  principle,  of  which  mention  has  been 
made  (45),  and  which  we  shall  consider  in  the  follow- 
ing chapter. 


*  Daboatt  Princlpet  d'Hydranllquef  sec.  4fiS. 

t  Bernard,  Koareaax  princlpes  d'Hydraallque,  p.  173.  —  Karler,  Architecture  Hy- 
dntaUque  de  B^lldor,  p.  342. 


Its 
determloatlon. 
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2.    The  Velocity. 

The  knowledge  of  the  velocity  of  a  laver  is  often 
necessary,  whether  it  be  to  appreciate  the  action  of  the 
current  against  its  channel,  or  whether,  as  is  most  fre- 
quently the  case,  we  wish  to  deduce  from  it  the  vol- 
ume of  water  conducted  by  it.  This  velocity  is  usual- 
ly determined,  in  a  direct  manner,  by  means  of  instru- 
ments called  hydrometers.  We  begin  with  describing 
the  principal  of  them;  and  firstly,  those  which  give  the 
velocity  of  the  surface. 

Fioati.  145.  The  most  simple,  direct,  and  the  soieBt,  when  it  is  properly 

used,  18  the  float)  which,  placed  in  the  water,  partakes  of  its  ve- 
locity, tn  common  practice,  we  employ  bits  of  wood,  or  other 
substances  of  a  specific  gravity  nearly  equal  to  that  of  water,  and 
count  the  number  of  seconds  it  takes  to  pass  a  distance  previ- 
ously measured  I  When  greater  exactness  is  required,  we  use  tin 
or  hollow  copper  balls,  or  an  apothecaries'  vial,  ballasted  with 
shot,  so  as  to  be  nearly  submerged  in  the  water.  They  are  pat 
in  the  strongest  part  of  the  current,  and  far  enough  above  the 
point  where  we  commence  counting  the  seconds  in  which  it  runs 
through  the  measured  space,  so  that  on  their  arrival  they  may 
have  acquired  the  velocity  of  the  adjoining  fluid.  lii  this  man- 
ner, by  repeating  the  operation  two  or  three  times,  we  expect  to 
obtain  the  velocity  of  the  swiftest  current  with  sufficient  exact- 
ness. But  for  the  fillets  contained  between  this  and  the  sides, 
this  mode  will  not  answer;  the  float  will  not  maintain  the  neces- 
sary direction. 

I  should  observe  that  floats  should  not  be  sensibly  elevated 
above  the  snr&ce,  or  their  direction  and  velocity  will  be  subject  to 
the  influence  of  the  wind.  Further,  if  they  project  too  much, 
and  the  slope  is  considerable,  like  bodies  placed  upon  an  inclined 
plane,  their  velocity  would  be  accelerated,  until  it  shall  have  ac- 
quired uniformity  from  the  resistance  of  the  plane ;  if  the  plane 
itself  moves,  their  absolute  velocity  will  be  greater  than  that  of 
the  plane ;  that  is  to  say,  the  velocity  of  the  floats  will  be  greater 
than  that  of  the  surface  fluid. 
^  146.  The  velocity  in  a  given  part  of  the  surface  can  be  suita- 
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blj  detennined  by  means  of  a  yery  light  wooden  wheel,  with  whw\ 
floats,  and  with  slight  friction  upon  its  axis.  Placing  it  in  the  ^th  floats, 
cozrent  so  that  the  floats  are  sunk  in  the  water,  its  centre  of  pe> 
cussion  will  partake  very  nearly  of  its  velocity.  Dubuat  has 
used  sttcoessftdly  a  wheel  made  of  fir,  2.395  ft.  in  diameter,  cai^ 
lying  eight  square  floats,  .262  ft.  each  side ;  the  axis  turned  upon 
two  small  iron  pivots,  retained  in  copper  boxes;  the  whjle 
weighed  only  1.52  pounds  avoirdupois. 

147.  The  hydnmieiric  pendulum^  which  has  been  used  for  the 
same  purpose,  consists  of  a  hollow  ivory  or  metallic  ball,  sustained   H7diy>meiTio 
by  a  thread,  whose  end  is  fixed  at  the  centre  of  a  graduated  quad-    P«»daiQin. 
rant.    This  is  to  be  placed  over  the  point  where  the  velocity  is  to       T\g.  at. 
be  taken,  so  that  the  ball  shall  plunge  into  the  water.    The  cur^ 
rent  urges  it  forward,  the  thread  inclines,  and  the  square  root  of 
the  tangent  of  inclination,  multiplied  by  some  constant  number, 
gives  the  velocity  sought. 

Thus,  let  w  be  the  absolute  weight  of  the  ball  A ;  construct  the 
parallelogram  ABCD,  where  AD  » ti7,  and  the  angle  of  inclination 
£OA=sCAX>^t.  In  the  position  of  the  ball,  its  efibctive 
weight,  the  force  with  which  it  tends  to  descend,  will  be  w  cos  i. 
A£,  which  is  that  portion  of  the  weight  in  equilibrium  with  the 
action  of  the  current,  which  measures  its  ejQbrt,  will  be  10.  sin.  1, 
and  10^^^.  =3 w  tang,  t,  compared  to  the  efiective  weight;  this 
eflbrt,  then,  is  proportional  to  the  tangent  of  the  angle  of  incli- 
nation.  It  is  also,  as  we  shall  see  in  the  following  section,  pro- 
portional to  the  square  of  the  velocity  of  the  current.  This 
velocity,  then,  will  be  proportional  to  the  square  root  of  the 
tangent  of  inclination,  and  we  shall  have 

V  =a  71  >v/  tang  i. 

This  multiplicator  n  will  be  constant  for  the  same  ball ;  and 
prudence  would  suggest  its  direct  determination  by  experiment. 
For  this  purpose,  the  pendulum  should  be  tried  in  a  stream 
whose  velocity  has  been  determined  by  some  other  means,  as  by 
that  of  the  wheel  with  floats ;  and  this  velocity,  divided  by  the 
square  root  of  the  tangent  of  inclination  obtained  in  this  ex- 
periment, will  give  the  value  of  n. 

A  more  general  theory  of  the  simple  and  compound  pendulums 
may  be  found  in  the  Hydraulics  of  Venturoli. 

Let  us  come  now  to  those  hydrometers  made  to  measure  the 
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velocity  below  the  surface.  Many  hare  been  devised  and  used ; 
I  cite  the  three  following. 
Tabeof  Pitot  148.  The  most  simple  is  the  PitoVs  tube,  so  called  from  the 
name  of  the  author  who  first  proposed  its  use.  It  is  simply  a 
glass  tube,  bent  at  its  lower  end.  It  is  immersed  in  the  stream, 
so  that  the  orifice  of  the  bent  part,  turned  against  the  current, 
shall  be  at  the  level  of  the  vein  whose  velocity  is  required.  This 
vein,  pressing  upon  the  water  in  the  tube,  causes  it  to  rise  in  the 
vertical  branch ;  and  the  height  of  its  elevation  above  the  surface 
of  the  river  is  regarded  as  the  height  due  to  the  velocity  of  the 
current. 

But  it  is  not  exactly  so.  This  height  measures  indeed  the 
sum  of  the  pressures  exerted  against  the  orifice  of  the  tube  ;  but 
the  pressure  against  a  body  plunged  in  water  is  dependent  upon 
the  form  of  the  body,  as  we  shall  see  hereafter ;  mofeover,  that 
of  the  difierent  fluid  veins  is  diminished  from  their  centre  to  their 
circumference  ;  so  that  we  must  isolate,  by  some  means,  a  fillet, 
(the  central  one,  for  example,)  and,  moreover,  wo  must  consult 
experience  as  to  the  effects  of  the  form  of  the  tube.  Dubuat,  the 
author  of  these  observations,  found  that  in  giving  to  the  orifice 
the  form  of  a  tunnel,  with  its  entrance  closed  by  a  plate  pierced 
with  a  small  hole  at  its  centre,  that  two  thirds  only  of  the  eleva- 
tion in  the  tube  was  the  height  due  to  the  velocity,  and  that  con- 
sequently we  have  v  =  ^2g^h  =  6.55  >v/A  ft;. ;  h  being  the 
height  of  water  in  tube  above  the  surface  of  the  current. 

M.  Mallet,  engineer,  terminated  the  horizontal  branch  of  the 
tube  with  a  cone  having  no  where  above  two  millimetres  or  .078 
inches  of  opening  at  the  summit ;  the  tube  was  made  of  iron, 
nearly  0.13  ft.  in  diameter ;  in  it  was  placed  a  float,  surmounted 
by  a  stem ;  this  tube  was  fastened  to  a  pole,  as  is  frequently  done 
with  other  hydrometers,  of  which  mention  will  be  made  in 
future.  When  the  instrument  is  in  position,  and  at  the  point  of 
required  velocity,  the  cone  being  exactly  in  the  direction  of  the 
current,  and  turned  up  stream,  the  height  of  the  stem  is  observed; 
then  the  instrument  is  reversed  down  stream,  and  note  is  made  of 
the  height  of  the  stem.  The  difference  of  the  two  heights,  mul- 
tiplied by  the  particular  coefficient  of  the  tube,  given  by  previous 
experiments,  will  be  the  height  due  to  the  velocity  of  that  part  of 
the  current  adjoining  the  cone. 

Notwithstanding  the  simplicity  of  the  instrument  and  of  the 
method,  it  is  but  seldom  used,  as  we  cannot  measure  the  height 
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of  the  water  with  sufficient  accuracy  to  deduce  the  precise  veloc- 
ity, especially  when  this  velocity  is  small. 

149.  Trials  for  more  delicate  indicators  have  been  made,  in  ex- 
posing plates  directly  against  the  shock  of  that  part  of  the 
stream  whose  velocity  is  required ;  the  necessary  weights  used  to 
maintain  them  against  the  action  of  the  current  are  the  meas- 
urers of  its  force,  and  the  velocity  will  be  determined  by  rules 
which  will  be  given  in  the  following  section.  The  form  of  these 
balances,  or  Roman  hydrometers,  is  much  varied.  I  shall  con- 
fine myself  to  a  description  of  one  used  by  Briinings  in  numerous 
experiments,  which  he  ha^  called  the  Tachometer  (measurer  of 
velocity). 

It  consists  of  a  plate  A,  fixed  to  the  extremity  of  a  stem  AB,    Tachometer 
(which   moves  in  a   socket  m,)  perpendicular  to  the  bar  DE,  or 

whose  foot  rests  upon  the  bottom  of  the  channel,  and  on  which  ^'^'*"*'*8»- 
the  instrument  is  fastened,  at  the  desired  height.  A  cord  is  Fig.  29. 
listened  to  B,  which  passes  under  the  pully  C,  and  reaches  to 
the  short  arm  of  a  balance,  whose  other  arm  bears  the  weight  P. 
When  the  Tachometer  is  suitably  placed  for  accomplishing  its 
object,  the  current,  acting  upon  the  disc,  drives  it  from  A  towards 
B ;  and  the  weight  P  is  dravm  back,  till  it  holds  it  in  equilibri- 
um. From  its  position,  we  arrive  at  the  effort  of  the  current, 
and  so  determine  its  velocity. 

150.  Preference  is  given  above  all  these  machines  to  the  by-    woitmann's 
drometrie  mill  of  Woltmann,  especially  in  Germany ;  a  descrip-         ^*^- 
tion  of  it  and  its  use  was  published  by  that  philosopher  in  1790.  Figg.30and3i. 
It  is  simply  a  revolving  axle,  carrying  four  small  wings,  like 

those  of  a  windmill.  The  current  causes  them  to  turn,  and  the 
number  of  revolutions  made  in  a  certain  time,  and  recorded  by 
the  instrument  itself,  furnishes  us  directly  the  velocity. 

In  reality,  saving  the  slight  resistance  due  to  the  friction  of  the 
axle  upon  its  bearings,  the  velocity  of  the  current  is  proportional 
to  that  of  the  wings,  and  the  last  is  proportional  to  the  number  n 
of  turns  made  in  a  unit  of  time,  or,  what  comes  to  the  same 
thing,  to  the  number  N  made  in  a  time  T.  and  divided  by  this 
time;  so  that  we  have  v=^an^=a^\  a  being  a  constant  coeffi- 
cient for  the  same  mill,  to  be  determined  by  experiment. 

For  this  purpose,  the  mill  is  placed  in  a  current  whose  velocity 
has  been  ascertained  by  other  means :  the  number  of  turns  it 
makes  in  a  given  time  is  recorded,  and  this  number  is  divided  by     . 
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the  time  ;  we  divide  the  velocity  by  the  qaotient  thus  obtained, 
and  thus  have  a.  More  simply  still,  admitting  (and  I  believe  it 
to  be  the  fact  in  this  case)  that  the  pressure  exerted  by  a  fluid  at 
rest  upon  a  small  plate  in  motion,  is  equal  to  that  exerted  by  the 
fluid  in  motion  against  the  plate  at  rest,  the  velocity  being  the 
same  in  both  cases,  we  run  the  mill  through  a  certain  space  of 
stagnant  water,  a  pond,  for  example,  and  we  divide  the  space 
run  by  the  number  of  turns  of  the  axle ;  the  quotient  is  the  value 
of  a;  for  v  =  ^,  also,  E  =  aN  or  fl=^. 

The  usefulness  of  this  instrument  leads  me  to  make  known  the 
disposition  and  dimensions  of  its  principal  parts,  represented  by 
Fig.  31  at  half  its  full  size.  The  wings,  four  in  number,  are 
square  thin  copper  plates,  .082  fl.  each  side ;  their  middle  is  .164 
ft.  from  the  axis  of  rotation ;  their  plane  is  at  an  angle  of  45° 
with  this  axis.  For  small  velocities,  where  greater  delicacy  of 
instrument  is  needed,  we  double  the  size  of  the  wings  and  Uieir 
distance  from  the  axle.  We  have  thus  two  sets  of  wings,  and 
place  upon  the  axle  those  best  suited  for  the  purpose  in  hand. 
The  wheels  have  each  fifty  teeth  ;  the  pinion  which  transmits  the 
motion  of  one  to  the  other  has  but  five,  so  that  they  can  indicate 
five  hundred  turns.  They  are  supported  on  a  frame  moveable 
about  one  of  their  extremities,. which  is  kept  clear  of  the  revolv- 
ing axle  by  a  spiral  spring.  Upon  the  axis  is  a  short  spiral 
screw,  in  which  the  teeth  of  the  wheels  are  engaged,  by  pulling 
up  the  cord  &stened  at  the  moveable  extremity  of  the  frame. 

In  operating,  the  instrument  should  be  firee  of  aU  obstruction 
to  motion ;  and  the  teeth  of  each  wheel  marked  zero  are  placed 
opposite  their  respective  index,  fixed  upon  the  limb.  Then,  putr 
ting  a  stick  of  wood  or  an  iron  stem  into  the  socket,  the  machine 
is  secured  at  the  desired  depth.  If  this  depth  is  small,  we  place 
and  secure  the  iron  arm  some  yards  in  front  of  the  upper  end  of 
a  skiff,  moored  to  the  place  of  operations.  For  great  depths,  we 
use  two  boats,  joined  by  strong  planks ;  and  upon  this  the  instru- 
ment is  secured  at  the  desired  point ;  then  the  bar  carrying  the 
mill  is  lowered,  with  its  extremity  in  the  bottom  of  the  river. 
All  being  ready,  at  a  given  signal  from  the  time-keeper,  we  draw 
by  a  string  the  frame  bearing  the  toothed  wheels,  and  have  them 
thus  pressed  against  the  revolving  axle,  which  oonmiunicates  its 
motion  to  them.  At  a  second  signal,  the  oord  is  dropped ;  the 
spiral  spring  repels  the  frame,  the  teeth  are  diseng^tged,  and  the 


ON   RIVERS.  161 

wheels  stop.  The  instroinent  is  taken  firom  the  water,  and 
the  index  gives  us  the  number  of  turns  made  between  the  inter- 
yals  of  the  signals :  this  number,  di\dded  by  the  time  and  multi- 
plied by  the  proper  coefficient  of  the  mill,  gives  us  the  required 
velocity. 


151.  It  IS  by  means  of  such  instruments  that  we    Diminauon 

of  velocities  a 
different  depths. 


have  discovered  the  diminution  of  the  velocity  of  the  ^^  ^«*®«^"«"  ■* 


current  towards  the  bottom  or  the  sides  of  the  channel, 
and  that  we  have  searched  for  the  law  of  this  diminu- 
tion. 

Previous  to  the  eighteenth  century,  it  was  admitted, 
that  in  rivers,  the  respective  velocities  of  the  different 
fluid  threads  of  a  stream  followed  the  same  law  with 
that  of  fillets  issuing  from  a  reservoir  through  an  ori- 
fice made  in  the  vertical  sides,  the  circumstances  of 
which  we  have  already  discussed  (58),  where  it  is  seen 
that  the  velocity  increases  as  the  square  root  of  the 
depth  of  fillets  below  the  surface  of  the  stream ;  so 
that  the  velocity  in  a  river  would  have  increased  with 
its  depth,  and  very  nearly  as  its  square  root.  This 
doctrine  was  admitted  by  Guglielmini,  and  other  phi- 
losophers of  Italy,  at  that  time  the  most  profound  in 
Europe  in  all  that  pertains  to  running  water.  Sut 
towards  1730,  Pitot,  by  means  of  the  hydrometrical 
tube  which  he  invented,  and  in  experiments  made  upon 
the  Seine,  found  that  the  velocity  diminished,  instead 
of  being  increased,  with  its  depth.  He  published  this 
important  &ct,  which  a  multitude  of  observations  have 
since  confirmed  and  generalized,  and  whose  cause  and 
effects  have  already  been  indicated  (106  and  109). 

We  have  there  found  the  velocity  of  the  different 
fillets  of  the  current  to  be  greater  according  to  the 
amount  of  removal  from  the  bed  of  the  channel,  and  that 
consequently,  the  thread  of  the  stream,  or  that  of  great- 


nation. 
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est  Telocity,  is  found  in  that  part  of  the  surface  answer- 
ing to  the  greatest  depth.  This  fillet  is  sometimes 
designated  under  the  German  name  of  Thalweg  (path  of 
the  valley).  In  reality,  the  Thalweg  would  be  the 
intersection  of  two  slopes  enclosing  the  valley;  in 
nature,  the  thread  of  the  stream  will  be  found  above 
this  intersection,  and  will  indicate  its  position ;  so  that 
we  sometimes  use  this  as  the  ^boundary  lines  of  estates 
or  territories  separated  by  rivers ;  it  is  that  which  is 
usually  followed  by  the  descending  navigation. 
Lawofdimi-  162.  Somc  observcrs  have  thought  that  the  greatest 
velocity  of  a  river  is  not  exactly  at  its  surface,  but  a 
little  below  it ;  nevertheless,  M.  Defontaine,  engineer, 
has  concluded,  from  his  observations  upon  the  Rhine, 
that,  allowance  being  made  for  the  wind,  it  is  found  ex- 
actly at  the  surface  of  the  stream. 

What  is  the  law  of  its  diminution,  as  we  descend 
downward?  In  the  second  half  of  the  last  century, 
Ximenes,  and  other  Italian  hydraulicians,  devoted 
themselves  to  its  investigation.  In  1789  and  1790, 
Briinings,  for  the  same  purpose,  made  eighteen  series 
of  experiments  upon  difierent  branches  of  the  Rhine 
which  traverse  Holland ;  at  each  of  his  stations,  and 
for  every  foot  in  the  same  vertical,  he  measured  the 
velocity  of  the  river,  by  means  of  his  tachometer 
(149).  From  these  observations,  and  some  others, 
Woltmann  felt  authorized  to  conclude  that  in  descend- 
ing from  the  surface,  the  velocities  decrease  as  the  or- 
dinates  of  a  reversed  parabola.  For  example,  if  in 
Fig.  16,  where  AMC  is  the  common  parabola,  BC 
represents  the  velocity  at  the  surface,  and  GH  that  at 
the  bottom,  DE  will  be  the  velocity  at  the  depth  BD. 
Funk  assumes  a  logarithmic  function ;  that  is  to  say, 
while  the  depths  increase  in  arithmetical  progression, 
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the  velocities  diminish  in  a  geometrical  progression. 
M.  Raucort,  after  a  series  of  observations  made  by  him 
on  the  Neva,  at  Petersburg,  thought  that  these  veloci- 
ties might  be  represented,  upon  the  same  vertical,  by 
the  ordinates  of  an  ellipse,  whose  lower  summit  is  be- 
low the  bottom  of  the  river,  and  whose  minor  axis  is  a 
little  below  the  surfiwse  of  the  same.* 

Notwithstanding  these  scientific  trials,  the  results  of 
observations  present  and  will  present  too  many  anoma- 
lies and  contradictory  facts,  for  any  attempt  at  a  math- 
ematical deduction  of  the  decrease  of  the  velocity.  The 
only  inference  which  can  be  drawn  from  known  obser- 
vations, and  particularly  from  t^hose  of  M.  Defontaine, 
made  upon  the  Rhine,  with  Woltmann's  instrument,  is 
that,  generally,  in  proportion  to  the  depth  below  the 
surface  of  a  river,  there  is  a  gradual  diminution  of 
its  velocity;  at  first  nearly  insensible,  then  more 
marked,  and  increasing  rapidly  on  approaching 
the  bottom,  where  the  velocity  is  nearly  always 
greater  than  one  half  that  of  the  surface.  Fig. 
49,  which  represents  the  curve  indicated 
by  the  mean  of  two  observations,  in  a 
part  of  the  Rhine  4.92  ft.  deep,  will 
give  an  idea  of  the  manner  of  decrease; 
we  have  opposite  the  coordinates  of  this 
curve,  which  approach  nearly  the  arc  of 
a  parabola,  whose  ordinates  are  the  ve- 
locities diminished  by  a  constant  quan- 
tity.t 

*  Annates  des  pouts  et  chanssAes.  Tome  IV.,  p.  1, 1812.  It  Is  hoped  that  the  exper- 
iments of  M.  Baacort  may  be  pablished.  At  one  of  the  points  of  obeeiratlon,  the 
depth  of  stream  was  about  62  feet  This  engineer,  moreover,  represents,  by  the  ordi- 
nates of  an  ellipse,  the  Telodttes  of  the  surface,  flrom  the  thread  of  the  stream  eren 
to  the  shores  of  the  same. 

t  Vide,  In  the  Annales  des  ponts  et  chaoss^es,  Tome  VL,  183S,  the  excellent  work 
of  M.  Defontaine  upon  the  regime  of  the  Bhlne,  and  apon  constructions  Ibr  the  pro- 
tection of  Its  banks. 
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Mean  velocity      153.  The  mean  velocity,  in  the  same  vertical,  will 
verticaL      bc  the  sum  of  the  observed  velocities,  divided  by  the 
number  of  observations ;  the  greater  the  number,  the 
nearer  the  approximation  to  the  truth. 

It  is  in  this  manner  that  Briinings  has  determined 
,  the  mean  velocity  of  each  of  his  verticals.  He  sought, 
moreover,  for  the  ratio  of  the  mean  velocity,  with  the 
corresponding  velocity  at  the  surface,  or  rather,  at 
1.08  ft.  beneath  it ;  he  found  that  this  ratio  varied 
from  0.89  to  0.96  ;  the  velocities  were  from  2.19  ft.  to 
4.856  ft.,  and  the  depths  from  5.15  ft.  to  14.40  ft. 
Ximenes,  upon  the  Arno,  for  a  velocity  of  the  surface 
of  8.294  ft.  and  a  depth  of  15  ft.,  has  0.92  for  the 
ratio  of  mean  velocity  of  a  vertical  to  that  at  surface. 
M.  Defontaine,  in  his  observations  upon  the  Rhine, 
obtained  only  from  0.85  to  0.89.  Nevertheless,  for 
great  rivers,  observations  give  oftener  above  than  be- 
low 0.90. 

The  fillet  endowed  with  the,  mean  velocity  has  usual- 
ly been  found  a  little  below  one  half  and  towards  tiiree 
fifths  of  the  depth. 
Mean  velocity  of  154.  But  the  mean  velocity  of  the  particles  of  the 
parol  to  to^  of  same  vertical  is  not  the  mean  velocity  of  the  compo- 
tiire*i  of  coi^  j^gjji-  elements  of  the  section.  Since  the  velocity  at  the 
surface  decreases  from  the  thread  of  the  current  up  to 
its  sides,  and  the  mean  velocity  of  the  verticals  are  near- 
ly in  the  same  ratio,  the  mean  combined — that  is  to  say, 
the  mean  of  the  section — will  be  less  than  the  greatest 
of  them,  which  corresponds  to  the  thread  of  the  stream; 
and  consequently,  its  ratio  with  the  velocity  of  this 
thread  will  be  smaller  than  that  given  in  the  preceding 
number,  or  than  0.90,  the  mean  term.  Briinings  has 
found  it  to  be  0.8^ ;  but  he  has  seen  it  go  as  low  as 
0.72,  and  again  as  high  as  0.98.  Ximenes  found  it  to 
be  0.88. 
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Dubuat,  in  his  experiments,  made  in  small  canals,  of 
which  mention  has  been  made  (109),  has  obtained  a  re- 
sult nearly  similar,  though  by  a  very  difierent  process. 
A  direct  gauging  gave  him  the  discharge  of  the  canal,  and 
dividing  it  by  the  section,  he  had  exactly  the  mean  ve- 
locity (108) ;  he  then  determined  readily,  and  with 
suflScient  correctness,  the  greatest  velocity  of  the  sur- 
fiace.  The  ratio  of  one  to  the  other  varied  from  0.71 
to  0.88  (and  even  in  two  experiments,  which  it  was 
thought  best  to  withdraw,  it  was  raised  from  0.95  to 
0.96).  Moreover,  this  ratio  was  increased  with  the 
velocity,  and  in  designating  by  V  that  of  the  surface, 
and  V  for  mean  velocity,  we  can  express  it 

_V(V  + 7.78188 
^~     V+10.34508    • 

But  can  we  admit  a  ratio  entirely  independent  of  the 
depth?  Can  we  extend  the  results  of  observations 
made  in  small  wooden  canals,  regular  throughout  their 
length,  with  a  depth  of  water  not  exceeding  a  foot,  to 
rivers  whose  channels  are  a  series  of  great  inequalities, 
and  with  a  depth  often  exceeding  ten  or  fifteen  feet  ? 
We  should  doubt  it,  if  the  experiments  made  directly 
upon  great  streams  did  not  seem  to  indicate  the  same 
results.* 

3.    Gauging  of  Streams. 

The  estimate  of  velocity,  whether  of  each  part  or  of 
the  mean,  which  has  been  the  subject  of  discussion,  has 
chiefly  for  its  object  the  gauging  of  water  courses; 
that  is  to  say,  the  determination  of  the  quantity  of 
water  which  they  bear,  the  knowledge  of  which  is 


*  Tbe  translator,  whQe  employed  nnder  tbe  United  States  Oovemment,  in  some 
obterrationB  made  npon  velocities  at  dlflterent  depths  of  the  Mississippi  Biver,  has 
seen  resalts  entirely  at  variance  with  the  law  here  laid  down.  At  present,  he  is  not 
anthoxised  to  pablWi. 
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often  a  matter  of  great  interest  to  the  government,  as 
enabling  it  to  decide  with  exactness  how  much  water 
can  be  spared  from  a  river  for  canals,  irrigation,  etc., 
without  injury  to  the  navigation ;  and  to  divide,  with 
justice  and  fairness,  between  many  mills  or  other  ser- 
vice, any  amount  of  disposable  water. 

The  gauging  is  eflFected  in  different  ways, 
oaaging         1^5.  The  bcst  method,  for  great  rivers,  is  to  take  a 
^^        station  at  anv  point,  to  measure  the  area  of  its  trans- 
verse  section  as  well  as  the  mean  velocity  ot  this  sec- 
tion, by  means   of  the   hydrometer,  and  to   multiply 
these  two  quantities  into  each  other. 

To  operate  in  a  suitable  manner  upon  the  whole 
width  of  the  stream,  at  the  appointed  station  we  take 
many  soundings,  which  divide  the  section  into  trape- 
ziums, and  we  calculate  the  area  of  each  of  them. 
Then,  at  equal  distances  between  the  points  of  sound- 
ing, we  secure  the  boat  or  pontoon,  bearing  Woltmann's 
mill,  or  other  instrument  (150) ;  by  means  of  this, 
we  determine  five,  six,  seven  velocities  upon  the  same 
vertical ;  we  take  the  mean  of  them,  and  multiply  it  by 
the  area  of  the  respective  trapezium.  The  sum  of  all 
these  products  is  evidently  the  discharge  of  the  river, 
and  is  equivalent  to  the  total  area  of  the  section,  multi- 
plied by  the  general  mean.  As  every  thing  is  at  the 
disposal  of  the  observer,  so  that  he  can  multiply  at 
will  the  soundings  and  the  determination  of  the  veloci- 
ty, and  may  take  all  necessary  pains  in  the  work,  he  is 
enabled  to  give  whatever  exactitude  may  be  wished  for 
the  measurement,  and  thus  obtain  very  nearly  the  real 
discharge. 

156.  This  mode,  it*  is  true,  requires  time  and  ex- 
pense, and  if  approximation  only  is  desired,  we  are 
content  with  the  following.     We  take  a  station  near  the 
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middle  of  any  reach,  or  portion  of  the  stream  whose 
channel,  for  an  extent  of  several  hundreds  of  yards,  is 
sufficiently  regular.  By  sounding,  we  have  the  area  of 
its  transverse  section.  Then,  by  means  of  floats  (145), 
we  determine  the  velocity  of  the  thread  of  the  stream, 
corresponding  to  the  measured  section;  by  means  of 
the  fonhula  above  given  (154),  we  shall  have  the  mean 
velocity,  which,  multiplied  by  the  area  already  found, 
will  give  us  the  discharge  sought. 

157.  The  formulae  of  permanent  motion  (123  and     OMging 
124)  will  furnish  still  another  method  of  obtaining  the   calculation. 
delivery  of  rivers. 

For  this  purpose,  we  choose  a  locality  where,  for  a 
considerable  length,  the  channel  presents  no  marked  or 
abrupt  inequalities.  We  take,  then,  from  four  to  six 
stations ;  at  each,  we  determine,  first,  the  area  of  the 
section  (^o  j  ^i  j  ^a  >  •  •  •  •*»)  5  second,  the  perimeter,  or  that 
part  of  section  of  bed  in  contact  with  water  (c^ ,  Ci,  c^, 
.  .  .  c„) ;  third,  the  distance  from  one  station  to  the 
other  {z\  ,  z\ ,  z\  .  ,  .  z\) ;  fourth,  the  slope  of  the 
sur&ce  from  one  to  the  other. 

Sy  means  of  these  given  quantities,  we  have  the  de- 
livery by  the  formula 

Q =—  2(D+M)  +  [/BqiM  +  (2(D-|-M)) 
or, 

^        64.364  Vs;      ^/ 

M  =  . 0001114155  (2^+?^-+....^.^) 

N  =  . 0000242651  (?^+?^|^+  . . .  £^) 

p'  =  amount  of  slope  between  the  first  and  last  sta- 
tions. 
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We  must  remember  that  the  integration  which  led  ha 
to  this  formula  requires  implicitly  that  the  quantities 
to  be  integrated,  especially  the  velocities,  and  so  their 
sections,  should  be  subject  to  a  law  of  continuity ; 
now,  this  could  never  be  the  case,  if  there  are  irregular 
variations  in  the  width  and  slope  of  the  bed — and  they 
are  to  be  found  in  nearly  all  parts  of  rivers.  The  for- 
mula is  not,  therefore,  rigorously  applicable  to  them, 
and  the  results  given  by  it  should  only  be  regarded 
as  approximate.  The  following  example  serves  to  show 
how  we  should  regard  it. 

From  among  a  series  of  one  hundred  and  ^e  observations  or 
levelling  stations  made  on  the  Weser,  near  AGnden,  in  Westpha- 
lia, and  reported  in  the  Hydrotechny  of  Funk,  I  select  six  oonseo- 
utive  ones,  in  a  part  of  the  river  presenting  the  least  iiregolarity ; 
they  give  the  distances,  slopes,  the  wet  perimeters,  and  sections, 
found  in  the  following  table.    For  each  of  the  respective  sections, 

Z'C  Z'C 

I  add  the  values  of  -j-  and  -i"* 


Ko. 

Z' 

J^ 

c 

s 

M'e 

0 

1 

2 
3 
4 
5 

T 

522.98 
215.23 
200.14 
261.49 
161.42 

feet 

.000000 
.564332 
.232623 
.216218 
.279541 
.174211 

ftet 

324.819 
363.534 
325.147 
308.742 
309.726 
386.501 

80.  feet 

825.41 

794.84 
489.88 
689.45 
489.88 
674.71 

.0000 
.3009 
.2916 
.1300 
.3376 
.1371 

0.0 
.00037860 
.00059524' 
.00018850 
.00068888 
.00020311 

1361.26 

1.466925 

.336411 

660.70 

1.1971 

.00205433 

With  these  data  we  find 

^  =  6064  (e^TTP- M-0  =  .00000003716 ; 
M  =  .0001114155  X  .00205433  =  .000000228884 ; 
N=  .0000242651 X  1.1971  =  .0000290478. 

These  numerical  quantities  substituted  in  the  above  equation 
give  for  the  discharge  sought  Q  =s  2426.83  cubic  feet.  A  measure- 
ment made  with  a  hydrometer  gave  2652.28. 
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So  the  fiirmola  has  shown  a  deficit  of  about  one  tenth. 

cable  fbet. 
The  first  five  stations  alone  would  give  2233 

"      "  four      "  "        "       "  2633 

««      "   three    "  "        "       "  2254 

The  last  four      "  "        "       "  2657 

We  see  from  this  example,  where  the  bed  was  as  regular  as 
oonld  be  expected  in  large  rivers,  how  great  is  the  respective  in- 
fluence of  the  areas  of  the  sections. 

The  formula  of  uniform  motion,  in  taking  the  mean  of  the  six 
sections,  and  the  six  wetted  perimeters  noted  in  the  above  table, 
would  g^ve  2813  cub.  ft. ;  a  quantity  six  hundredths  greater  than 
the  results  of  the  gauging  by  the  hydrometer. 

158.  Dams  which  bar  the  course  of  rivers,  and  over     oaaging 
which  all  the  water  flows,  will  sometimes  afford  us  the      ^^ 
means  of  determining  this  quantity.     But  for  this  pur- 
pose, the  crest  of  the  dam  should  have  a  projecting 

edge,  so  that  the  water,  in  passing  over,  may  &11  freely 
and  suffer  no  reaction  from  the  part  already  passed;  it 
is  seldom  that  we  meet  with  this  arrangement.  We 
may  supply  its  place,  by  putting  upon  the  crest  a  plank 
with  the  upper  edge  made  thin  and  horizontal,  with 
sharp  comers,  and  high  enough  for  a  free  flowage  of  the 
water;  the  height  of  the  water  H,  above  this  weir, 
should  be  over  0.197  ft.,  but  less  than  one  quarter  of 
the  depth  of  the  stream  behind  the  dam.  Then  L, 
being  the  length  of  the  dam,  the  discharge  will  be  given 
by  the  formula  (77) 

0=3.5567  LH  VH. 
In  case  H  exceeds  one  quarter  part  of  the  depth,  we 
use  the  expression  (79),  as  a  function  of  the  velocity  tr, 
at  the  sur&ce  of  the  stream, 

0=3.4872  LH  VH+0.035051i^. 

159.  If  the  method  of  gauging  by  weirs  is  seldom 
applicable  to  great  streams^  it  will  be  found  better  suit- 
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ed  than  any  other  for  small  streams.     There  are  two 
cases  to  be  noted. 

That  where  the  current  is  small,  and  carries  only 
from  thirty-five  to  seventy  cubic  feet  of  water  per  sec- 
ond. "We  look  for  a  place  where  we  can  easily  con- 
struct a  weir  with  a  width  over  0.295  ft.,  but  less  than 
one  third  of  the  width  of  the  bed,  and  in  such  a  man- 
ner as  to  have  a  head  upon  the  weir  greater  than  0.196 
ft.,  but  not  so  great  that  its  product  into  the  width  of 
the  dam,  or  ZH,  shall  exceed  the  fifth  part  of  the  sec- 
tion of  the  stream  immediately  above  the  dam;  then, 
without  the  chance  of  one  per  cent,  of  error,  we  may 
apply  the  formula  (77) 

Q=3.209  m  VS. 

If  the  operation  be  found  more  easy,  or  if  the  quan- 
tity of  water  exceeds  seventy  cubic  feet,  we  might  dam 
up  the  entire  bed  of  the  stream;  at  each  of  its  extrem- 
eties  we  raise  a  small  vertical  partition,  so  that  the 
opening  through  which  the  water  passes  may  be  rectan- 
gular, and  we  should  then  use  one  of  the  two  formulae 
referred  to  in  the  preceding  number,  after  complying 
with  all  the  conditions  to  make  them  applicable. 

Two  examples  will  serve  to  show  the  method  of  pro- 
ceeding, and  will  afibrd  an  opportunity  to  add  some 
practical  details  to  what  has  already  been  said  upon 
weirs  (68—83). 

I.  It  is  required  to  gauge  a  BmaU  stream  of  water.  A  suita- 
able  place  for  the  construction  of  a  weir  is  sought ;  this,  for  ex- 
ample, will  be  at  a  narrow  part  of  the  bed,  with  steep  banks, 
immediately  below  a  wide  portion  of  the  stream.  Let  the 
width  of  the  stream  at  the  sur&ce  in  this  place  be  11.8  It.,  and 
its  greatest  depth  2.6  fl.  After  a  preliminary  examination  of 
the  section,  and  of  the  Telocity,  measured  by  some  light  bodies 
thrown  into  the  current,  we  find  that  it  carries  about  36  cubic 
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feet  of  water  per  seoond.  Since  the  breadth  is  11.8  ft.,  the  weir 
can  be  made  4  ft.  in  length;  the  head  on  it  will  then  be 
about  1.988  ft.  (for  the  formula  Q  =» 3.209  MVH  gives  H  = 

I  /  f      ^      j  =  1.988  feet.)     After  this  approximate  estimate, 

we  should  make  a  plank  partition,  about  15  ft.  long  at  top,  ^  ft. 
high,  and  say  from  1^  to  1^  in.  thick,  and  with  a  shape  conform- 
ing to  the  bed  of  the  stream ;  fit  it  so  as  entirely  to  dam  the 
stream.  For  this  purpose,  insert  its  ends  and  bottom  into  the 
sides  and  bottom  of  the  bed ;  by  means  of  moss,  sods  and  dods 
of  earth;  we  make  the  joints  as  tight  as  possible,  especially  a 
short  time  before  the  gauging  commences ;  it  must  be  supported 
with  cross  pieces  and  struts.  In  the  upper  half,  we  cut  a  rec- 
tangular notch,  four  feet  wide  by  two  feet  deep  ;  so  that  the  sill 
of  the  weir  shall  be  .50  ft  aboTC  the  natural  level  of  the  stream, 
and  that  the  water  may  &11  freely  over  it.  The  section  of  the 
fluid  sheet  at  the  weir  (4  ft.  X  1.988  ft.  =  7.95)  not  being  one 
fifth  nor  even  one  seventh  part  of  the  section  of  the  stream,  which 
exceeds  sixty  square  feet,  aU  the  conditions  for  the  application 
of  the  formula  Q=:  3.209  /H  VH  will  be  satisfied. 

When  aU  is  ready,  and  there  is  but  little  leakage,  and  the  new 
regime  of  the  current  is -well  established,  we  take  two  points  on 
the  partition,  one  on  each  side  of  the  opening,  and  at  a  foot 
or  more  from  the  vertical  edges,  and  at  the  level  of  the  water 
line  (making  deductions  for  capillary  attraction) ;  then  stretch 
a  thread  between  these  points,  and  measure  directly  its  eleva- 
tion above  the  centre  of  the  sill.  It  was  found  to  be  2.008  ft., 
and  the  length  of  the  weir,  from  careful  measurement  during  the 
flow,  was  only  3.986  ft. ;  thus 

Q  =  3.209  X  3.986  X  2.008  X  V2^008  =  36.395  cub.  ft. 

n.  A  suit  at  law  requires  the  exact  determination  of  the  vol- 
ume of  water  convoyed  by  a  small  river,  when  its  level  is  at  the 
height  of  a  given  bench-mark.  It  is  decided  that  the  gauging 
shall  be  made  by  means  of  a  dam. 

At  170  ft.  above  the  mark,  at  a  point  where  the  river  is  a  lit- 
tle embanked,  and  presents  a  regular  bed,  where  the  current  is 
65  ft.  wide  at  the  surface,  and  4.10  ft.  mean  depth,  when  the 
water  is  at  the  height  of  the  mark,  we  establish  the  temporary 
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dam.  It  is  capped  with  a  well  equared  piece  of  wood,  1^  in.  in 
width  at  the  top,  the  upper  &ce  of  which  is  quite  smooth  and 
horizontal,  and  fixed  at  .6^  ft.  above  the  bench-mark.  At  each  of 
its  extremities,  we  raise  a  small  vertical  partition,  so  that  the 
interval  between  them,  or  the  length  of  the  dam,  shall  be  64  ft. 
Adjoining  these  two  partitions,  and  at  right  angles  to  the  same, 
we  place  two  others,  which  are  five  feet  wide ;  at  3.25  ft.  from 
the  c(»nmon  intersection,  we  place  a  scale  against  the  interior 
&ce  of  each,  whose  sero  point  stands  exactly  at  the  level  of  the 
crest  of  the  dam. 

tiiese  dispositions  being  made,  wait  till  the  water  in  the  lower 
reach  is  at  the  level  of  the  mark,  and  then  take,  by  the  scales, 
the  height  of  the  upper  reach.  It  was  found  to  be  2.339  ft.  As 
this  height  is  nearly  half  that  of  the  dam  (4. 10 +  .66 =4.76 
ft.),  we  cannot  use  with  confidence  the  formula  ^ 

3.5567  LH  VH, 
but  must  have  recourse  to  that  of 

Q  —  3.4872  LH  VH+.036051u;«. 

To  obtain  the  velocity  w  of  the  surface  on  its  arrival  at  the 
dam,  we  should  take,  starting  from  a  point  where  the  water  be- 
gins sensibly  to  incline  towards  the  dam,  a  distance  of  164  ft.  up 
stream  on  each  bank,  and  mark  the  extremities  by  stakes.  At 
65  ft.  above  this,  cast  into  the  strongest  part  of  the  current  a  suit- 
able float,  and,  with  a  good  watch,  determine  the  time  occupied 
in  its  passing  the  164  ft. ;  a  mean  of  six  observations  gave  48} 
seconds,  whence  we  conclude  w= 3.38  ft.,  and  .035051u;*=  .4004. 


Q  =  3.4872X64X2.339  V2.339+.4004  =  864.00  cub.  ft. 

The  formula  3.5567  LH  VH  would  have  given  814.28  cub.  ft. 
Thus  we  may  safely  affirm,  that  at  the  given  height,  the  river 
furnished  at  least  850  cub.  ft.  per  second. 

Velocities         160.  Boforo  closing  our  remarks  upon  the  velocity 
charge  of     and  dischsTge  of  rivers,  let  us  saj  a  few  words  as  to  the 
^^®"'      absolute  magnitude  of  this  velocity  and  discharge. 

From  the  smallest  brook  of  the  plains,  to  the  impet- 
uous mountain  torrents,  even  to  the  great  river  Ama- 
zon, we  have  such  a  continued  series  of  velocitieB  and 
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disoharges,  that  it  is  impossible  to  take  them  as  a  "basis 
for  the  classification  of  rivers.  Moreover,  the  different 
regions  of  the  snr&ce  of  the  globe,  being  unequally 
divided,  in  a  hydrographic  view,  what  would  be  large 
for  one  region  would  not  be  so  for  another. 

We  give  an  approximate  idea  of  the  difference  in  the  size  of 
rivers,  citing  from  geographers  the  developed  lei^th  of  some  of 
them. 


imes. 

Miles. 

The  Amazon,    . 

.     .    4281 

The  Senegal,      .     .     . 

1211 

Mississippi, 

.     .    4213 

Rhine,    .     .     .     . 

956 

NUe,     .     . 

.     .    3107 

Elbe  and  Vistula, 

826 

Volga,.     . 

.     .    2485 

Loire  andTagus,  . 

643 

Eapfarates, 

.    .    2374 

Rhone,   .     .     .     . 

553 

Danube,    . 

.     .    2206 

Seine  and  Po,  .     . 

497 

Ganges,     . 

.     .    1932 

Garonne  and  Ebro, 

466 

St.  Lawrence, 

.    1796 

Thames,      .     .     . 

217 

These  lengths  give  no  true  measure  of  the  size  of  the  rivers,  or 
of  the  Tolume  of  water  which  they  bear  to  the  sea :  thus,  the 
Rhone  conveys  more  water  than  the  Loire,  though  it  is  not  so 
long ;  the  Garonne  empties  into  the  ocean  nearly  a  third  more 
than  the  Seine,  and  its  length  is  less. 

We  confine  ourselves  exclusively  to  what  concerns 
France,  and  we  shall  call  the  velocity  of  any  river  small 
when  it  falls  short  of  1|  ft. ;  that  of  the  Seine  is  about 
2  feet  in  the  vicinity  of  Paris;  an  ordinary  velocity 
will  be  from  2  to  3j  ft. ;  above  that  it  is  great,  and  very 
great  if  it  exceeds  6^  ft.,  which  is  nearly  that  of  the 
Rhone  and  of  the  Rhine;  it  is  even  double,  in  time  of 
great  freshets. 

As  to  the  volume  of  water  conveyed,  or  the  siase 
properly  so  called,  a  water-course  ranks  among  rivers, 
when,  in  its  ordinary  state,  it  carries  from  850  to  450 
cubic  ft.  per  second.  With  from  1000  to  1500  cubic 
ft,,  it  will  be  a  navigable  river,  at  least  under  some  par- 
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ticular  circumstances.  The  rivers  of  France  bear  8500 
cubic  ft. ;  thus,  the  Seine,  with  a  mean  width  of  430  ft. 
and  a  mean  depth  of  5  ft.,  carries  about  4600  cubic  ft. ; 
the  Garonne,  at  Toulouse,  has  about  5S00  ft.  in  its  ordi- 
nary state ;  and  the  Rhone,  at  Lyons,  has  more  than 
21000  cubic  ft. 

The  quantity  of  water  conveyed  by  rivers  undergoes 
great  variations ;  thus,  in  Lyons,  we  have  noticed  the 
quantity  as  low  as  9000  cubic  ft.,  and  even  7000  cubic 
ft.,  and  on  the  12th  of  February,  1815,  it  rose  as  high 
a-s  203770  cubic  ft.  The  Registrar  of  the  States  of 
the  Rhine,  opposite  Strasbourg,  where  the  slope  was 
.00061,  gave  M.  Defontaine,  even  excepting  extraor- 
dinary cases, 

In  low  stages     mean       and  high. 

For  the  discharge  of  the  river,      13400  ft.    33700    164000 
For  the  velocity,  5  ft.       7  ft.    9.35  ft. 

At  Nim^gue,  before  its  junction  with  the  Mouse,  and 
in  its  ordinary  stage,  it  carries  about  60000  cubic  ft. 

ARTICLE  THIRD. 

Backwater^  Eddies^  ^c.  {Remou^). 

161.  A  remou,  or  eddy,  in  the  strict  acceptation  of 
the  word,  is  water  without  progressive  motion,  in  the 
bed  of  a  river,  near  one  of  its  sides,  which  turns 
upon  itself,  in  consequence  of  the  impulse  of  the  adja- 
cent part  of  the  current,  or  from  some  other  cause. 
This  name  is  also  given  to  every  return  of  water  against 
the  direction  of  the  river.  Dubuat,  extending  this  last 
acceptation,  has  called  every  elevation  of  the  surftu^e  of 
the  stream  above  its  natural  level  a  remou;  an  elevation 
due  to  the  meeting  with  some  obstacle,  and  which,  ex- 
tending up  stream,  seems  to  be  a  running  back  of  the 
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fluid  or  a  true  remou ;  it  is  in  this  sense  that  engi- 
neers now  use  the  word,  and  we  shall  adopt  it  here. 

Sach  a  remou  or  backwater,  is  produced  either  by 
a  dam,  which  bars  up  entirely  the  course  of  a  river,  or 
by  a  construction,  which,  occupying  only  a  portion  of 
the  bed,  contracts  the  passage  of  the  water,  as  is  the 
case  with  bridges,  dikes,  &c. 

1.  Backwater  prodvced  by  a  Dam, 

162.  Let  AB  be  the  longitudinal  section  of  the  sur-      F,g.82. 
fece  of  the  stream  of  water,  of  which  HD  is  the  bottom. 

The  dam  DE  being  raised,  the  course  of  the  water  is 
intercepted  throughout  its  whole  breadth.  The  water 
will  rise  up  to  flow  over  the  crest  of  the  dam ;  the  fluid 
mafis  CoaAFG  thus  raised,  constitutes  the  remou, 
and  its  upper  surface  will  generally  take  the  form  rep- 
resented by  Fig.  32.  (In  this  figure,  the  scale  of  heights 
is  840  times  greater  than  that  of  the  lengths.) 

We  have  now  to  consider,  1st,  the  rise  or  elevation 
of  level  CF,  near  the  dam ;  it  is  the  height  of  the 
remou,  properly  so  called ;  2d,  the  elevation  or  height 
ab,  at  a  given  distance  from  the  dam ;  3d,  the  distance 
C A  to  which  the  swell  extends ;  this  is  the  amplitude 
of  the  flow. 

163.  The  greatest  elevation  CF,  which  takes  place  Height  near 
at  the  dam,  depends  principally  upon  the  height  of  the 
dam  itself;  it  is  composed  of  that  height,  minus  the 
primitive  depth  of  the  current  FG,  plus  the  elevation 
Cg  (H')  of  the  water  at  C  above  the  crest  E  of  the 
dam.  This  last  quantity,  according  to  the  experiments 
of  M.  Castel,  which  give 

0=3.5567  LH'  Vl^, 

willbeH'=.42917  j/r^J  ;   an  expression  in  which 


the  dam. 
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Q  is  the  discharge  of  the  stream,  and  L  the  length 
of  the  dam. 

Sometimes  the  water,  instead  of  flowing  over  the  dam, 
runs  through  openings  made  in  the  lower  part  of  it. 
In  this  case,  the  greatest  depth  of  the  water  will  be 
equal  to  the  distance  between  the  centre  of  the  orifice 
and  the  bottom  of  the  channel,  plus  the  distance  of  this 
same  centre  from  the  upper  level,  which  is 

Q=.039774^, 

a  being  the  area  of  the  orifice ;  this  follows  frOm  the 
equation  Q=0.625a  \/2g-H  (29).  Subtracting  from 
this  depth  that  of  the  primitive  current,  we  shall  have 
the  height  of  the  remou  or  flow.  Although  the  raising 
of  the  water  is  occasioned  by  the  dam,  it  is  not  imme- 
diately at  the  dam  that  the  greatest  elevation  will  be 
found ;  it  takes  place  a  certain  distance  above  the  dam. 
We  know  that  when  water  runs  over  a  weir,  the  fluid 
surface  inclines  before  it  reaches  the  same;  in  great 
back  flowage,  the  inclination,  or  a  marked  increase  of 
the  slope  at  the  surface,  will  sometimes  commence  at 
quite  a  distance  back. 
Height  164.  The  height  of  the  flow,  at  a  given  distance,  is  a 

tance.  cousequenco  of  the  curve  which  the  surfisuse  fluid  takes 
Katttte  above  the  dam.  Dubuat,  who  was  the  first  hydraulician 
^  to  investigate  this  subject,  has  endeavored  to  ascertain 
the  nature  of  this  curve.  Observing  that  the  depth  of 
the  water  continued  to  increase  with  its  departure  from 
the  extremity  A  of  the  swell,  and  consequently  that 
the  velocity  of  the  strata  and  the  inclination  of  the 
surface  diminished  pari  passu,  he  concluded  that  this 
curve  was  concave.  He  also  supposed  that  it  would 
difier  but  little  from  the  arc  of  a  circle,  which  would 
be  tangent  at  one  of  its  extremities  to  the  natural  sur- 
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fiice,  immediately  aboye  the  end  A  of  the  flowage,  and 
at  the  other,  to  its  origin  at  0;  and  the  length  would  be 

1  OTT 

i^,  H  (=CF)  being  the  height  of  the  flow  at  C,  p^ 

the  slope  of  the  surface  at  the  same  point,  (it  is  given 
by  the  formula  of  Sec.  112),  and  p  the  slope  of  the 
natural  stream,  or  very  nearly  that  of  the  bottom  of 
the  bed.  The  quantity  j» — p^  expresses  also  the  length 
of  the  arc  in  degrees;  so  it  will  be  easy  to  calculate  its 
radius.  Its  versed-sines  at  different  distances  x  from 
the  dam,  will  be  very  nearly  the  elevations  of  the  sur- 
fiu^  fluid,  above  a  horizontal  drawn  through  the  point 
C;  and  these  elevations,  increased  by  H — px,  will  give 
the  heights  of  the  flowage.  We  shall  dwell  no  longer 
on  this  hazardous  method  of  determination. 

Funk,  after  having  criticised  this  method,  has  substi- 
tuted for  it  one  not  so  well  based.  He  admits  that  the 
threads  at  the  surface  of  the  flowage  are  concave  arcs 
of  a  parabola,  whose  position  and  size  he  indicates;  and 
according  to  which  the  heights  of  the  flowage  y,  at  dif- 
ferent distances  x  from  the  dam,  will  be  given  by  the 
equation 

y=211-^x—f^W{n—\px). 

I  have  shown  elsewhere  how  much  these  results  differ 
from  those  of  observation;  and  I  cite  this,  as  well  as  the 
preceding  hypothesis,  only  as  matter  of  history. 

165.  In  our  day,  B^langer,  Vauthier,  Coriolis,  &c., 
have  applied  to  flowage  the  laws  of  permanent  motion. 
It  would  seem  as  if  the  formula  (125  and  126)  which 
give  the  slope  of  the  surface  of  a  water  course,  when 
one  of  the  sections  of  its  current  is  known,  as  well  as 
the  declivity  and  shape  of  its  bed,  would  solve  effectu- 
ally the  problem,  and  determine  the  curve  which  the 
flowage  should  take  when  its  elements  are  known. 
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Induced  by  the  example  of  authors  whom  I  have  quot- 
ed, as  well  as  by  some  peculi?,r  observations  of  my  own, 
I  at  first  thought  it  might  be  so;  but  I  have  since  enter- 
tained doubts  respecting  it. 

The  theory  of  permanent  motion,  as  we  have  already 
observed  (157),  requires,  in  the  bed  of  the  water  course 
to  which  it  is  applied,  that  there  should  be  no  abrupt 
or  marked  change  either  in  slope  or  width;  and  this  is 
rarely  the  case  with  rivers.  Moreover,  the  water  of 
flowage  seems  only  to  be  superimposed  above  the  cur- 
rent, and  not  to  participate  wholly  with  its  motion;  the 
engineers  who  took  the  levels  of  the  Weser,  (a  part  of 
which,  touching  the  back-flowage  of  21320  ft.  in  length, 
I  have  already  reported,  in  a  notice  printed  in  the 
Annales  des  ponts  et  chavss^es,  tom.  XIH.,  1837), 
have  observed  that  at  a  distance  of  3884  ft.  from  the 
dam,  the  velocity  at  the  surface  was  nearly  insensible, 
while  that  of  the  bottom  was  quite  strong.  The  water 
of  the  flowage,  especially  near  the  dam,  presents  a  sheet 
slightly  inclined,  it  is  true,  but  its  sur&ce  remains 
nearly  plane,  and  is  not  sensibly  affected  by  great  ine- 
qualities in  the  bottom  and  width  of  the  bed.  All  this 
would  lead  us  to  believe,  that  the  water  of  remous  is  not 
similarly  circumstanced  with  that  of  ordinary  streams; 
and  that  the  theory,  which  can  scarcely  be  applied  to 
these,  can  with  still  less  safety  be  applied  to  remans,  I 
must  say  also  of  this  formula,  which  has  but  very  few 
data,  and  where  the  first  deviation  affects  all  the  rest 
of  the  calculation,  it  is  positive  that  the  trials  which  I 
have  made  with  it  have  indicated  slopes  very  different 
from  those  actually  taking  place. 

I  here  cite  from  my  observations  on  the  back-flowage  of  the 
Weser  (to  which  I  have  before  referred),  the  form  of  which  has 
been  determined  by  levels  made  with  great  care.    The  slope  of 


ON  RIVEBS. 


179 


the  bed,  for  a  length  of  55775  ft.,  as  well  as  on  the  22960  ft. 
occupied  by  the  swell,  waq,  sensibly  nnifonu,  and  equal  to 
.000454«p;  in  the  same  space,  the  mean  width  was  354.33  ft.=s/; 
the  depth  of  the  water  immediately  above  the  dam  was  9.816  ft. ; 
and  as  that  of  the  natural  stream,  on  the  supposition  of  uniform 
motion,  would  have  been  2.467  ft.,  there  remained  for  the  sur- 
elevation  of  the  water  7.349  ft.  ss  H ;  at  the  time  of  levelling,  we 
had  Q  =3  2651.92  cub.  ft.  Thus  the  formula  of  Sec.  125,  where, 
in  this  case,  c=s  354.348  4-2A,  5=^354.348;^,  and  where  the 
depths  diminish  as  we  go  up  stream,  becomes 

/=.00001762z-^^+.00000061251«-'^^— .87024  (  4—4) 

As  far  as  18074  ft.  from  the  dam,  I  have  taken  for  z'  distances 
of  about  1500  ft.,  so  that  the  extremities  may  coincide  with  the 
levelled  stations ;  beyond  this  18074  ft.,  the  values  of  x'  were 
less.  The  results  of  calculation,  as  well  as  of  observation,  are 
noted  in  the  columns  of  the  following  table.  The  first  indicate  a 
very  regular  curve,  and  asymp- 
totic to  the  natural  current 
taken  above  the  flowage.  But 
the  slopes  resulting  from  that 
curve  are  much  less  than 
those  found  by  levelling ;  most 
often,  they  were  not  the  half. 
Only  tovrards  the  extremity  of 
the  flowage,  the  difierences 
were  less,  the  two  slopes  then 
approaching  nearly  those  of 
the  natural  current.  In  this 
extreme  part,  those  of  obser- 
vation present  great  irregu- 
larities, the  vrater  of  the  swell 
having  no  great  depth,  being 
exposed  to  the  action  of  great 
inequalities  of  the  bottom. 
The  fonnula  of  126  has  given 
exactly  the  same  slopes  as  those  of  125. 

166.  Such  differences  existing  1)etween  tlie  results  of 
observation  and  those  of  the  formulae,  forbid  my  recom- 
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mending  their  use ;  and  were  I  called  upon  to  indicate 
approximately  the  elevations*  of  water  produced  hy  a 
proposed  dam,  I  should  use  in  preference  an  equation 
which  the  engineer  St.  Guilhem  has  arranged,  so  as  to 
obtain  a  curve,  like  to  the  flowage  of  the  Weser,  of  the 
Werra,  and  others  cited  in  the  above  named  notice.  The 
elevations  indicated  by  it  are  those  which  would  really 
occur,  if  the  flowage  in  question  was  similar  in  all 
respects  to  that  of  the  Weser,  etc. ;  and  they  appear  to 
be  analogous  to  all  those  formed  in  ordinary  rivers, 
great  or  small,  when  dammed  up  in  their  course.  This 
equation, 

is  that  of  a  curve  asymptotic  to  the  natural  current : 
y  representing  the  elevation  above  the  natural  surface 
for  a  distance  x.  Its  results  for  the  Weser  are  placed 
in  the  last  column  of  the  preceding  table;  they  follow 
very  closely  those  of  observation  in  the  middle  portion 
of  the  flowage,  where  there  is  the  greatest  need  for 
recourse  to  calculation. 

The  size  and  form  of  the  bed  do  not,  it  is  true,  enter 
as  constituents  of  its  expression,  but  we  have  seen  that, 
to  a  certain  extent,  the  flowage  is  independent  of  these 
elements :  as  for  the  discharge,  it  is  found  in  the  value 
of  H.  After  all,  this  empirical  and  approximate  for- 
mula should  be  used  no  longer  than  until  it  can  be 
replaced  by  another,  based  upon  a  generally  admitted 
theory,  and  upon  the  results  of  observation. 
Amputade.  167.  If  the  flowago  were  simply  water  superimposed 
on  the  primitive  current,  uninfluenced  by  its  velocity, 
its  sur&ce  would  extend  horizontally  from  0  to  K,  the 
point  where  the  horizontal  line  drawn  through  the 
summit  of  the  flowage  meets  the  surface  AB  of  the 
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natnral  current.     GK  would  be  the  hydrostatic  ampli- 

tude,  and  would  have  —  for  its  expression. 

But  the  real  or  hydraulic  amplitude  is  not  the  same ; 
it  is  generally  much  greater.     Dubuat  (164)  admits 

1  9H 

_     for  its  value:  and  as  p^ ,  the  slope  of  the  fluid 

surfeice  near  the  dam,  is  always  very  small,  the  hydrau- 
lic amplitude  will  be  nearly  double  the  hydrostatic 
amplitude.     Funk  has  seen  that  value  to  be  too  great, 

3H 
and  he  fixed  it  at  -g- ;  that  is  to  say,  that  the  real 

amplitude  will  be  one  and  a  half  times  the  hydrostatic 
amplitude.  As  a  mean  term,  it  is  nearly  so;  for  in 
other  respects,  this  value  is  usually  modified  by  local 
circumstances,  and  sometimes  to  a  great  extent. 

The  theory  of  permanent  motion,  according  to  the  for- 
mula of  St.  Guilhem,  conducting  to  an  asymptotic  curve, 
would  give  an  infinite  extent  to  the  flowage ;  its  surface 
would  be  continually  approaching  that  of  the  natural 
current  without  attaining  it.  Sut  at  a  distance  from  the 
dam  nearly  equal  to  the  value  of  the  amplitude,  the 
space  which  separates  the  two  surfaces,  according  to 
these  theories,  is  so  small  as  to  be  inappreciable,  and 
may  be  regarded  as  nothing.  Moreover,  the  mutual 
adhesion  of  the  particles  of  water,  and  the  greater  ve- 
locity of  those  of  the  primitive  current,  will  tend  to 
diminish,  and  always  will  diminish,  the  extent  of  the 
flowage  which  would  have  taken  place  were  the  fluid 
particles  entirely  independent  of  each  other ;  so  that,  I 
repeat  it,  the  extent  will  be  very  often  less  than  that 
assigned  it  by  Funk  firom  his  observations. 

168.  Let  us  apply  our  provisional  formula  to  cases  of  the  most    Examples. 
frequent  ocounenoe. 
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I.  On  a  large  river,  diicfaar^g  2825.3  cab.  ft.  per  seoond,  at 
the  time  of  low  water,  and  whose  slope  is  quite  uniformly 
.000264,  we  are  about  to  establish  a  dam  9.8427  ft.  in  height, 
and  705.39  ft.  in  length,  and  this  in  a  place  where  the  mean 
depth  is  3.1168  ft. ;  what  will  be  the  rise  29528  ft.  up  stream? 

Taking  the  value  of  y  from  the  above  equation  (166),  we  have 


'-|/ss^^+*'>'-'" 


The  value  of  H  will  be  (163) 


9.8427  —  3.1168  +  .42913 1/  (^^ ; 

the  last  term,  here  expresses  the  height  to  which  the  flowage 
is  raised  above  the  crest  of  the  dam,  and  since  Q  s  2825.3  cub. 
ft.,  and  L« 705.39,  this  term  will  be  1.0859  ft.;  thus  H^s 
7.8118  ft. ;  also,  p  »>  0.000264,  and  i? »  29528  ft.    Consequently, 


V: 


2ggg5^|^|l35j+473.71-7.7954-1.1124; 


that  is  to  say,  that  at  the  distance  of  29528  ft.  from  the  dam,  the 
raisiog  of  the  water  produced  by  it  would  be  1.1122  ft.  The 
depth  of  the  current  in  this  place,  according  to  the  level  previous 
to  the  construction,  was  2.788  ft. ;  it  will  therefore  become  3.897 
ft.    We  will  admit  it  to  be  at  most  3.6089  ft. 

n.  On  the  same  river,  and  with  the  same  data,  we  wish  to  find 
at  what  distance  from,  the  dam  the  rise  of  the  water  above  its 
crest  shall  be  only  .16404  ft. 

The  equation  of  the  curve,  where  y=£  .16404  ft.  and  H= 
7.8118  ft.,  vrill  be 

(.16404+y.)»-(p.)«-  f      -^0. 

Now  substitute  successively  for  x  different  values,  until  the 
equation  is  satisfied ;  thus 
ItwiUbefor«=44292ft^,  +31.43  cub.  ft.  =0. 

«         "     «=39371fti,  — 15.186  cub.  ft. =0. 

"     j?=  41011.2  ft.,        +2.52  cub.  ft.     =0. 
Thus,  at  a  distance  of  about  40683  ft.,  the  sur&oe  of  the 
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flowage  will  again  be  at  .164  fl.  above  that  of  the  old  current. 
We  conclade  from  this,  that  beyond  the  41011  ft.,  this  difference 
will  be  insensible,  and  consequently,  that  the  amplitude  is  41011 
ft. ;  this  would  not  be  1.4  times  the  hydrostatic  amplitude,  which 

".^002^=29593  ft. 


m.  In  a  riyer  which  conveys  about  706.3  cub.  ft.,  and  the 
slope  of  which  is  .00032 ;  in  a  place  where  the  mean  depth  is 
1.3779  ft.  and  the  breadth  of  the  channel  393.7  ft.,  it  is  required 
to  establish  a  dam,  which  would  procure  a  depth  of  3.2809  ft., 
necessary  for  the  navigation  of  boats,  against  the  lower  fiice  of 
another  dam  47573  ft.  above,  and  where  there  is  only  1.476  ft. 
in  the  deepest  part.  It  is  necessary,  then,  that  the  projected 
dam  should  raise  the  water  1.8045  ft.,  at  least.  What  should  its 
height  be  to  produce  this  e£fect?  « 

Designate  this  height,  the  quantity  sought,  by  $.  Since  Q=s 
706.33  cub.  ft.  and  L  =  393.708  ft.,  the  water  will  be  raised 
above  the  dam  .63854  ft. 


.63854  =  .42917 


i/ar- 


thus  (163)  H  =  {—1.3779784-.63854  =  f— .739438.  We  then 
have  y=s  1.8045  ft.,  iF  =  47573  ft.,  and  ;>=. 00032;  thus  the 
equation  becomes 

4936.8-^528.03-  frjgg'=0. 

Substituling  16.453  ft.  for  $,  we  have  4-3  =  0, 

**  16.46  ft.      "   **      "  —.63  =  0, 

which  gives  for  $  the  height  of  the  dam,  say  16.455  ft. 

But  is  it  advisable  to  build  a  dam  of  such  a  height?  Those 
engineers  who  have  adopted  the  principle  that,  without  imusual 
motives,  dams  should  not  exceed  ten  feet  in  height,  would  answer 
in  the  negative,  and  would  conclude  that,  below  the  existing 
dam,  and  in  a  given  length  of  47573  feet,  there  should  be  two 
dams  in  place  of  one. 

169.    The   flowage  {remous)  which  we  have  just 
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conflidered  has  a  concare  sur&ce ;  it  loses  itself  insen- 
pecuifTto^cM-  s^^ly  **  ^^  extremity  in  the  natural  current,  and  its 
tain  streams,  extent  far  cxceeds  the  hydrostatic  amplitude.  But 
there  are  others,  rarely  met  with,  it  is  true,  which  are 
characterised  by  wholly  difiFerent  and  nearly  opposite 
qualities ;  their  sur&ce  is  slightly  convex,  and  is  very 
much  so  at  the  ends ;  they  are  detached  from  the  cur- 
rent by  an  abrupt  departure,  and  have  a  length  less 
than  that  of  the  hydrostatic  amplitude.  These  differ- 
ent circumstances  are  strikingly  manifested  in  the  ex- 
periments made  by  M.  Sidone  at  the  hydraulic  estab- 
lishment of  Turin. 

The  canal  on  which  Sidone  operated  was  of  ma- 
sonry. It  was  1.0668  feet  broad  and  the  same  in 
depth :  the  bottom  was  inclined,  and  for  a  length  of 
82.809  feet,  that  of  the  field  of  observations,  the 
inclination  increased  nearly  gradually  from  .0623  ft. 
to  .1246  ft.  Three  currents  of  water,  the  quantities 
of  which  were  exactly  known,  were  introduced  suc- 
cessively in  it.  When  the  regime  of  each  was  well 
established,  and  all  the  circumstances  ot  the  natural 
current,  the  depths,  velocities,  &c.,  were  noted,  it  was 
barred  up,  by  means  of  small  wooden  dams,  whose 
heights  were  progressively  increased.  Then  the 
height,  the  amplitude  of  the  flow,  the  hydrostatic 
amplitude,  &c.,  were  carefully  measured.  The  form 
of  the  flowage,  with  the  rebound,  of  one  of  these 
experiments,  is  represented  in  Fig.  34.  The  result 
of  all  these  observations  is  placed  in  the  following 
table,  for  the  details  of  which  see  the  work  of  the 
author.* 

*  lC6molres  de  rAcad^mle  det  Sciences  of  Tuxin.   Tome  XXV.,  1820. 


ON  BIVEBS. 


186. 


II 

1^ 

CUlffiKNT 

abore  the  retrtou. 

1 

RBMOU. 

Si 

if 

DIFFKRBNCK 

REBOUND 
by 

& 

14.206 
15.978 
18.701 
21.424 
12.008 
14.567 
17.126 
19  259 
21.949 
11.024 
13.419 
15.420 

7 

between  the 

ampUtude 

by 

Velo- 
city. 

.s 
a 

1 

8.3B9 
12.288 
14.061 

DC 

II 

7.973 

12.1T2 
16.109 

ca.fL 
0.79M 

1.2396 
1.6493 

ft 
4.46B 

5.SZ2 
6.3S3 

ft. 

0.154 
0.203 
0.243 

0.085 

0.032 
0.032 

0.225 
0.617 
0.712 
0.446 
0.528 
0.620 
0.705 
0.794 
0.443 
0.028 
0.614 

0.335 
0.32H 
0.335 
0.335 

0.449 
0.459 
0.469 
0.472 
0.469 
0.548 
0.551 
0.548 

21.049 
24.410 
27.166 
2.9.659 
24.016 
26.805 
29.561 
31.858 
33.760 
25.919 
28.248 

8 

0.W6 

0.420 
0.509 

0.2T2 

0.394 
0.518 

n 

1 

2     1     3 

4 

5 

6 

9 

10 

11 

170.  It  ibllows  from  these  experiments  : 

Ist.  That  the  height  of  the  flowage  above  the  crown  of  the 
dam  is  independent  of  the  elevation  of  the  crest  above  the  bottom ; 
and  that  it  varies  only  with  the  qoantitj  of  water  discharged. 
For  the  three  discharges  it  was  .334,  .466,  and  .548  ;  the  formu- 


la .42917 


my 


would  have  given  respectively,  .332,  .4745 

and  .574  fl.  Here,  as  in  the  experiments  made  at  the  water^ 
woifa  of  Toulouse,  beyond  a  certain  limit,  the  coefficient  0.64 
&ils  by  excess,  and  as  much  more  as  the  height  of  water  on  the 
crest  is  greater  compared  to  the  height  of  the  dam. 

2d.  Naturally,  the  extent  of  the  amplitude  increases  with  the 
height  of  the  dam,  but  not  in  the  same  ratio. 

3d.  In  comparing  the  real  amplitudes  with  the  corresponding 
hydrostatic  amplitudes,  I  have  observed,  not  without  some  sur- 
prise and  satis&ction,  let  their  magnitude  be  what  it  would,  that 
their  diflerences  remained  the  same  for  a  like  discharge,  or  rather, 
for  the  same  velocity;  but  that  it  increased  with  the  velocity. 
The  case  is  similar  to  that  of  currents,  already  mentioned  (133), 
which*  on  issuing  from  a  gate,  enter  a  canal,  where  water  previ- 
onsly  passed  is  running,  but  with  less  velocity,  and  consequently 
with  greater  depth ;  the  current  drives  this  water  before  it  a  cer^ 
tain  distance.  So  here,  the  natural  current  meeting  the  water  of 
the  remaUf  which  seems  inclined  to  return  up  stream  by  virtue  of 
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its  tendency  to  a  level,  driveB  it,  and  in  some  way  compels  it  to 
retrace  its  path.  The  force  which  it  there  exerts,  like  to  that 
which  bends  a  spring,  will  be  an  active  force,  and  its  eflbct,  the 
length  of  the  driving  back,  will  be  proportional  to  the  square  of 
the  velocity.  This  length,  starting  from  a  point  where  a  horiison- 
tal  line,  drawn  through  the  summit  of  the  remou,  meets  the 
sur&ce  of  the  current,  is  the  difference  of  the  two  amplitudes : 
it  will,  therefore,  be  proportional  to  v";  and  for  the  above  exper- 
iments, it  will  be  quite  accurately  represented  by  .399281?*,  as 
may  be  readily  seen  by  a  comparison  of  columns  9  and  10  of  the 
table,  the  numbers  of  the  10th  column  being  calculated  by 
means  of  this  formula. 

The  velodiy  being  less  at  the  sides  than  in  the  middle  of  the 
current,  the  running  back  will  be  less  near  the  sides,  and  the 
flowage  will  extend  fiurther;  in  fact,  in  all  the  experiments  of  M. 
Bidone,  its  length  was  greater  by  from  .065  to  .131  ft.  A  mani- 
fest proof  that  the  running  back  is  occasioned  by  the  velocity  of 
the  current,  and  that  it  should  increase  with  it. 

4tfa.  Upon  the  length  depoids  the  hei^t  of  the  rebound  which 
takes  place  at  its  extremity.  The  surface  of  the  remou  at  the 
rebound  being  sensibly  horizontal,  that  height  will  be  the  fourth 
term  of  a  proportion,  of  whioh  the  three  first  are  the  hydrostatic 
amplitude  (-=-)»  the  height  of  the  remou  near  the  dam  (U), 
and  the  length  of  the  nuining  back  (.399280*),  it  will  therefore 
be  .3^9928^.  The  numbers  of  the  last  column,  calculated  by 
this  expression,  and  which  differ  but  little  from  those  of  experi- 
ment, show  that  it  is  very  nearly  so. 

In  canals  of  great  velocity,  j>s=  .0001127  -r\  thus,  for  the 

height  of  the  rebound,  we  should  have  .00004459  t-,  h  being  the 

depth  of  the  current  just  above  the  rebound. 

In  most  riven,  where  generally  v  is  less  than  3.28  ft.,  and 
p  less  than  .001,  the  rebound  would  seldom  exceed  .00328  ft. ;  it 
would  be  insensible. 

171.  Notwithstanding  the  apparent  diflbrenoe  between  the 
ordinary  remou  and  those  just  discussed,  M.  B^anger  has 
tried  upon  them  the  jRynnulss  of  permanent  motion;  from 
them  we  may  eflbctually  dednoe  some  of  the  most  remarkable 
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features  of  those  remtmsy  the  height  of  the  rebound,  for  example. 
For  this  purpoee,  we  recur  to  the  equation  (123) 

j/^  (J^—^W /•i-(.()0011142b«+.0000242647«)^: 

ne^ecting  the  last  term,  which  expresses  the  resistance  of  the 
bed,  since,  in  the  very  short  space  dz  occupied  by  the  rebound, 
this  resistance  is  extremely  small  oompaied  to  the  other  quanti- 
ties, we  have  simply 

if,  in  this  expression,  v  and  Vq  are  the  velocities  taken  at  two 
points,  the  one  just  above  and  the  other  immediately  below  the 
rebound,  j/  being  the  slope  or  diflerence  of  level  between  the 
two  points,  will  also  be  the  height  of  the  rebound  required ;  a 
and  Oq  are  the  heights  respectively  due  to  v  and  Vq. 

Let  ft  be  the  depth  of  water  immediately  before  the  rebound, 
and  ho  that  just  after  the  same,  we  shall  then  have  ;/  =  ^  —  A. 
The  velocities  being  in  the  inverse  ratio  of  the  sections,  or  the 
depth  of  water  in  rectangular  canals,  the  proportion 

■      ^«  i^ 

V2^ao :  V2^a  : :  A :  A,;,  will  give  <^^^'^'=^(yl^\i  ? 

so  that  for  such  canals  the  equation  wiU  become 
whence  is  deduced  the  expression  given  by  M.  Bdlanger, 


|-*+l/K!^ 


The  value  j/  of  the  rebound  will  be  positive  only  when  h  <^^ ; 
that  is  to  say,  there  will  be  no  rebound  in  a  water  course,  save 
when  the  depth  of  the  natural  current  is  less  than  half  the  height 
due  to  its  velocity :  and  as  this  is  most  generally  very  small,  it 
necessarily,  follows  that  the  depth  will  be  smaller  still. 

From  what  has  been  said,  we  see  that  remous,  like 
those  described  by  M.  Bidone  will  only  occur  in  water 
courses  of  great  velocity,  and  of  very  small  depth;  and 
such  water  courses,  for  any  notable  length,  are  rarely 
found  in  nature. 


Height  of 
JiemoM. 
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2.  Remou  or  Backwater  produced  by  contracting  the  Water-way, 

172.  If  a  construction  in  a  river  does  not  extend  the 
whole  width  of  the  bed,  and  obstructs  but  a  part  of  it, 
all  the  water  obliged  to  pass  through  the  other  part, 
that  is,  through  a  narrower  space,  must  pass  there  with 
greater  velocity;  the  excess  of  velocity  can  only  be  pro- 
duced by  an  elevation  of  the  fluid  surface  above  the  con- 
struction and  contracted  space,  so  that  the  fluid,  at  the 
moment  of  its  entrance  into  this  space,  experiences  a 
fell,  the  cause  of  its  increase  of  velocity. 

The  height  of  this  fall  will  also  be  given  by  the 

equation ^9'=^—^=^^^^—^^  which  has  just  in- 

dicated  the  height  of  the  rebound  in  a  certain  flowage. 
Let  X  be  the  height  of  fall,  L  the  mean  breadth  of  the 
stream  above  the  contracted  space,  /  the  width  of  the 
contracted  part,  and  h  the  depth  of  the  water  in  that 
part;  its  section  ^  will  be  Ih,  or  rather  mlh,  m  being 
the  coefiicient  of  contraction  at  its  entrance;  for  the 
section  s^  of  the  current  immediately  above  the  fall,  we 
have  L  (A-j-jr),  h-\-'X  being  the  depth  of  the  water  there, 
and  L  the  breadth.  Thus,  observing  that  x  is  the  slope 
designated  above  by  p',  we  shall  have 

,^QY   1  1      \ 

^'^^2g\n^m     v(h+xyJ' 

Eliminating  x,  we  shall  have  an  equation  of  the  third 
degree,  which  would  give  directly  its  value;  but  it  may 
be  obtained  more  simply  by  substituting  in  the  aboye 
equation  difierent  values  for  this  unknown  quantity, 
until  its  two  members  are  reduced  to  equality. 

173.  Bridges  built  on  rivers,  by  contracting  the 
occa^on^  by  watcr-way,  cause,  immediately  above  them,  a  raising  of 

bridges.      ^^^  level  of  the  same  nature  as  that  just  described, 
and  which  is  determined  in  the  same  manner. 
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The  sum  of  the  intervals  between  the  piers  will  be 
the  width  of  the  contracted  space  through  which  all  the 
water  passes;  it  is  the  width  designated  by  /  in  the 
above  formula,  and  L  will  be  the  breadth  of  the  river 
above  the  bridge.  Eytelwein  takes  for  the  coefficient 
of  contraction  m  0.85,  when  the  piers  present  their 
up-stream  face  square  against  the  current,  and  0.95 
when  they  are  terminated  bj  an  acute  angle.  These 
limits  may,  however,  be  exceeded;  thus,  the  effect  of 
contraction  may  be  diminished  by  giving  to  the  cut- 
waters of  the  piers  a  form  such  that  their  horizontal 
section  may  be  an  equilateral  triangle,  with  sides  curv- 
ed in  the  arc  of  a  circle,  as  seen  in  Fig.  48;  or,  still  bet- 
ter, in  an  elongated  semi-ellipse  AMGM'B;  this  last 
form  being  that  which,  according  to  experience,  affords 
the  least  contraction.  This  should  be  employed  when 
we  would  give  to  a  river  the  best  possible  discharge; 
still,  the  semi-circular  form  is  generally  adopted,  per- 
haps because  it  gives  less  projections  and  more  elegance 
to  constructions. 
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314.97 

17.622 
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1.2312 
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83700 

434.39 

18.429 

.81 

1.7717 

1.8340 

Let  us  apply  the  above  formula  to  observations  made  at  the 
bridge  of  Minden,  upon  the  Weser.  Funk,  who  reports  them, 
says,  <<  immediatolj  above  the  bridge,  in  1804,  very  exact  measure- 
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ments  were  made  at  eight  different  heights  of  the  water. "  I  add, 
in  the  above  table,  as  a  ninth  observation,  the  relative  measure- 
ments of  the  extraordinary  freshet  of  1799.  The  values  of  m  are 
those  which  Funk  himself  has  adopted;  but  nevertheless,  he 
remarks  that  much  uncertainty  exists  upon  this  matter,  **  be- 
cause," says  he,  "  of  the  works  which  surrounded  the  piers,  of 
the  different  forms  of  the  cutwaters  of  the  bodies  placed  on  the 
up-stream  side  to  arrest  and  break  the  ioe,  and  of  the  diflbrent 
manner  in  which  the  water  entered  beneath  the  vaults  of  the 
arches,  in  times  of  freshets." 

In  comparing  the  heights  of  the  backwater  g^ven  by  calcula- 
tion with  those  of  observation,  it  is  seen  that  our  formula  gives 
the  effects  of  contractions  produced  by  bridges  as  well  as  could 
be  hoped,  in  a  matter  where  all  determination  rigorously  exact  is 
almost  impossible. 

In  the  example  just  given,  we  have  a  river  carrying  a  very  con- 
siderable volume  of  water,  and  a  bridge  which  contracts  its  bed 
nearly  one  half,  and  yet  the  height  of  the  back  flow  which  it 
caused  vras  only  ficom  .6562  to  .9843  ft.  In  high  water,  it  once 
exceeded  1.3124  ft.;  and  in  an  unusual  freshet,  it  was  not 
1.8045  ft. 

Fau  of  water      ^^^'  ^^*  ^^^J  ^^  *^®  Burfaco  of  a  fluld  XDass  which 
under  a  bridge,  passes  between  two  piers,  and  within  any  narrowing  of 
the  bed  in  general,  raised  on  the  up-stream  side,  as  we 
have  just  seen,  but  it  is  also  lowered  in  the  narrow 
space,  and  even  a  little  beyond,  as  indicated  in  Fig. 
Fig.s5.      35.     In  consequence  of  the  total  fall,  the  water  a  little 
below  the  narrow  space  possesses  a  velocity  sensibly 
greater  than  before.    With  this  greater  velocity,  a  great- 
er inclination  and  a  less  depth,  it  will  more  easily  reach 
the  bottom,  and  will  there  exert  a  more  powerful  action. 
•         It  will,  therefore,  be  below  the  contracted  way  that 
the  current  will  tend  more  particularly  to  hollow  out 
the  bed,  and  to  undermine  the  masonry  which  con- 
fines it. 
The  contraction  which  occurs  at  the  entrance  of  each 
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of  the  arches  of  a  bridge,  occasions  there  not  only  one, 
or,  more  often,  two  superficial  converging  currents,  but 
also,  it  causes  inferior  currents,  thought  to  be  more  rapid 
and  injurious.  Local  circumstances  vary  their  direc- 
tion, as  well  as  their  action  upon  the  bottom ;  for  exam- 
ple, we  have  remarked,  after  great  freshets,  that,  in 
small  arches,  those  less  than  25  ft.  span,  the  two  oblique 
currents  uniting  before  their  exit,  the  bed  had  been 
deepened  most  towards  the  middle,  and  that  in  large 
arches,  on  the  contrary,  the  deepening  was  found  to  be 
along  the  piers,  and  especially  near  the  shoulder  angles, 
at  the  down-stream  ends. 

Immediately  behind  the  piers,  the  water  is  usually 
nearly  stagnant,  and  the  river  deposits  there  part  of  the 
materials  which  it  conveys.  It  sometimes  happens, 
however,  that  the  currents  coming  from  two  neighbor- 
ing arches  converge  and  unite,  wholly  or  in  part,  below 
the  intermediate  pier;  between  the  pier  and  the  point  of 
junction,  a  whirling  may  be  produced,  which,  acting 
upon  the  bottom,  may  undermine  the  pier;  it  is  proper, 
for  this  reason,  to  lengthen  it,  and  it  is  partly  with 
this  view  that  a  down-stream  starling  is  added.  The 
shoulder  angles  on  the  up-stream  sides  are  likewise 
dangerously  exposed;  the  fall  above  the  bridge,  which 
causes  the  inferior  currents  above  mentioned,  forms,  in 
great  freshets,  when  the  starlings  are  very  obtuse  or 
haye  plane  £etces,  as  it  were,  a  cataract,  the  action  of 
which  is  exerted  near  the  angles ;  the  evil  is  prevented, 
or  at  least  considerably  diminished,  by  giving  to  the 
starlings  the  forms  indicated  in  the  preceding  number. 
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ARTICLE  FOURTH. 

Considerations  relative  to  the  action  of  water  on 
Constructions. 

In  continuation  of  my  remarks  on  the  subject  of 
bridges,  I  should  be  glad,  in  this  fourth  article,  to  dis* 
cuss  the  reciprocal  action  of  running  waters,  and  of 
constructions  made  in  their  bed  upon  each  other,  and 
more  especially,  to  point  out  the  means  of  preventing 
the  ruin  of  these  works;  but  there  is  nothing  general 
and  precise  upon  this  subject;  and  a  series  of  local  facts 
would  be  out  of  place  in  this  elementary  treatise  on 
Hydraulics.  I  shall  consequently  confine  myself  to  the 
few  following  observations. 
The  action  of  175.  In  great  frcshcts,  the  water  produces  extraor- 
^*ftLhl tT***  di^^ry  eflFects  upon  the  bodies  exposed  to  their  action, 
which  are  by  no  means,  at  least  apparently,  proportional 
to  those  we  commonly  see  produced;  so  that  from  the 
ordinary  effects,  we  cannot  conclude  what  has  or  might 
have  been  done  by  those  freshets  which  hardly  happen 
once  in  a  century.  I  cite  two  examples,  which  seem 
worthy  of  remark;  they  are  taken  from  the  same  local- 
ity, from  the  Falls  of  the  Sabo  on  the  Tarn,  a  league 
above  d'Albi.  The  river  there  is,  as  it  were,  dammed 
up  by  a  mass  of  rocks,  in  the  middle  of  which,  at  a  dis- 
tant period,  and  possibly  in  circumstances  having  no 
analogy  with  the  actual  state  of  things,  it  opened  a  pas- 
sage, like  an  enormous  slit,  where  it  falls  in  cascades, 
haying  in  all  nearly  a  height  of  65  ft. 
•  The  rocks  are  of  micaceous  or  talcose  schist,  soft,  and 

containing  quartz  stones.  Their  surface,  which  is  nearly 
always  above  that  of  the  water,  yielding  to  the  erosive 
action  of  the  atmosphere,  is  decomposed;  the  schist  is 
reduced  to  earth,  and  the  quartz  stones  remain  isolated. 
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In  freshets,  some  are  driven  into  the  depressions  or  cav- 
ities of  the  surface.  If  the  freshet  increases,  and  the 
velocity  of  the  current  becomes  very  great,  it  often  pro- 
duces whirlpools  above  these  cavities;  there  the  water 
seizes  the  quartz  pebbles,  and,  impressing  on  them  a  vio- 
lent rotary  motion  round  a  vertical  axis,  like  a  drill,  it 
hollows  out  of  the  rocks,  already  softened  by  the  mois- 
ture, perfectly  cylindrical  holes,  with  smooth  faces,  and 
sometimes  6^  ft.  deep;  at  the  bottom  of  some  are  still 
to  be  seen  the  stones  which  have  served  as  borers.  This 
&ct  shows  how  great  is  the  action  of  whirlpools  in  great 
freshets  upon  the  bottom  of  rivers,  especially  when  the 
current  carries  pebbles  along  with  it;  these  are  then 
true  whirlpools  of  stones. 

At  a  period  when,  in  the  same  place,  the  Tarn  was 
raised  40  ft.  above  its  usual  height,  the  water  rushed 
through  the  rift  in  the  dam  of  rocks  with  frightful 
velocity;  on  the  right  and  the  left  of  the  principal  cur- 
rent, there  was  a  counter  current,  which  ran  back  along 
the  adjacent  banks  with  such  force  as  to  overthrow,  and 
towards  the  up-stream  side,  the  great  poplars  with  which 
one  of  the  banks  was  covered;  I  was  much  surprised  in 
witnessing  such  an  overthrow,  some  days  after  it  occur- 
red. 

What  engineer  has  not  seen,  after  a  great  freshet,  his 
dams  of  masonry  as  it  were-  furrowed  by  the  stones 
which  have  passed  over  them?  Who  has  not  seen  his 
pavements,  &c.,  even  when  constructed  of  large  cut 
stone,  worn  down,  and  in  some  points  turned  upside 
downl  Few  of  our  constructions  resist  the  strong 
freshets  that  take  place  in  a  century;  perhaps  there 
is  not  to  be  found  in  France  twenty  great  bridges 
which  have  lasted  four  hundred  years.  Not  that  those 
which  have  &llen  had  not  a  mass  strong  enough  and 
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well  enough  constructed  to  resist  the  shock  of  the 
water,  but  because  the  fluid  undermined  their  founda- 
tions, and  excavated  the  earth  on  which  they  were 
established. 
Observations  176.  It  will  be,  then,  the  chief  care  of  the  engineer 
un^dTiTOintag.  ^  guard  against  this  undermining.  What  he  should 
do  for  this  purpose  has  been  explained  in  works  on 
hydraulic  architecture,  as  well  as  in  those  concerning 
the  art  of  bridges  and  roads,  chiefly  in  the  works  of 
Perronnet,  and  Grautbey's  treatise  upon  the  construction 
of  bridges;  I  shall  say  no  more  on  this,  but  confine 
myself  to  an  observation  which  is  more  peculiarly  in 
my  province. 

The  study  of  the  soil  on  which  the  engineer  pro« 
poses  to  establish  a  hydraulic  construction,  should  be 
his  chief  duty.  In  the  tertiary  earths  of  the  mineral- 
ogists, we  find  frequently  beds  of  stone  alternating  with 
strata  almost  earthy,  such  as  soft  marls,  and  even  with 
sand  banks.  When,  by  sounding,  we  have  reached  a 
layer  of  the  first  kind,  or  what  is  termed  solid,  it  is 
necessary  to  determine  its  thickness,  and  to  be  well  as- 
sured that  there  are  not,  at  a  small  distance  below,  less 
solid  beds.  As  the  layers  of  the  same  soil  are  not  usu* 
ally  entirely  horizontal,  examination  should  be  made  in 
places  where  the  earth  may  have  been  bared,  a  little 
above  or  just  below  that  where  the  construction  is  to  be 
made.  We  should  endeavor  to  examine  the  bed  which 
has  been  reached  by  the  sounding-rod,  as  weU  aa  those 
lying  immediately  beneath  it;  so  that  we  may  be  well 
acquainted  with  its  character  and  thickness.  But  if  the 
locality  does  not  admit  of  such  an  examination,  it  will 
be  necessary  to  continue  the  sounding  still  further;  for, 
I  repeat  it,  the  main  object  is  to  be  well  assured  of  the 
solidity  of  the  soil  on  which  we  have  determined  to  build. 
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177.  The  action  of  water  is  entirely  difiFerent  on  hot-  Dinterence 
toms  of  a  difiFerent  nature;  and  works  which  may  pro-  effoci°oi>at«r 
dace  a  marked  effect  upon  one  river,  or  a  certain  por- 
tion of  it,  may  produce  none  upon  another.  For 
example,  in  the  moors  of  Gascony,  where  the  rivers  flow 
with  but  a  slight  inclination,  on  a  very  fine  and  movea- 
ble sand,  M.  Laval,  by  means  of  wicker  dikes,  between 
which  were  thrust  pines  and  other  trees  covered  with 
their  branches,  narrowed  and  deepened  at  his  pleasure 
the  bed  of  these  rivers;  *  whilst  upon  the  Loire,  works 
otherwise  quite  solid,  dams  of  masonry,  transverse 
and  but  slightly  elevated  above  the  mean  level  of  the 
water,  fixed  upon  one  bank,  and  jutting  quite  &r  into 
the  current,  could  not  produce  upon  the  opposite  bank 
a  deepening  sufiScient  for  a  channel  of  navigation;  the 
excavation  which  they  occasion  in  one  point  is  often  fol- 
lowed by  a  filling  or  deposit  in  the  succeeding  point.t 
Since  I  have  been  led  to  speak  on  the  subject  of  deep- 
ening the  channels  of  rivers  for  any  great  extent,  I 
will  remark,  that  we  can  only  secure  our  purpose  by 
enclosing  the  current  between  two  longitudinal  ^ikeBj 
beneath  the  sur&ce  or  not,  either  continuous  or  formed 
of  a  series  of  small  dikes,  with  intervals  between  them 
through  which  the  water  in  time  of /reshets  may  pass, 
to  wash  out  the  space  left  between  the  dikes  and  the 
old  banks. 

The  difiPerence  in  the  manner  of  operating,  according 
to  the  localities,  is  also  found  in  the  protection  of  a 
bank  exposed  to  a  current,  which  bank  might  be  injur- 
ed, but  for  opposing  some  obstacle  against  it;  this 
defence  is  sometimes  made  by  a  stone  jetty,  sometfanes 


*  AnnalM  des  ponta  et  chaoa^es.   JaiUet-Aoat ,  1831 . 
t  Idem,  tome  V.,  1811. 
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by  a  revetment  of  fascines,  such  as  was  adopted  with 
great  success  upon  the  banks  of  the  Rhine.  "^ 

178.  Constructions,  in  all  respects  similar,  not  only 
produce  dififerent  effects,  but  sometimes  such  as  are  of 
a  directly  opposite  character.  Thus,  it  is  generally 
admitted,  that  dikes  properly  established  upon  a  bank 
preserve  and  fortify  it,  by  causing  deposits  in  the  vicin- 
ity, of  the  points  where  they  are  established.  In  fact, 
during  ordinary  freshets,  the  water  remains  nearly 
stagnant,  or  it  turns  feebly  in  the  angle  formed  by  the 
bank  and  the  dike,  particularly  on  the  up-stream  side, 
and  makes  deposits  there.  But  in  unusual  freshets, 
when  the  velocity  is  very  great,  this  turning  may 
become  a  rapid  whirlpool,  to  attack  and  wear  away  the 
adjacent  bank;  it  acts  upon  it  not  only  by  its  mass,  but 
also  by  the  centrifugal  force  of  its  particles,  a  force  due 
to  the  velocity  of  rotation;  and  here  the  construction 
would  occasion  the  ruin  of  the  bank  it  was  designed  to 
protect. 

When  a  dike,  or  a  series  of  dikes,  is  designed  to 
attac^  the  opposite  bank,  or  to  destroy  a  deposit  of  sand 
formed  there,  it  is  often  directed  down  stream,  so 
as  to  make  an  angle  of  about  135^  with  the  bank  upon 
which  it  is  fixed.-^  It  is  thought  that  by  this  dis- 
position, the  current  losing  but  a  little  of  its  velocity 
against  these  dikes  and  being  directed  by  them  upon 
the  opposite  bank,  will  act  there  with  greater  force. 
But  it  has  happened  that  in  the  up-stream  angle  of 
which  we  have  spoken,  a  sand-bar  has  been  formed, 
with  its  point  presented  to  the  current  with  an  acute 
angle;  thus,  the  proposed  effect  did  not  take  place,  and 


*B6Udor,  Arcblteotare  hjdraaliqae,  tome  IV.     M.  Defbntalne,  work  already 
qaoted(U8). 
t  Boasat  et  Violet :  Becherches  sur  la  construction  des  digue*.  1764. 
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it  would  have  been  as  well  to  have  located  the  dike  per- 
pendicular to  the  bank. 

179.  After  this  diversity  in  the  eflfects  of  water,  Position 
according  to  the  difiference  of  soils  and  of  local  circum-  «n^ft>"n  of 
Stances,  we  should  not  be  surprised  at  the  difference  of 
opinion  entertained  by  skillful  men,  upon  the  most 
ordinary  constructions;  for  example,  upon  dams  by 
means  of  which  we  bar  up  entirely  the  course  of  rivers, 
whether  for  an  increase  of  depth  for  the  purposes  of 
navigation  or  to  procure  a  greater  fall,  and  consequent- 
ly a*  greater  motive  power  in  the  establishment  of 
mills.  I  shall  dwell  a  few  moments  on  this  important 
question  of  dams. 

In  many  countries,  they  are  usually  placed  oblique 
to  the  river.  It  is  said  in  this  case,  that  the  water  has 
a  less  destructive  action  upon  them  in  times  of  freshets, 
especially  in  the  up-stream  parts:  as  to  the  down-stream 
part,  where  sluices,  navigable  ways  and  mills  are  usu- 
ally built,  they  are,  it  is  said,  sufficiently  protected  by 
the  constructions  which  such  establishments  require. 
Some  prefer  to  give  their  dams  a  broken  form,  that  of 
a  rafter  presenting  a  salient  angle  to  the  current, 
especially  when  it  is  intended  to  build  mills  at  each 
end.  Others  build  them  as  much  as  possible  perpen- 
dicular to  the  course  of  the  river ;  observing  that,  being 
shorter,  they  are  less  expensive;  that  also,  contrary 
to  the  common  opinion,  they  have  not  to  supp#rt  a 
greater  hydrostatic  pressure,  and  that  the  difference  in 
the  action  of  the  impulse  is  small.  I  will  observe, 
that  whatever  be  the  direction  given  to  the  dam,  more 
particularly  when  it  is  placed  perpendicular  to  the 
current,  care  must  be  taken  to  secure  its  extremities 
well  into  the  quays  or  other  adjacent  constructions,  or 
to  found  them  safely  in  the  banks. 
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M.  Borrel,  engineer,  on  the  subject  of  the  position 
of  dams,  has  made  a  remark  worthy  of  consideration, 
especially  whenever  the  points  on  which  they  are  to  be 
built  are  not  controlled  by  peculiar  circumstances.  In 
every  river  with  a  gravel  bottom,  he  observes  that  nat- 
ural bars  are  formed  in  certain  parts,  which  will  be 
re-formed  soon  after  their  removal ;  they  are  a  necessa- 
ry  consequence  of  the  form  of  the  bed,  and  they  denote 
the  place  where  the  action  of  the  water  upon  the  bottom 
is  least  destructive,  and  consequently,  where  the  most 
suitable  location  for  the  dam  is  to  be  found ;  the  direc- 
tion of  the  ridge  of  the  bar,  disregarding  trifling  irreg- 
ularities, would  be  that  which  it  would  be  well  to 
adopt. 

180.  The  opinions  of  constructors  are  at  least  as 
various  in  respect  to  the  form  and  profile  to  be  given  to 
dams.  Most  frequently,  their  thickness  equals  about 
three  times  their  height,  and  their  upper  surface  is 
inclined  towards  the  down-stream  side  at  an  angle  of 
20°.  The  objection  to  this  form  is  that  it  presents  too 
great  a  surface  to  the  action  of  stones,  drift  and  ice, 
brought  down  in  freshets,  and  on  the  breaking  up  of 
the  ice ;  moreover,  it  preserves  the  whole  force  of  the 
water,  and  directs  it  against  the  bottom.  To  remedy 
these  defects,  experienced  engineers  have  given  to  their 
dams  a  section  nearly  rectangular,  with  a  breadth  but 
littletgreater  than  their  height,  the  upper  face  inclining 
slightly  up  stream,  and  the  two  side  &ces  having  a 
slope  at  most  of  one  in  six ;  at  their  foot,  on  the  down- 
stream side,  they  construct  a  bank  or  berm.  The 
water  which  passes  such  dams,  say  their  partisans,  the 
inspector  M.  Bertrand  among  others,  falling  in  cascade 
upon  this  bank,  is  deadened ;  it  loses  its  velocity,  and 
retains  no  longer  the  power  to  do  mischief.     But  for 
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this  purpose,  the  berm  should  be  broad,  and  of  very 
good  masonry,  otherwise  the  water  will  soon  destroy  it, 
and  so  quickly  undermine  it  M.  Girard,  who  has  made 
the  effects  of  water  upon  these  dams  his  peculiar  study, 
remarks  that  between  the  foot  of  the  dam  and  the 
bottom  of  the  cascade  a  whirl  is  produced,  with  its 
axis  horizontal  and  parallel  to  the  dam ;  and  that  this 
whirl,  whose  destructive  action  is  still  more  increased 
by  the  bodies  falling  with  it,  wears  with  such  force 
both  upon  the  foot  of  the  dam  and  the  ground  beneath 
it,  that  few  berms,  unless  built  upon  the  solid  rock,  can 
effectually  resist  it.* 

Finally,  skillful  men,  giving  to  dams  all  their  former 
width,  have  made  the  upper  sur&ce  of  a  curved  form, 
convex  at  top,  and  concave  at  the  base :  the  nature  of 
the  curve  is  of  little  importance,  whether  it  be  a 
sinusoide,  an  arc  of  a  circle,  etc.,  provided  there  are  no 
sharp  angles,  and  that  its  lost  element  is  horizontal  and 
nearly  level  with  the  bottom  of  the  river.  The  objec- 
tion to  this  form  is,  that  it  exacts  more  careful  fitting, 
consequently,  greater  expense;  and,  more  especially, 
that  it  impels  the  water  in  a  horizontal  direction,  with 
all  the  velocity  due  to  its  fall,  consequently  disturbing 
the  river  at  a  great  distance,  to  the  injury  of  naviga- 
tion. But,  on  the  other  hand,  it  is  the  form  which 
gives  the  least  force  to  the  water  for  undermining  the 
foot  of  the  construction.  I  should  observe,  however, 
that  if  the  bottom  affords  slight  resistance,  and  a  part 
of  its  surface  should  be  washed  away,  there  might  be 
formed  beneath  the  lower  surface  of  the  current, 
launched  horizontally,  a  counter-current,  which,  join- 
ing the  first  at  the  foot  of  the  dam,  would  produce 

•  AniudetdespontoetclutasBAMftoinflX.  18tA. 
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there  one  of  those  whirls,  with  a  horizontal  axis,  whose 
destructive  effects  we  have  already  pointed  out.  It  is 
probable  that,  to  prevent  these,  Perronnet,  the  most 
celebrated  of  our  engineers,  after  having  adopted  the 
form  just  investigated  for  a  dam  in  the  canal  of  Bur- 
gogne,  fixed  many  beds  of  fascines  before  its  foot."^ 

Finally,  this  last  kind  of  dam  is  little  used,  it  is  so 
costly.  The  second  spoken  of,  that  with  a  nearly 
square  section  and  a  berm,  has  prevailed  lately,  and  for 
some  years,  amotig  skillful  men.  But  it  seems  they 
are  now  returning  to  the  first,  that  with  a  plane  inclined 
to  the  down-stream  side,  particularly  where  the  bottom 
is  easily  washed  away;  some,  however,  substitute  a 
series  of  steps  for  the  plane. 

CHAPTER    III. 

ON   THB   MOTION   OF   WATER  IN   CONDUIT   PIPES. 

181.   In  a  long  inclined  pipe,  as  in   a   canal,  the 

Bimiiarit  of  ^^^^  movcs  in  virtuc  of  its  weight,  or  rather,  by  that 

mouon  In  pipes  part  of  its  Weight  rendered  active  by  the  inclination  of 

the  pipe ;  the  accelerating  force  in  both  cases  is  gp 

(104).     So  that  if,  at  the  upper  part  of  a  reservoir,  M 

were  fitted  at  AB,  either  a  canal  or  a  long  pipe,  admit- 

Fig.  86.      ting  that  no  obstacle  opposed  the  action  of  this  force, 

the  fluid  would  pass  from  the  point  B  with  a  velocity 

due  to  the  height  EB. 

In  a  canal  open  on  the  upper  part,  no  pressure  is 
exerted  on  the  fluid  which  enters  it,  whilst  there  is 
commonly  a  pressure  on  the  head  of  pipes.  For  exam- 
ple, if  we  place  the  pipe  AB  at  CD,  we  shall  have  at 
C  a  force  of  pressure,   in  consequence  of  which  the 

*  Leerenz,  Becherchei  but  les  rivl&ren,  p.  266. 
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water  will  enter  into  the  pipe  with  a  velocity  due  to 
the  height  AC.  According  to  the  first  principles  of 
accelerated  motion,  this  velocity  must  be  added  to  that 
which  the  fluid  acquires  by  the  effect  of  the  slope  from 
C  to  D  ;  so  that,  abstraction  being  made  of  every  ob- 
stacle, it  will  pass  out  with  a  velocity  due  to  AC+FD, 
or  to  ED,  a  height  which  represents  the  force  in  virtue 
of  which  the  flow  tends  to  take  place.  This  last  case 
can  also  be  referred  to  that  of  canals ;  if  we  prolong 
CD  to  G,  at  the  level  of  the  reservoir,  and  construct  a 
canal  from  G  to  D,  the  water  will  tend  still  to  go  out 
with  a  velocity  due  to  ED.  Thus  in  every  case,  in 
pipes  as  well  as  in  canals,  the  accelerating  force  and 
the  effects  which  it  tends  to  produce  are  the  same. 

Under  the  influence  of  such  a  force,  the  motion  in 
pipes  should  be  continually  accelerated ;  and  yet,  at  a 
very  small  distance  from  their  origin,  it  is  sensibly 
uniform.  It  follows,  therefore,  that  beyond  that  dis- 
tance, at  every  instant  an  opposite  force  destroys  the 
effect  of  the  first.  This  opposite  force  can  only  be  the 
resistance  of  the  sides  of  the  pipes,  which,  as  in  canals, 
proceeds  from  the  adherence  of  the  fluid  particles  to 
those  sides  and  among  themselves  (106). 

Thus  in  the  pipes  we  have  the  same  accelerating 
force  and  the  same  retarding  force  as  in  canals ;  the 
motion  is  of  the  same  nature,  and  we  might  say  that 
the  case  of  pipes  is  only  a  particular  case  of  canals,  the 
case  where  the  upper  part  of  the  canal  is  closed. 

This  difference,  however,  in  the  form  of  the  bed, 
occasions,  during  motion,  peculiar  circumstances,  which 
demand  special  considerations :  these  will  be  the  object 
of  this  chapter. 
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ARTICLE     FIRST. 

Of  Simple  Conduits. 

In  hydraulics,  and  particularly  in  the  art  of  foun- 
tain-makers, the  name  of  conduit  is  given  to  a  long 
line  of  pipes,  exactly  joined  together.  The  conduit  is 
simple^  in  opposition  to  a  system  of  conduits,  when  it 
consists  only  of  a  single  line  of  pipes,  conveying  even 
to  its  extremity  all  the  water  which  it  receives  at  its 
origin. 

1.  Straight  Conduit,  of  Uniform  Diameter, 
Mode  182.  For  greater  simplicity,  unite  in  one  the  two 

^resbu^*  forces  which  tend  to  produce  the  velocity  of  exit,  the 
pressure  AC  at  the  head  of  the  conduit,  and  that  of 
FD,  which  proceeds  from  the  slope :  for  this  purpose, 
imagine  that  the  given  conduit  CD  is  placed  horizon- 
tally, at  HI,  at  the  bottom  of  a  reservoir  whose  depth 
AH  is  equal  to  AC+FD=ED.  Nothing  will  be 
changed  in  the  data  of  the  problem ;  we  shall  always 
have  the  same  force  and  the  same  resistance,  this  last 
being  independent  of  the  position  of  the  conduit. 

The  force  of  pressure  in  virtue  of  which  the  water 
tends  to  flow  out,  or,  more  immediately,  the  vertical 
height  ED,  the  difierence  of  level  between  the  orifice 
of  exit  and  the  surface  of  the  fluid  in  the  reservoir,  is 
called  the  head  upon  the  conduit.  We  shall  habitually 
designate  it  by  H. 

K  the  conduit  opposed  no  resistance  to  the  motion, 
making  abstraction  of  all  contraction  at  the  entrance, 
the  water  will  flow  out  with  a  velocity  due  to  all  that 
height,  as  we  have  just  seen.  But  such  is  not  the 
case;  the  resistance  of  the  sides,  opposing  an  obstacle, 
diminishes  that  velocity ;   it  absorbs,  consequently,  a 
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portion  of  the  motive  head  H.  The  flow  takes  place 
only  in  virtue  of  the  remaining  part ;  this  part  only 
is  the  height  due  to  the  velocity  of  exit,  and  also  to  the 
velocity  on  all  the  points  of  the  conduit,  since  the 
motion  in  it  is  uniform,  and  since  its  section  is  through- 

out  uniform.     Let  v  he  that  velocity,  ^  will  be  the 

height  due,  or  the  efiective  portion  of  the  head ;  H — „- 

will  therefore  be  the  portion  absorbed  by  the  resistance ; 
it  will  serve  to  measure  it,  it  will  represent  it. 

183.  We  have  just  represented  by  the  height  H  the  eflTort  or  the 
force  of  pressure  which  urges  the  water  in  the  pipe,  by  the 

height  2~  the  force  which  produces  the  flow,  also  by  a  linear 

quantity  H —  g-  the  resistance  or  negative  force ;  and  yet  it  is 

a  principle  in  mechanics,  that  the  forces  of  pressure  or  the  efforts 
are  equivalent  to  weights,  and  ought  to  be  expressed  by  weights. 
"We  will  explain. 

We  have  abready  seen  (14)  that  the  absolute  pressure  on  a 
horizontal  fluid  surface  or  portion  of  that  surface  designated  by  s 
was  paH"**,  p  being  the  specific  weight  of  a  cubic  foot  of  the 
pressing  liquid.  Since,  according  to  the  laws  of  hydrostatics, 
the  pressure  is  equal  on  all  parts  of  that  surface,  it  will  be  suf- 
ficient and  proper  to  consider  only  one  ;  this  will  be  an  infinitely 
small  one,  which  may  be  supposed  always  of  equal  magnitude ; 
then  s  being  constant,  the  pressure  will  depend  only  on  the 
specific  weight,  or  on  the  nature  of  the  liquid  and  the  height  of 
the  column :  it  is  in  this  sense  that  the  height  of  the  column  of 
mercury  in  the  barometer  expresses  the  pressure  of  the  atmos- 
phere. If  the  pressing  liquid  remain  the  same,  as  will  always 
be  the  case  with  water,  in  this  chapter,  we  may  neglect  its 
weight  p,  which  is  constant,  and  the  pressure  will  be  represented 
only  by  H ;  it  will  be  exclusively  proportional  to  it. 

If  we  adhere  rigorously  to  the  principle,  we  should  regard  H 
as  the  weight  of  the  fluid  line  which  presses  and  urges  along  in 
the  conduit  the  particle  which  is  immediately  below  it,  and  we 
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should  represent  it  by  a  line,  as,  in  elementary  statics,  we  repre- 
sent by  lines  the  forces  which  are  also  weights. 

184.  Since  the  resistance  proceeds  from  the  action 
of        of  the   sides,   it  will  be  proportional  to  their  extent, 

Bofliatance.  '  . 

that  is,  to  the  length  of  the  condnit  and  perimeter  of 
'eq^TioI**^  its  section,  which  is  here  the  wetted  perimeter ;  for  we 
suppose  that  the  flowing  takes  place  with  a  full  pipe, 
otherwise  we  should  have  the  case  of  a  simple  canal. 
On  the  other  hand,  the  greater  the  section,  the  more 
the  resistance  of  the  sides  will  be  distributed  among  a 
greater  number  of  particles ;  consequently,  it  will  a£fect 
each  of  them  and  the  total  mass  less :  it  will  therefore 
be  in  the  inverse  ratio  of  that  number,  and  consequently 
of  the  magnitude  of  the  section.  Here  also,  as  in 
canals  (107),  it  will- be  proportional  to  the  square  of 
the  velocity  plus  a  fraction  of  the  simple  velocity. 

According  to  this,  if  L  is  the  length  of  the  conduit, 
S  its  sectJbn,  C  the  contour  or  wetted  perimeter,  a  and 
b  two  constant  coefficients,  the  expression  of  the  resist- 
ance will  be 

and  we  shall  have  (as  in  Sec.  Ill), 

185.  It  remains  to  determine  the  coefficients  a  and  b. 
Prony,  who  first  undertook  their  determination  in  a 
proper  manner,  made  use,  for  that  purpose,  of  fifty-one 
experiments  made  by  our  most  skilful  hydraulicians, 
and  which  Dubuat  had  already  employed  for  establish- 
ing his  formulae.     From  them  he  deduced 

tf  =  . 0001061473;  6=.16327. 
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Of  tlie  fif%j-<me  ezperimexits,  eighteen  were  perfonned  by 
Dubuat  himself,  on  a  tin  pipe  of  .088G  ft.  diameter  and  65.62  ft. 
long ;  twenty-six  by  Bossut,  likewise  on  tin  pipes  0.0886,  0.1181, 
0.1772  ft.  diameter,  and  of  lengths  varying  from  31.96  to  191.84 
ft. ;  and  seven  were  made  on  the  great  conduits  of  the  park  of 
Versailles,  one  of  .443  ft.  diameter  and  7480.68  ft.  long,  and 
another  1.608  ft.  diameter  and  3835.489  ft.  long. 

Twelve  years  after,  Eytelwein  treated  anew  the 
question  of  the  motion  of  running  waters :  he  thought 
proper  to  take  into  consideration  the  contraction  of  the 
vein  at  the  entrance  of  the  pipes,  and  m  being  the  co- 
efficient of  that  contraction,  he  established 

H—  -— ,==.000085484  ?^(i;«  +  .2756v). 

But  m,  the  effisct  of  which  is,  however,  insensible  in 
large  conduits,  is  found  implicitly  in  the  value  of  a, 
given  by  experiment.  Consequently,  having  regard  to 
the  most  accurate  observations,  and  particularly  to  those 
of  Couplet,  I  adopt  the  equation 

IL—~  =  .000104392  ^ (v*  +  .180449i;). 

For  canals,  we  had  (111  and  112) 

H  — ^=.0001114155  -g- (t;»+0.217786i;). 

These  two  equations  are  similar  and  very  nearly  identical,  as 
they  should  be  (181).  The  small  differences  in  the  numerical 
coefficients  probably  proceed  only  firom  errors  in  the  observations. 
If  it  is  so,  as  the  observations  can  be  made  with  much  more 
accuracy  on  conduits  than  on  canals  or  rivers,  it  is  to  be  pre- 
sumed that  the  coefficients  of  the  equations  for  conduits  are  also 
the  more  accurate. 

186.  The  section  of  pipes  being  a  circle,  if  D  rep- 
resent the  diameter,  we  shall  have  S  =  7i'D»,  and 
G=7fD;  and,  putting  for  tt,  n  and  g  their  numerical 
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value,  the  fundamental  equation  of  the  motion  of  water 
in  conduits  will  become 

H  —  .015536t?*=  .000417568  -^  (t;»+  .180449i;). 

The  Telocity  is  rarely  in  the  number  of  quantities 
given  or  sought  in  problems  to  be  solved;  it  is 
almost  always  supplied  by  the  discharge.  Let  Q  be 
that  discharge,  or  the  volume  of  water  flowing   per 

second.     We  have  Q=inl>^v  or  t;=1.27824  ^,;  this 

value  of  V,  put  into  the  above  equation,  transforms  it 
into 

H  —  .025187  -g-  =  .0006769  ^  (Q«  +  .1417S4QD») 

•  Such  is  the  formula  usually  employed  for  the  solu- 

tion of  questions  relating  to  the  motion  of  water  in 
conduit  pipes ;  having  regard,  however,  in  its  applica- 
tions to  practice,  to  the  observations  to  be  made  in  Sec. 
205.  0(  the  four  quantities,  Q,  D,  H  and  L,  three 
being  known,  the  formula  will  give  the  fourth. 
To^^ltZoc  '^^*^'  When  the  velocity  is  great,  that  is,  exceeding 
luef.  two  feet  per  second,  the  resistance  is  sensibly  propor- 
tional to  the  square  of  the  velocity ;  the  term  contain- 
ing only  its  first  power  would  disappear,  and,  accord- 
ing to  the  experiments  of  Couplet,  we  should  have 

H  —  .0155366i;»  =  .0001388  -^; 
or,  in  terms  of  Q, 

H  —  .0251817  —i-  =  .0007089  ^  • 

It  is  to  be  remembered,  that  the  second  member  of 
the  above  equations  is  the  value  of  the  resistance  pro- 
ceeding from  the  action  of  the  sides  of  the  conduit. 
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188.  Taking  the  value  of  Q  from  the  general  equation,    Exprewion 
it  becomes  ^^J^^^ 

A—       •?Z?>?_^2LD»       .  /  1477.3HD*    ,    5  .070862LD*  >  « 
^—~  "L+37.20D  -r  y  .^+37:265  +  (  i;f  3T.20D  i   ' 

In  long  pipes,  where  87.20D  is  very  small  compared 
to  L,  it  may  be  neglected ;  the  second  term  under  the 
radical  might  also  be  neglected,  and  for  ordinary  cases 
of  practice  we  shall  have 

Q=i/^^""^^P'-.070862D»; 

or,  

.     Q=  38.436  l/??*  —  .070862D«. 

189.  In  great  velocities, 


Q=2^-^*8|/i;^D-Q=36-^«V 


L 


If  the  velocity  be  required,  we  have  its  value  by 
dividing  the  discharge  Q  by  the  area  of  the  section 
.7854D2. 

190.  The  diameter  of  conduit  pipe?  is  very  often  the    Expression 
quantity  to  be  determined.     To  undertake  its  determi-     Dimeter. 
nation  most  easily,  put  the  fundamental  equation  (186) 
under  the  following  form : 

D»— (.000095938  -^^.0251817  ?g-  4-.000C769Il5!^=  0. 

Omit  for  a  first  approximation  the  first  two  terms  in 
the  parenthesis,  and  we  have 

D=l/. 0006769  ^  =  .2323  \/~^ • 

This  value  will  be  a  little  too  small ;  we  should  then 
make  small  additions,  until  the  first  member  is  reduced 
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to  zero.     The  quantity  which  leads  to  this  result  will 
be  the  diameter  sought. 

For  velocities  above  two  feet,  we  have  simply  and 
directly 


D  =  .2349j/igL. 


Nothing  need  be  said  concerning  H  and  L.  The 
equation  of  Sec.  186  gives  them  by  a  simple  transfor- 
mation. 

191.  We  give  examples  for  the  determination  of  the  discharges 
and  the  diameters. 

I.  We  have  a  conduit  0.82022  ft.  in  diameter,  and  4757.3  ft. 
long ;  required  the  volume  of  water  it  will  deliver  under  a  head 
of  17.454  ft. 

We  have  then,  D  =  . 82022  ft.,  H  =  17.454  ft.,  L=:4757.3 
ft.,  and  L-f37.2D  =  4787.812  ft. ;  and  consequently, 

Q .070H62f.82022)g X«57.3 _,    ^  1477.3  (.82022)^^   ,f.a70a62( .820221* y4757.»>* 

^  4787.'8r2  -T*^        "4787.812  v\  47871812  > 

=  —  .04737+>v/i.999H-.0022439=— .04737+1.4147=1.36733 
cubic  feet. 

-  The  simpliBed  formula  would  give  Q  =  1.4186— .04707  = 
1.37093  cub.  ft.  That  for  great  velocities  (189),  and  otherwise 
applicable  to  the  actual  case  when  the  velocity  is  2.588  ft.|  would 
give  Q=  1.3568  cub.  ft. 

II.  Required  the  diameter  of  a  conduit  2483.6  ft.  long,  which 
is  to  conduct  3.1431  cub.  ft.  per  second,  under  a  head  of 
3.2809  ft. 

Substituting  these  numerical  quantities  in  the  equation  of  Sec. 
190,  it  becomes,  every  reduction  being  made, 

D*—  (0.22827DH^.075828D+5.0624)  =  0. 
Neglecting  at  first  the  second  and   third   terms,   we   have 

D  =  >v/5^624  =  1.3831  ft.    This  value  being  too  small,  after 
several  trials,  is  raised  to  1.4127   ft.,  which  is  the  diameter 
sought. 
The  formula  for  great  velocities,  and  here  n  =  2.0046  ft.,  would 

have  given  D  =  .2349  V^^^SJMiL  =  1.3984  ft. 

3.2809 
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JB^ua^an  vshoi  Pipes  are  termhuOed  hf  Ajutages. 

192.  Thus  &r,  we  have  supposed  the  pipes  entirely 
open  at  the  extremity;  but  almost  always,  they  are 
terminated  by  mouth-pieces,  cocks,  or,  in  general,  by 
additional  tabes,  which  contract  th&  opening.  In  such 
cases,  the  velocity  of  the  fluid  at  its  exit  is  not  the 
same  as  in  the  pipe,  and  consequently,  the  equations  of 
motion  which  are  given  in  $$  185  to  188,  and  which 
are  based  on  the  supposition  of  that  identity,  cannot  be 
applicable.  The  first  member  of  those  equations,  H — 
.OlSSSSeOv',  presents  the  part  of  the  head  absorbed 
by  the  resistance  of  the  pipe;  and  thia  portion  is  the 
head  H,  minus  what  remains  at  the  extremity  of  the 
pipe,  to  produce  there  the  velocity  of  exit  (182);  if 
this  velocity  is  designated  by  V,  the  first  member  of 
the  equation  will  in  general  be  H — .01566366V^. 
The  second  member  is  the  expression  of  the  resistance 
of  the  sides  (187),  which  is  a  function  of  the  velocity 
in  the  pipe  or  of  v;  v  must  then  remain  as  it  was  in 
that  member,  which  will  not  be  changed  in  value. 

193.  In  pipes,  stiU  more,  if  possible,  thaa  in  other 
cases  of  a  fluid  moving  without  breaking  its  con** 
tinuity,  the  velocities  are  in  the  inverse  ratio  of  the 
sections;  so  that  if  cf  is  the  diameter  of  liie  additional 
tube  at  the  orifice  of  efflux,  m  the  coefficient  of  con- 
traction applicable  to  it,  D  always  being  the  diameter 
of  the  pipe,  we  have  V :  t> : : »  D* :  tt'ttwjP,  whence  V= 

"  S  =  1-27^24  #  X  ^=  1.27324  ^.    The  eana- 
tion  of  motion  will  then  become 

H— .0251817^=.0006769^  (Q?+.141724QI)0> 

Of  the  five  quantities  which  it  includes,  finer,  being 
given,  the  value  of  the  fifth  will  be  shew^v 
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Let  it  be  required,  for  example,  to  determine  the  diameter  to 
be  given  to  a  circular  orifice  in  a  thin  plate  fitted  to  the  end  of  a 
pipe  .26248  ft.  diameter  and  1745.493  fk.  long ;  the  quantity 
of  water  discharged  to  be  .706332  cub.  fl.  per  second,  and  the 
head  being  14.764  fl.* 

The  above  equation  will  give 

rf  =  iy^  .0251817Q'D'^ 

K   m«{HD»— .0006769L(Q^.141724QD*)} 

Substituting  the  numerical  values  (ms.62),  reducing  and  ex- 
tracting the  fourth  root,  we  find  rf=  .076773. 

194.  For  velocities  above  two  feet,  we  liave 
H  —  .0251817  -^=  .0007089  ^ ; 


Q==  37.548^  j^j_35  4j,D^;  and 

I  ^ve  two  examples. 

I.  To  the  pipe  already  examined  in  Sec.  191  is  fitted  a  coni- 
cal tube  of  .098  ft.  diameter;  every  thing  else  remaining  the 
same,  it  is  required  to  assign  the  discharge  which  will  take  place. 

Here  D  =  .82022  ft. ;  L  =  4757.3  ft. ;  H  =  17.45  ft. ;  and  fiir 
m,  considering  the  convergence  of  the  tube  (50),  take  .90.  Con- 
sequently, «^£?=  .000076022,  and  35.47  J?l=  173214. 


Thus  Q=37  548  |/^7.45X  .82022*  ^  33554  ^^^  ^ 
Anus  H     tJ^/  .o«5  ^  4757  3  ^  J73214 

The  complete  equation  of  Sec.  192  would  also  have  given 
.22654. 

It  may  be  remarked  that  if,  instead  of  an  additional  tube  .098 
ft.  diameter,  we  had  taken  one  .4101  ft.,  (half  the  diameter  of 
the  pipe,)  the  discharge  would  have  been  .     .     .    1.295  cub.  ft. 
With  a  diameter  of  .6151  ft.,  (|  that  of  pipe,)  .    1.360      << 
Without  additional  tube, 1.367      " 
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Which  shows  that  when  the  diameter  of  an  ajutage  is  great, 
oompared  to  that  of  the  pipe,  (so  as  to  be  more  than  one  half 
thereof,)  the  discharge  dififers  but  little  from  that  obtained  from 
the  pipe  being  quite  open. 

In  many  of  my  experiments  on  the  conduits  of  Toulouse,  I 
was  struck  by  this  &ct ;  the  difference  was  even  less  than  that 
indicated  by  theory;  it  was  insensible.  For  example,  at  the 
extremity  of  a  pipe  .164  ft.  diameter  and  1391  ft.  long,  were 
fitted,  in  succession,  plates  with  gradually  decreasing  circular 
orifices;  and  under  the  constant  head  of  53.48  ft.,  we  had  the 
following  results.  The  diameter  of  the  conduit  being  .164  ft., 
the  first  result  was  obtained  without  any  plate,  the  pipe  being 
entirely  open.  It  is  to  be  remarked,  that  the  results  of  calcu- 
lation approach  nearer  to  those  of  experiment  as  the  velocity  of 
the  water  in  the  pipe  was  smaller. 


BIAM. 
of 

DIAM. 
of 

DISCHAKGE.     | 

By  calcala> 

By  experi- 

orUce. 

orifice. 

Hon. 

ment. 

Inches. 

feet 

cub.  ft. 

cub.  ft. 

1.97 

.164 

.0756 

.0607 

1.38 

.115 

.0742 

.0607 

1.18 

.098 

.0731 

.0607 

.79 

.066 

.0646 

.0558 

.59 

.049 

.0519 

.0470 

.39 

.033 

.0297 

.0290 

n.  To  determine  the  diameter  of  a  pipe  2736.35  ft.  long, 
which,  under  a  head  of  21.326  ft.,  must  discharge  .3885  cubic 
ft.  per  second,  by  many  orifices  situated  near  each  other,  which, 
taken  together,  are  equivalent  in  area  to  a  circular  orifice  of 
.13124  ft.  (about  1.57  inches)  diameter,  the  ooefiScient  of  con- 
traction is  estimated  at  0.85. 

We  have  m*rf*=  (.85)«X  .13124*  =  .0002143,  and  .0251817X 

^^ss  17.732 ;  and  consequently, 


D  « .2349  V^^^^-  =.60795  ft. 

2.  Pipes  bent  and  contracted  at  some  points. 
195.  We  have  just  considered  pipes  as  being  rec- 
tilinear, and  of  equal  section  throughout  their  length; 


Three 
of 
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{mttLsnany  they  present  bencb;  axid  sometiitteB  there 
are  parts  of  less  section,  either  for  a  yerj  small  extent 
and  forming  a  sudden  contraction,  or  for  a  considerable 
lengtbu 

The  water  moTing  in  such  pipes,  on  arriTing  at  the 
bends,  is  obliged  to  change  its  direction.  Li  this 
change,  it  loses  a  part  of  its  velocity;  the  resistance 
causing  this  loss  is  like  an  effort  opposed  to  the  motiye 
jeffort,  or  to  the  first  head;  it  destroys  a  part  of  it. 

At  sudden  contractions,  tiie  water  experiences  still 
another  loss ;  haying  to  pass  through  a  narrower  sectioii, 
it  must  haye  a  greater  velocity;  a  new  effort  is  neces- 
sary to  compel  it  to  receive  this  velocity;  this  is  a 
new  absorption  of  the  total  head.  Thus,  water  moving 
in  pipes,  experiences  or  may  experience  three  kinds  of 
resistance;  that  due  to  the  action  of  the  sides,  by  &r 
the  most  considerable;  tixat  proceeding  from  bends;  and 
that  from  sudden  contractions.  The  forces  or  partial 
heads  employed  to  overcome  these  resistances,  are  sub- 
tracted from  the  total  head;  it  is  in  virtue  only  of  the 
remaining  part  that  the  flow  takes  place;  this  part  alone 
is  the  head  due  to  the  velocity  of  exit. 

We  have  treated  of  the  resistance  of  the  sides  in 
detail  {184 — 138),  «nd  will  now  examine  the  two 
others. 

196.  Every  moving  body,  which,  after  having  fol- 
lowed one  direction,  suddenly  changes  it,  loses  a  part  of 
its  velocity,  represented  by  the  verse-sine  of  the  angle 
formed  by  the  two  directions.  If,  during  its  motion, 
it  follow  a  curved  line,  it  changes  its  direction,  it  is 
true,  every  instant;  but  the  loss  of  velocity  at  each 
change  is  only  an  infinitely  small  quantity  of  the  sec- 
ond order;  and  consequently,  although  the  number  of 
hMses  is  infinite,  the  total  less  Will  be  an  infinitely 
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tmbll  quantity  of  the  first  order,  wkicli  may  be  confiid- 
ered  as  notiiing;  in  other  words,  eyery  body  in  motion 
wbick  arrives  tangentially  at  a  curve,  and  whioh  follows 
it  any  length,  retains  <m  quitting  it  the  same  velocity 
it  had  on  its  arrival.  Whence  it  follows,  that  if  the 
curve  of  a  pipe  be  well  rounded,  whatever  be  the 
nature  of  the  eurve,  and  if  the  fluid  exactly  follow  the 
curvature,  it  will  experience  no  loss  of  velocity,  no 
resistanoe. 

But  such  is  not  the  case';  tiie  particles  of  which  the 
fluid  is  composed  being  independent  of  each  other, 
while  those  in  contact  witii  the  sides  follow  the  curva- 
ture, ihe  rest  being  directed  against  the  sides,  will  be 
reflected  by  them  or  by  the  particles  interposed,  at  an 
angle  which  may  be  quite  large.  For  example,  the 
central  fillet  aC  tends  to  strike  at  G  the  side  AOB, 
and  then  to  incline  along  06,  making  an  angle  of  reflec- 
tion equal  to  the  angle  of  incidence,  which  would  be 
half  the  supplement  of  the  angle  of  the  curve  aC6. 
The  reciprocal  action  of  the  particles  on  each  other  will 
cause,  in  the  total  fluid  mass,  a  loss  of  velocity,  which 
loss  will  generally  be  less  than  that  of  the  central  fillet 
taken  separately,  but  always  greater  than  that  of  the 
fillets  near  the  sides. 

This  diminution  of  velocity  and  consequently  of  dis- 
charge, although  real,  will  usually  be  very  small. 
Thus,  Bossut  having  taken  a  pipe  .088587  ft.  diameter 
and  58.2834  ft.  long,  extended  it  horizontally  and  in  a 
straight  line;  under  a  head  of  1.0662  ft.,  he  obtained 
.786  cubic  ft.  in  one  minute;  then,  having  bent  it  into 
a  serpentine  form  with  six  curves,  well  rounded,  it  is 
true,  he  obtained,  all  else  being  equal,  .720  cubic  ft. 
per  minute.     {^Hydrodynamique^  ^  659).     Still,  by 


Fig.  fZ. 
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increasing  the  number  and  abruptness  of  the  curves, 
the  diminution  of  the  discharge  can  be  rendered  quite 
considerable,  as  seen  in  the  following  example :  Bennie 
made  a  lead  pipe  15  ft.  long  and  one  half  an  inch  diam- 
eter ;  he  fitted  it  horizontally  to  a  reservoir,  and  under 
a  head  of  one  ft.,  he  obtained  1.921  cubic  ft.  in  one 
minute;  then  he  bent  the  same  pipe  so  as  to  form  a 
series  of  fifteen  semi-circular  cavities  or  convexities, 
with  a  radius  of  about  3|  inches ;  he  fixed  it  in  this 
dew  state  to  the  reservoir,  and  the  product  of  the  flow 
,  was  only  1.709  cubic  ft;  so  that  the  fifteen  curves 
reduced  the  discharge  in  the  ratio  of  100  to  89; 
under  four  times  the  head,  the  reduction  was  from  100 
to  88.* 

197.  As  to  the  laws  followed  by  the  resistance  of 
curves  and  the  measure  of  that  resistance,  it  is  to 
Dubuat  that  we  are  indebted  for  the  first  researches 
made  on  that  subject.  He  took  difierent  pipes,  at  first 
straight,  and  he  measured  the  head  necessary  for  them 
to  discharge  a  certain  volume  of  water  in  a  certain 
time;  then  he  bent  them  in  various  ways,  and  in  such  a 
manner  that  the  central  fillet  tended  to  make  angles  of 
reflexion  of  a  determined  number  and  magnitude;  and 
he  again  ascertained  the  head  under  which  they  dis- 
charged the  same  volume  of  water  in  the  same  time. 
The  difierence  between  the  two  heads  for  the  same  pipe, 
when  straight  and  when  curved,  was  evidently  the  head 
due  to  the  curves,  and  consequently  the  measure  of 
their  resistance.  He  thus  made  twenty-five  experi- 
ments, the  principal  of  which  are  introduced  into  the 
foUovring  table : 

*  PtiUoaophlcal  traoMCtiont  of  the  Boyal  Society  of  London.  18S1. 
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PIPE. 

VBLOCXTT 
Of 

BMUTAVOB 

dae  to  the 

Coeffloient 
deduced. 

Angles, 

IMameter. 

Lensth. 

No.  and  ralae. 

water. 

carves. 

for  a 

Inches. 

feet. 

ft,  per  sec. 

feet. 

1.07 

10.391 

lof36^ 

7.546 

.0666 

.00338 

1.07 

10.391 

2 

36 

7.546 

.1332 

.00338 

1.07 

10.391 

3 

36 

7.546 

.2211 

.00375 

1.07 

10.391 

4 

24.57 

7.546 

.1332 

.00338 

1.07 

10.391 

10 

36 

6.362 

.5243 

.00375 

1.07 

12.300 

4 

36 

5.158 

.1457 

.00396 

1.07 

12.300 

4 

36 

2.605 

.0364 

.00387 

1.07 

65.456 

4 

36 

2.546 

.0348 

.00387 

2.13 

22.671 

4 

36 

7.664 

.2576 

.00302 

2.13 

22.671 

4 
f6 

36 
24.57 

5.217 
) 

.1181 

.00314 

2.13 

22.671^ 

5 

1 

36.00 
56.23 

[7.664 

.7674 

.00378 

Dubnat  concluded  firom  his  experiments,  that  the 
resistance  of  curves  is  proportional  to  the  square  of  the 
velocity  of  the  fluid,  to  the  number  of  angles  of  reflex- 
ion, and  to  the  square  of  their  sine. 

In  this  hypothesis,  the  coefficient  varies  within  small 
limits,  the  mean  tenA  being  .00375.  So  that,  if  v  be 
the  velocity,  n,  n',  &c.,  the  number  of  the  angles  of  the 
same  magnitude;  i  i'  the  respective  number  of  degrees, 
the  value  of  the  resistance  will  be 

.OOSTSt/'  (n  sin"  %  +  n'  sin*  i'  +  .  .  .); 
or,  in  function  of  Q,  ^  being  the  sum  of  the  squares  of 

all  the  sines,  .006079  ^*  .«». 


198.  In  applying  this  formula  to  a  given  pipe,  it  would  be 
necessary  to  determine  the  number  and  value  of  the  angles  of  re- 
flexion fbr  each  curve.  Now,  a  simple  drawing  %hows,  let,  that 
in  a  pipe  bent  into  an  arc  of  a  circle,  and  there  will  be  arcs  of  no 
other  kinds,  the  semi-diameter  of  the  pipe,  divided  by  the  radius 
of  the  arc,  gives  the  verse-sine  of  the  angle  of  reflexion,  and  con- 
sequently its  cosine  and  its  value  in  degrees ;  2d,  that  the  num- 
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ber  of  degrees  of  the  arc,  (that  is,  the  sapplement  of  the  an^e 
of  the  coire,)  divided  by  doable  the  angle  of  leflezion,  indicates 
the  number  of  the  angles. 

Take,  for  example,  a  pipe  .82  ft.  diameter,  conveying  1.766 
cub.  ft.  of  water,  which  has  a  curve  of  95°,  the  radius  of  curva- 
ture being  6.89  ft. ;  demanded,  the  resistance  occasioned  by  the 
curve.  From  what  has  been  said,  the  verse-sine  of  the  angle  of 
reflexion  will  be  ^  =  .0595,  and  its  cosine  equal  1 — .0595  ^ 
.9405,  which  belongs  to  the  angle  of  19°  52^ :  this  is  the  angle  of 
reflexion.  The  arc  of  curvature  =  180°— 95°=85°,  divided  by 
double  the  angle  of  reflexion,  39°.73,  will  give  the  number :  this 
will  be  taken  as  3,  the  quotient  being  2.14.  The  sine  of  19°  52^ 
is  .3398,  and  its  square  =  .1155 ;  the  resistance  required  will 
consequently  be 

(1.766)* 
.00608  VgS)^  X  ^  X  .1155  «. 0145  ft. 

a  quantity  extremely  small ;  and  yet  the  curve  is  quite  sharp  and 
the  velocity  considerable.  For  Ronnie's  pipe  of  fifteen  curves 
(196),  the  above  mode  of  calculation  would  have  indicated  a 
resistance  of  .633  ft. ;  and  experiment  even  gave  1.161  ft.,  as  we 
shall  soon  see  (which  would  raise  Dubuat's  coefficient  of  .00606 
up  to  .01115).  But  such  a  case  is  never  presented  in  practice, 
and  even  with  double  the  coefficient,  the  resistance  rarely  exceeds 
one  half  or  three  quarters  inch  loss  of  head.  It  is  diminished 
still  more,  or  rendered  inappreciable,  by  taking  a  large  radius  of 
curvature ;  the  greater  it  is,  the  more  angles  of  reflexion  we  have, 
to  be  sure,  but  they  are  smaller,  and  the  sum  of  the  squares  of 
the  sines,  and  consequently  the  resistance,  is  less. 

Eflbcti  1^*  1^  ^^  efiect  of  well  rounded  curves  is  insensible,  it  would 

of         not  be  so  with  angles  properly  so  called.    An  experiment  of 

Angles.  Venturi  shows  their  influence.  This  savan  made  three  tubes, 
fifteen  inches  long  and  1.3  inch  in  diameter;  one  was  straight, 
the  second  had  a  curve  of  90°,  gently  rounded,  and  the  third 
had  an  abrupt  angle  of  the  same  nnmber  of  degrees:  imder 
a  head  of  2.887  ft.,  they  filled  a  vessel  containing  4.838  cub.  ft. 
in  45'',  50^'  and^O''  respectively.  The  bad  efiect  of  angles  is  still 
more  manifest  in  the  experiments  of  Kennie  (196)  ;  with  his 
pipe,  fifteen  feet  long  and  one  half  inch  diameter,  under  a  head  of 
four  feet,  he  had  per  minute  a  discharge  firam  the  straight 
pipe 4196cab.  ft. 
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From  the  pipe  with  fifteen  Bend-circular  bends,    .     .3694  onb.  ft. 

"      "      "      "    one  right  angle, 3334      «' 

"      "      "      "    twenty-four  right  angles,      .     .1619      " 
So  that   a   single  angle  of  9QP  reduced   the  discharge  more 
than   the   fifteen   curves.    This  single  fact  shows  with  what 
care  all  angles  should  be  avoided  in  the  establishment  of  con- 
duits. 

In  seeking  the  head  required  to  cause  the  three  pipes  with 
curves  or  angles  to  give  a  discharge  of  .4196  cub.  ft.,  equal  to 
that  obtained  when  there  was  neither  curve  nor  angle,  we  have 
5.151,  6.332  and  30.546  respectively.  Substracting  four  feet, 
there  remains  for  the  resistance  of  the  curves  aud  angles  (197), 
1.151,  2.332  and  26.546  ft.  Whence  we  conclude,  that  the  re- 
sistance of  a  single  angle  of  90°  was  more  than  double  that  of 
fifteen  curves,  and  that  of  twenty-four  angles  was  only  11.4  times 
greater  than  that  of  a  single  one.  This  last  result  shows  that 
the  resistance  of  the  angles  or  curves  is  not  proportional  to  their 
number,  as  Dubuat  admitted.  I  had  already  remarked  this  want 
of  proportionality,  in  my  experiments  on  the  motion  of  air  in 
pipes.  {Annales  des  Mines ,  1828,  p.  453.) 

200.  The  sudden  contractions  referred  to  are  ocoa-    sesistance 
sioned  by  a  diminution  of  the  section  of  the  conduit,  ^   ''^™ 
for  a  very  short  extent. 

To  giye  an  exact  idea  of  the  resistance  which  they 
oppose  to  motion,  suppose  that  in  a  pipe,  we  place,  per- 
pendicularly to  its  axis,  a  diaphragm  or  thin  plate 
pierced  with  an  orifice.  When  the  fluid  in  motion 
arrives  at  this,  the  vein  will  be  contracted,  and  will  also' 
be  reduced  to  the  size  of  the  opening;  it  is  through 
such  an  opening,  thus  reduced,  that  it  is  necessary  to 
force  its  passage,  by  taking  a  velocity  as  much  greater 
as  the  opening  is  smaller;  and  this  velocity  will  always 
be  superior  to  that  which  would  take  place  in  this  part 
of  the  pipe,  without  the  diaphragm.  The  excess 
of  force  necessary  to  produce  the  excess  of  velocity, 
the  direction  of  the  motion  remaining  the  same,  will 
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evidently  be  the  effect  of  the  sudden  contraction;  it 
will  be  the  resistance  opposed. 

Let  B  be  the  diameter  of  the  orifice,  m  its  coefficient 
of  contraction.  The  velocity  through  this  passage 
being  necessarily  greater  than  in  the  pipe,  according 

to  the  inverse  ratio  of  their  sections,  will  be  t?  -^[;= :  the 

force  to  produce  it,  or  the  head  due,  will  then  have  for 

D* 
its  expresssion  .0165366t;'  -.g^.     The  head  belonging 

to  the  velocity  in  the  pipe  was  simply  .OlSSSBBr*. 
The  excess  of  head,  or  the  force  proceeding  from  the 
sudden  contraction,  will  therefore  be 

.016636.'(-J^_l)=.015586t^D*(_^-^). 

In  function  of  the  discharge,  this  resistance  will  be 
expressed  by 

.0251817Q«(^_2,): 

M.  Navier,  admitting  that  the  fluid  vein,  on  passing  from  the 
sadden  contraction,  quickly  resumed  the  section  and  the  velocitj 
belonging  to  the  pipe,  which  is  never  the  case,  as  we  shall  see 
in  the  following  number,  instead  of  the  diflferenoe  between  the 

squares  of  the  two  terms  —^  and  -^  ,  took  the  square  of  their 

/I  1  \* 

diiference  ( — ^  —  w)  •    But  can  a  result  deduced  from  a 

positiyel J  &l8e  supposition  be  adopted  ? 

We  shall,  however,  very  rarely  have  occasion  to  make 
applications  of  the  above  formula,  for  in  a  conduit  we 
ought  to  have  no  sudden  contractions;  but  if  accident- 
ally one  should  be  presented,  it  will  enable  us  to 
appreciate  its  effect.  The  effect  will  generally  be  very 
small;  in  my  experiments  made  with  the  stop-gates 
established  on  the  conduits  of  Toulouse,  having  once 


IN   PIPES. 


219 


diminished  the  section  of  one  of  them  .94,  I  had  hut 
one  hundredth  diminution  in  the  discharge. 

201.  If,  on  the  same  pipe,  helow  the  first  sudden 
contraction,  there  he  a  second,  a  third,  &c.,  the  resist- 
ance of  each  will  be  determined  by  the  above  expres- 
sion, and  their  sum  must  be  taken. 


But  that  these  resistances  be  added  thus  together,  it  is  neces- 
sary that  they  be  independent  of  each  other ;  that  is  to  say,  that 
the  fluid,  after  its  passing  the  first  contraction,  must  resume  the 
general  velocity  in  the  pipe  before  its  arrival  at  the  second. 
If  it  were  not  so,  which  would  be  the  case  where  the  orifices 
were  very  near  each  other,  the  fluid  vein,  after  passing  the  first, 
would  preserve  wholly  or  in  part  the  excess  of  velocity  which  had 
been  impressed  upon  it  in  order  to  cause  it  to  pass,  it  would 
require  a  less  e£R>rt  to  make  it  traverse  the  second,  and  as  much 
less  as  the  distance  is  smaller. 

Eytolwein  made  many  experiments  which  put  this  fiu)t  to  the 
fhU  proof.  He  took  tubes  about  1^  inch  diameter,  and  of  the 
lengths  noted  in  the  first  column  of  the 
opposite  table ;  at  each  of  their  extrem- 
ities was  a  thin  plate  of  copper,  pierced 
with  an  orifice  of  about  f  ^  inch  diame- 
ter. They  were  fitted  horizontally  to  a 
reservoir,  and  the  discharge  of  each 
ascertained:  this  discharge,  compared 
to  the  theoretic  discharge,  which  is  rep- 
resented by  1,  is  placed  in  the  second 
column;  it  gradually  diminishes,  and 
consequently  the  resistance  increases  in 
proportion  as  the  distance  between  the  two  orifices  is  greater. 
Eytelwein  also  placed  in  a  tube  of  about  1^  inch  diameter,  and 
about  one  quarter  inch  apart,  four  small  plates,  pierced  equally 
with  an  orifioe  of  about  one  quarter  inch  diameter ;  the  discharge 
obtained  was  .622.  Afterwards,  the  plates  were  put  about  12f 
inches  apart,  and  the  discharge  was  only  .331. 

202.  What  has  just  been  said  upon  sudden  contrac- 
tions caused  by  thin  plates  pierced  with  small  orifices, 
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inches. 

.276 

.626 

.512 

.622 

1.024 

.614 

2.047 

.568 

3.110 

.509 

5.157 

.487 

12.362 

.481 

24.724 

.478 
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is  equally  applicable  to  those  produced  by  yery  short 
tubes,  of  smaller  diameter  than  the  diameter  of  the  con- 
duit. 

I  cite  an  experiment  of  Venturi,  (his  24th),  This 
ingenious  philosopher  composed  his  apparatus  of  two 
Fig.  39.  kinds  of  tubes,  placed  alternately;  one  set,  B,  B,  were 
about  In  inch  long,  and  about  /^  inch  diameter;  the 
diameter  of  the  others,  0,  G,  was  about  2.13  inches,-  and 
their  length  sometimes  3.46  inches,  and  sometimes 
6.77  inches.  Venturi  at  first  made  use  only  of  a  sin- 
gle tube  C;  then  of  two,  of  three,  of  four,  and  finally 
of  five;  he  fitted  successively  these  various  sets  to  a 
reservoir,  and  caused  an  efflux  under  a  head  of  2.887 
ft.     The  following  are  some  of  the  discharges  obtained: 

With  the  single  tube  B,  .04443  cubic  ft. 

"     "    one        "    C  added,       .03296       « 
"     "    three     "    C      "  ,02522       " 

*^     "    five       "    0     "  .02020       " 

I  have  attempted  to  compare  these  results  with  those 
derived  from  the  methods  of  calculation  above  indicat- 
ed; the  differences  were  sometimes  great  and  some- 
times inconsiderable;  thus,  for  the  last  case,  I  found 
Q=.01854  cubic  ft. 

203.  Notwithstanding  the  great  irregularities  pre- 
o7       sented  by  these  experiments,  they  are  very  remarkable, 
Enlargements,  principally  becausc  they  exhibit,  in  a  very  prominent 
manner,  the  effect  of  enlargements  existing  in  a  con- 
duit ;  an  effect  quite  as  prejudicial  as  that  of  contrac- 
tions, taken  above  a  certain  limit. 

The  entire  apparatus,  which  was  3.199  ft.  long,  may 
be  considered  as  a  pipe  of  fg  inch  diameter,  having 
the  five  enlargements  C.  It  gave,  as  we  have  just  seen, 
a  discharge  of  .02020  cubic  ft. 

Venturi  then  took  a  tube  of  the  same  length,  bat 
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having  throughout  a  unifonn  diameter  of  {^^  inch,  and 
obtained  a  discharge  of  .03270  cubic  ft. 

The  enlargements  thus  diminished  the  discharge  in 
the  ratio  of  100  to  62. 

204.  There  is  also  one  other  contraction  which  ought   contmctions 
to  be  mentioned,  resulting  from  that  which  the  whole       atuie 

n     .  "I  .  .     •  A  .    ,  •  !•  entiy  of  Tube*. 

fluid  mass  experiences  at  its  entrance  into  a  pipe  of 
smaller  diameter  than  that  of  the  pipe  immediately  pre- 
ceding it.  The  resistance  proceeding  from  this  con- 
traction will  evidently  be  the  same  as  if  at  the  entrance 
of  the  pipe  were  placed  a  plate  pierced  with  an  orifice 
whose  section  should  be  to  that  of  the  pipe  as  m  to  1, 
m  being  the  proper  coefficient  of  contraction ;  its  expres- 
sion will  therefore  be 


.026181T-§-(^-l); 


a  particular  case  of  the  general  formula  (200),  in  which 
B=D. 

The  value  of  m  can  only  be  taken  by  approximation. 
For  a  very  short  pipe,  like  cylindrical  ajutages,  it  will 
be  .82  (41).  But  in  pipes,  properly  so  called,  it  will 
nearly  approximate  to  1,  and  as  much  more  as  the  pipe 
is  longer,  and  even,  according  to  Prony,  as  the  diameter 
is  greater;  so  that  in  large  pipes,  the  effect  of  contrac- 
tion is  very  small.  It  is  rendered  still  less,  by  flaring 
the  pipe  at  the  entrance,  and  by  fitting  the  parts  of  less 
diameter  to,  those  of  greater  diameter  above  them  by 
short  conical  pipes,  gradually  leading  from  one  to  the 
other. 

Finally,  and  as  we  have  remarked  (185),  the  effect 
of  contraction  at  the  entrance  of  a  simple  conduit  is 
implicitly  comprised  in  the  values  of  the  coefficients  of 
the  fundamental  equation;  and  its  effect  at  the  entrance 
of  a  pipe  which  branches  off  from  a  larger  conduit  will 
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be  comprised  in  the  determination  of  the  head  of  such 
branch ;  so  that  in  every  case  we  may  disregard  it. 

Modifications      ^^'  '^^  coefficients  of  the  formulaB  just  given,  particularly 
for  the       that  which  concerns  the  principal  resistance,  that  due  to  the 

application  of  action  of  the  sides,  were  determined  by  experiments  made  chiefly 
on  pipes  of  small  diameter  and  quite  short  in  length  (185). 
They  were  tubes  well  bored,  well  jointed  and  clean.  Can  such 
formulas  be  applied  without  modification  to  conduits  which  are 
not  in  the  same  condition,  to  such  as  serve  for  great  distributiona 
of  water  t    This  question  ought  to  be  examined. 

The  pipes  of  which  conduits  are  formed  are  almost  always  more 
or  less  deformed  in  the  process  of  moulding  or  of  casting ;  their 
section  is  not  always  circular,  and  consequently,  all  else  being 
equal,  it  is  smaller  than  it  ought  to  be.  The  interior  surface  is 
covered  with  superfluous  ridges  and  asperities,  which  retard  the 
motion.  Where  there  are  joints,  the  axis  of  the  whole  conduit  is 
not  always  an  unbroken  line  ;  the  interior  surfkce  is  not  perfectly 
cylindrical ;  the  edges  of  some  of  the  pipes  advance  inward  and 
form  projections ;  the  fluid  lines  which  arrive  at  the  projecting 
parts  are  arrested,  divided,  and  sometimes  thrown  back ;  hence 
disturbances  in  the  motion,  losses  of  motive  force,  and  conse- 
quently a  diminution  in  the  discharge.  Even  when  the  pipes  are 
of  good  calibre,  and  of  an  interior  quite  uniform  and  regular,  at 
every  joint,  at  least,  there  will  be  a  small  annular  void  or  break 
in  the  continuity,  which  would  produce,  to  a  certain  extent,  the 
effect  of  projections,  and  which,  repeated  at  every  step  (so  to 
speak)  on  a  conduit  which  has  more  than  a  thousand,  cannot  but 
be  attended  vrith  a  sensible  reduction  in  the  discharge.  M. 
Gueymard,  mining  engineer,  has  with  reason  insisted  on  this 
cause  of  reduction  ;  he  sought  to  diminish  its  efiect  in  the  estab- 
lishment of  the  fountains  of  Grenoble,  and  with  success. 

Moreover,  when  pipes  are  crooked  in  the  vertical  plane, 
and  almost  all  are  so,  if  at  the  summit  of  the  projecting  parts 
there  are  not  vents,  the  air  which  the  water  always  carries  along 
with  it,  and  which  is  disengaged  in  greater  or  less  quantity,  will 
rise  to  the  more  elevated  parts  ;  it  collects  and  remains  there, 
and  chokes  up  the  passage :  the  bad  effects  have  been  observed. 
The  most  limpid  waters  in  appearance  always  carry  foreign  sub- 
stances, and  particularly  extremely  fine  earthy  particles,  which 
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aie  deposited  in  certain  ports  of  the  pipes ;  in  process  of 
time,  they  narrow  up  the  section  and  diminish  the  discharge. 
Not  to  speak  of  calcareous  and  selenitic  particles,  which,  though 
dissolved  in  the  watier,  are  precipitated  on  the  sides  of  the  pipes, 
and  cover  them  with  a  stony  crust,  which,  continually  augment- 
ing in  thickness,  will  finally  entirely  obstruct  them,  if  not 
removed  in  time;  that  evil  belongs  only  to  some  localities. 
There  are  even  ferruginous  deposits  made  from  point  to  point,  in 
the  form  of  tubercles,  in  the  pipes  of  Grenoble,  and  which,  con- 
tinually increasing  in  number  and  size,  diminish  the  discharge, 
until  they  have  reduced  it  more  than  one  half  in  less  than  eight 
years ;  the  aerated  water  which  runs  in  cast  iron  pipes,  attacks 
the  substance  of  them,  and  forms  an  hydrate  of  iron,  which  is 
deposited  in  long  nipples,  on  lines  parallel  to  the  direction  of  the 
current,  and  in  a  greater  quantity  on  the  lower  part ;  under  these 
nipples,  the  cast  iron  is,  as  it  were,  corroded  to  the  depth  of  .08 
to  .12  inch.  (See  concerning  these  very  remarkable  phenomena, 
which  have  attracted  the  attention  of  philosophers,  the  Anrudes 
des  Mines,  1834,  page  203,  &c.) 

Abstraction  made  of  these  local  circumstances,  and  conse- 
quently of  general  causes  mentioned  above,  it  has  very  often 
happened  in  experiments  made  on  conduits,  supposed  to  be  in 
good  condition,  that  the  discharge  has  been  found  a  quarter  or  a 
third  less  than  that  indicated  by  the  formulas ;  scarcely  ever  has 
it  been  equal  to  it.  I  have  cited  many  of  these  experiments  in 
my  Histaire  de  PestabUsseTnent  desfontaines  a  Toulouse, 

From  these  generally  known  facts,  the  hydraulic  engineers  of 
P^s,  when  they  make  use  of  the  formulsB  of  discharge,  dimin- 
ish their  numerical  coefficient  one  third.  I  have  adopted  an 
analogous  method,  by  increasing  one  half  the  quantity  of  water 
which  a  conduit  about  to  be  established  must  convey  ;  if,  for  ex- 
ample, it  be  designed  for  ten  cubic  feet  per  second,  I  call  it  fif- 
teen cubic  feet  per  second,  and  make  my  calculations  accordingly 
in  respect  to  diameters,  &c.  I  advise  engineers  charged  with 
projecting  or  executing  a  plan  for  distributing  water,  to  employ 
the  formulsB  here  given  with  such  a  latitude ;  they  will  in  this 
manner  prevent  the  mistakes  which  they  would  often  experience, 
did  they  confine  themselves  to  the  results  given  by  pipes  made 
with  a  precision  which  their  own  will  never  have. 

206.  In  the  great  systems  of  distribution,  and  in  all  that  re-  Ponce  d'eao. 


224  MOTION   OF  WATER 

lates  to  pablic  fountains,  instead  of  expressing  the  discharges 
and  quantities  of  water  to  be  conducted  in  decimal  firactions  of  a 
cubic  metre  per  second,  they  are  expressed  in  paiuxs  d^eau 
(water  inches),  a  peculiar  unit,  independent  of  time,  and  more 
suitable  for  such  a  purpose. 

The  old  fountaineers,  who  introduced  this  unit  and  this  de- 
nomination, gave  it,  as  we  have  seen  (67),  to  the  quantity  of 
water  which  runs  fi^mi  an  orifice  of  one  inch  diameter,  pierced  in 
the  side  of  a  basin  against  which  the  fluid  is  kept  one  line  above 
the  summit  of  the  orifice. 

The  exact  determination  of  this  quantity  is  necessary  in  a 
great  number  of  cases,  and  it  is  necessary  to  translate  it  into  a 
precise  expression,  which  would  lead  to  a  yerification  in  a  case  of 
dispute.  Mariotti  first  made  an  attempt  for  this  purpose ;  his 
estimation  would  correspond  to  697.86  cub.  ft.  in  twenty-four 
hours.  Afterwards,  the  water  inch  was  estimated  at  676.73  cub. 
ft.  Finally,  of  late  years,  in  applying  the  metrical  system  of 
weights  and  measures,  it  was  raised  to  20  cub.  metres  ~  706.33 
cub.  ft.    Prony  proposed  to  call  it  the  '*  doubie  module  "  of  water. 

Thus  the  pmice  eTeau  (water  inch),  as  now  established,  and  as 
I  have  exclusively  employed  it  in  the  establishment  of  the  foun- 
tains of  Toulouse,  gives  706.33  cub.  ft.  in  twenty-four  hours,  or 
.008175  cub.  ft.  per  second. 

3.  Pressure  on  the  sides  of  Pipes. 

After  having  treated  of  the  circumstances  of  the 
motion  of  water  in  pipes,  let  us  now  examine  the 
effects  resulting  from  the  pressure  which  the  fluid  exerts 
against  the  sides  of  the  pipes  containing  it ;  then  we 
will  explain  the  most  important  consequences  of  this 
examination. 

207.  Let  a  horizontal  conduit  AB  be  fitted  to  a  res- 
ud        ervoir  kept  constantly  full. 

First  shut  the  extremity  B.  Each  of  the  points  of 
the  conduit  will  experience  a  pressure  measured  by  the 
height  or  head  AC;  and  if,  on  any  of  them,  H,  I,  K, 
&c.,  take  at  pleasure,  be  inserted  vertical  tubes,   the 
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irater  will  rise  until  the  weight  of  the  colamnB  HL, 
IM,  EN,  is  in  equilibrium  with  the  pressure  exerted 
on  those  points ;  consequently,  in  each,  it  will  rise  to  the 
level  of  CD. 

Open  now  the  orifice  B ;  suppose  the  sides  of  the 
tubes  oppose  no  resistance  to  the  motion,  as  in  the  case 
of  a  very  short  tube,  and  that  there  is  no  contraction 
at  the  entrance  A.  The  water  will  run  in  the  pipe  and 
will  pass  out  with  a  velocity  due  to  the  total  head  AC. 
All  the  force  of  this  head  will  therefore  act  parallel  to 
the  axis  of  the  pipe ;  there  will  result  no  action  per- 
pendicular to  that  direction,  and  consequently  no  pres- 
sure on  the  sides ;  we  shall  then  have  Ihe  case  of  water 
moving  in  canals  where  there  is  no  pressure  tending  to 
elevate  the  surface.  The  fluid  of  the  tubes  HL,  IM, 
will  therefore  descend  to  the  upper  part  of  the  fluid  in 
the  pipe. 

208.  If  the  orifice  B  be  opened  only  in  part,  so  that 
it  shall  be  less  than  the  section  of  the  pipe,  the  phe- 
nomena will  no  longer  be  the  same.  The  water  will 
always  pass  out  with  the  velocity  due  to  AC ;  but  the 
velocily  in  the  pipe  will  be  less,  according  to  the  inverse 
ratio  of  the  sections.  Let  v  be  that  smaller  velocity, 
.0155866t;>  will  be  the  force  or  part  of  the  head  AC 
employed  to  produce  it;  still  acting  parallel  to  the 
axis,  it  will  exert  no  pressure  on  the  sides.  But  the 
remaining  portion  of  the  total  force,  or  H — .OlSSSGSt^, 
by  making  AC=H,  acting  on  all  the  particles,  extend- 
ing in  all  directions,  will  press  the  fluid  upward  in  I, 
E,  ftc. ;  and  it  will  ascend  in  the  vertical  tubes  to  a 
height  equal  to  H— .0155S66t^ ;  which  will  be  limit- 
ed by  the  horizontal  line  EF,  CE  being  equal  to 
.015536«^.  Hence  the  great  principle  which  Ber- 
noulli established  by  calculation,  whi^  is  confirmed  by 
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experiment,  and  which  he  made  the  base  of  his  Hy- 
draulicO'Statique  {Hydrodynamica,  sectio  XII.)  ;  to 
wit :  The  pressure  which  water  in  motion,  in  a  pipe, 
exerts  against  any  point  of  its  sides,  is  equal  to  the 
(^effective)  head  on  that  point,  minus  the  height  due 
to  the  velocity  in  the  pipe. 

209.  The  resistance  which  the  sides  of  pipes  oppose 
to  motion,  does  not  in  any  manner  destroy  this  princi- 
ple ;  it  only  diminishes  H,  or  the  head  which  would 
haye  existed  without  the  resistance  on  the  point  under 
consideration.     Let  us  enter  into  some  details. 

The  resistance  is  proportional  to  the  length  of  the 
pipes  (184) ;  that  is,  to  the  length  of  the  passage  made 
by  the  water ;  thus  on  the  same  pipe,  it  will  increase 
progressiyely  from  its  origin  A,  where  it  is  zero,  to  its 

extremity  B,  where  it  is  .0007089  ^  {§  187).      So 

that  if  on  BD  we  take  FG  equal  to  that  expression  as 
representing  the  resistance  at  B,  and  draw  the  straight 
line  EG,  the  resistance  at  H,  I,  K,  &c.,  will  be  repre- 
sented by  the  lines  ae,  a'c',  a'V,  &c.  (since  ae  :  aV : 
a'V  : ....  FG::  Ec:  Ec' :  E^' ... :  EF).  Designate  by 

r,r^,r" B  these  resistances.    At  each  of  the  points 

just  indicated,  I  for  example,  the  column  MI  (measure 
of  the  pressure  in  the  state  of  rest)  will  fall  1st.  Mc' 
(=.015536r^ ;  for  in  this  case,  as  in  the  preceding, 
this  portion  of  the  motiye  force  being  directed  along 
the  axis  of  the  pipe,  will  exert  no  pressure  on  its 
sides ;  2d.  aV  {~f^)  ;  this  other  part  of  the  total  force 
haying  been  absorbed,  as  it  were  annihilated,  by  the 
resistance  which  the  pipe  opposed  to  the  motion  of 
the  fluid  from  A  to  I,  can  haye  no  other  action  on  this 
last  point ;  the  pressure  here  will  therefore  be  simply 
measured  by  a'  I=H — r' — .015536v^     In  general,  the 
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preesure  on  any  point  of  a  horizontal  pipe,  in  which 
r  represents  the  resistance  experienced  from  the  origin 
of  the  pipe,  is  expressed  hy  H — r — .015536t;*. 

At^the  extremity  of  the  pipe,  where  the  resistance  is  R,  the 
pressure  GB=sH  —  E — .015536»*.  If  this  extremity  were 
entirely  open,  we  should  have  (182)  R=«H  —  .015536«*,  and 
consequently,  GB  ^^  0 ;  that  is,  the  pressure  at  the  extremity  of 
the  pipe  would  he  nothing,  and  the  columns,  measuring  the 
pressure  at  its  di£ferent  points,  would  have  the  line  £B  for  their 
upper  limit. 

210.  We  come  at  last  to  the  case  of  an  ordinary  ^^^^  4,, 
inclined  pipe.  In  the  state  of  rest,  the  columns  in- 
dicating the  pressure  would  rise  to  the  horizontal 
line  CD,  the  -level  of  the  fluid  in  the  reservoir; 
this  is  the  law  of  communicating  tubes;  these,  and 
consequently  the  pressures,  will  be  unequal;  each 
will  have  for  its  measure  the  difference  of  level  be- 
tween the  point  where  it  is  exerted  and  the  surface  of 
the  reservoir.  In  the  state  of  motion,  the  columns 
will  undergo  the  same  diminutions  as  in  the  preceding 
number,  and  through  the  effect  of  the  same  causes ; 
their  summit  will  only  attain  the  line  EG,  which  will 
bo-  the  limit  (they  would  be  limited  by  EB,  if  the 
pipe  were  entirely  open);  consequently,  the  pressure 
on  any  point,  of  which  H^  is  the  distance  below  the 
reservoir,  will  be  expressed  by  H^ — r—.  015636 1;*. 

The  expression  would  be  the  same  for  a  bent  pipe 
like  AHTK'B.  Only  the  summits  of  the  columns 
would  no  longer  be  on  a  straight  line ;  the  resistances, 
being  proportional  to  the  lengths  of  the  pipes,  will 
follow  the  ratios  of  AH',  AI' ;  but  not  those  of  Ec, 
E^,  a  condition  necessary  in  order  that  the  points  E, 
a,  a',  be  in  a  straight  line. 
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Total  hMd  211.  We  have  called  head  on  the  pipe,  and  haye 
EffecthJfhead  designated  by  H,  the  difference  of  level  between  the 
surface  of  the  fluid  in  the  reservoir  and  the  orifice  of 
efflux ;  it  would  be  the"  height  due  to  the  velocity  of 
efflux,  if  the  pipes  opposed  no  resistance  to  the  motion 
(182).  But  the  resistance  diminishes  this  total  head; 
so  that  the  effective  head  of  the  pipe,  or  the  height, 
in  virtue  of  which  the  fluid  really  passes  out,  will  be 
less  by  the  whole  resistance  which  it  will  have  experi- 
enced, from  the  origin  to  the  extremity  of  the  pipes; 
R  being  that  resistance,  the  effective  head  will  be 
H— R. 

By  analogy,  for  every  other  point  of  the  pipe,  its 
total  head  will  be  the  height  of  the  reservoir,  H^,, 
above  it;   and  its   effective  head  will  be  that  same 
height,  diminished  by  the  resistance  experienced  by  the 
fluid  from  the  origin  of  the  pipe  to  that  point,  or 
H,-r. 
^^!^        212.  Since  the  pressure  on  this  same  point  is  H^  — 
thehe^iand  r— .016586r*,   .015586t?*  will  be  the  difference  be- 
tween the  pressure  and  the  head.     In  general,  the 
height  due  to  the  velocity  of  the  water,  at  any  point  of 
a  pipe,  is  the  difference  between  the  effective  head, 
or  head  properly  so  called,  and  the  pressure  on  that 
point.     There  will,  therefore,  be  an  error  when  one  is 
I  taken  for  the  other ;   but  in  great  pipes,  where  the 

I  height  due  to  the  velocity  is  very  small,  the  error  is 

almost  always  of  no  consequence. 
The  218.  The  tubes  which  we  have  supposed  to  be  placed 


Piezometer 

litB 


on  the  pipes,  and  which,  by  the  height  to  which  the 
indicatioDB.  fliud  rises  in  them,  measure  the  pressure  which  takes 
place  on  tiie  pajrts  to  which  they  are  applied,  take  the 
name  of  piezometers  {nieaa,  7r»eafio$,  pressure,  and 
ueiQiov,  measure). 
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They  serve  to  give  ns  a  physical  representation  of  what  is 
meant  by  resistance  and  loss  of  head. 

Suppose  one  (o  be  established  at  any  point  of  a  pipe,  at  H^ 
below  the  level  of  the  reservoir.  From  what  has  just  been  said, 
if  the  water  were  at  rest  in  the  pipe,  it  would  rise  in  the  tube 
to  the  height  H^ ;  when  the  flow  takes  place,  it  will  &11,  and 
will  remain  at  the  hei^t  B^ —  r — h,  h  being  the  elevation  due 
the  velocity  v.  The  fall,  or  difference  between  the  two  heights, 
will  therefore  be  H© —  (H^ — r — A)  ;  and  desiguating  it  by  a,  we 
have  oaaar+A,  or  r=sa  —  h;  that  is  to  say,  the  registance  expe- 
rienced by  the  water  Jrom  the  origin  of  the  pipe  to  one  of  its 
pointSy  wiB  be  represented  by  the  difference  of  lend  between  the  sur- 
face of  the  reservoir  and  the  summit  of  the  fluid  column  in  a 
piezometer  applied  to  that  poirtt,  {minus  the  height  due  to  the 
velocity  in  the  pipe;  a  quantity  alimys  very  small).  If  we 
increase  or  diminish  the  volume  of  water  which  flows  in  a 
pipe,  and  consequently  its  Telocity,  by  enlarging  or  .lessening 
tiie  orifice  of  efflux,  the  fluid  of  the  piezometer  will  fall  or 
rise  yery  nearly  proportionally  to  the  square  of  that  volume, 
{the  feU  must  be  (?  (.0006769  ^  +  J^^l^^+QL  '00^594^ . 

and  we  shall  be  able  to  compare  the  results  of  theory  with  those 
of  experiment. 

For  a  second  point  of  the  pipe,  taken  lower  than  the  first, 
for  example,  we  should  in  like  manner  have  /  »  a'  i—  A,  since  the 
velocity  and  its  height  due  h  remain  the  same  throughout  the 
pipe.  Subtracting  from  this  equation  the  first,  r^^a  —  A, 
we  have  / — r^o/  —  a.  Now,  r'  —  r,  the  diflerence  between 
tiie  two  resistances,  is  evidently  the  resistance  experienced  be- 
tween the  first  point  and  the  second,  and  e^  —  a,  the  diflerence 
of  the  lowering  in  the  piesometrio  columns  below  the  reservoir, 
will  be  the  difoence  of  level  between  the  summits  of  the  two 
columns  :  thus  the  resistance  which  the  water  experiences  from  one 
point  of  a  pipe  to  another,  or  the  loss  of  head  from  the  first  to  the 
second,  is  equal  to  the  difference  of  level  between  the  summits  of  the 
fluid  columns  of  two  piezometers  established  on  the  two  points.  If 
the  diameter  of  the  pipe  on  which  the  second  piezometer  is 
placed  be  diflbrent  from  the  first,  then  the  height  bf  due  to  its 
Telocity  vnll  not  be  equal  to  A,  and  we  diaU  haye  / — r=saf — 
bf —  (o  —  A)  aaa  (a' —  a)  —  (V — A) ;  that  is,  the  resistance  fiwm 
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one  point  to  another  would  be  the  difference  of  lerel  between  the 
two  piezometrio  summits,  minus  or  plus  the  difibrenoe  between 
the  two  heights  due  to  the  respective  velocities,  according  as 
ihe  velocity  at  the  point  lower  down  is  greater  or  less  than  the 
other. 

We  see  by  these  examples  how  the  piezometers  plaoe  before 
the'  eye  the  resistances  of  pipes  and  the  variations  which 
occur  in  them ;  and  consequently,  how  these  indications  can  be 
rendered  useful.  Such  an  instrument,  of  glass,  which  I  fitted  up 
on  one  of  the  pipes  of  the  watei^works  of  Toulouse,  and  which 
rises  in  the  Hotel  de  Ville,  in  front  of  the  water  engineer's 
office,  indicates  to  him,  at  every  instant,  the  state  of  his  service, 
and  the  perturbations  which  it  suffers. 
ThickneM  214.  Upon  the  pressure  which  water  running  in  pipes  exerts 
°^  against  their  sides  depends  also  the  thickness  to  be  given  to 

those  sides. 

Let  H  be  the  greatest  pressure  or  head  which  a  pipe  will  have 
to  sustain,  D  its  diameter,  t  the  thickness  sought,  and/  the 
force  capable  of  breaking  the  material  of  which  it  is  composed ; 
this  will  be  the  weight  which,  being  suspended  to  a  vertical  bar 
of  the  material  of  a  square  inch  transverse  section,  would  occa- 
sion the  rupture4  The  resistance  which  the  pipe  opposes,  in  the 
unit  of  length,  will  be  tf,  or  2ifj  if  it  be  required  to  separate 
entirely  one  part  from  the  other,  since  2t  {^at^-^-bl/)  is  the 
'**•  *"•  breadth  of  the  part  to  be  broken.  Observe  now  the  effort 
exerted  by  the  fluid  to  cause  such  a  separation.  Take  a  pipe 
unifonnly  equal  in  length  to  the  unit  of  length  selected ;  plaoe  it 
horizontally ;  imagine  it  divided  into  two  halves  by  a  hcvizontal 
plane,  that  the  lower  half  is  firmly  fixed,  and  that  the  upper  half 
can  only  be  separated  from  it  by  being  driven  vertically  upward, 
as  would  be  done  by  the  pressure  of  the  water.  Imagine  the 
interior  surface  of  that  half  divided  into  a  very  great  number  of 
longitudinal  elements,  of  which  the  extremely  small  breadth  will 
be  a ;  each  will  experience  from  the  fluid,  in  a  direction  perpen- 
dicular to  itself,  a  pressure  or  force  equal  to  the  weight  of  a 
prism  of  water  which  would  have  1 X  <7  for  its  base  and  H  for  its 
height,  and  which  would  consequently  weigh  umtH  (w  being  the 
weight  of  the  unit  of  water).  This  force,  estimated  in  the 
vertical  direction,  would  be  reduced  to  w</E,  &  being  the  horizon- 
tal projection  of  a;  the  sum  of  all  these  forces  will  then  be  wH, 
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multiplied  by  the  sum  of  the  &^  and  this  is  evidently  equal  to  the 
diameter  oft  or  D  :  thus  the  total  effort  tending  to  separate  the 
two  halves  of  the  pipe  will  be  irHD.  In  the  case  where  it  would 
simply  be  in  equilibrium  with  the  resistance,  we  should  have 
toDH  =  2(f,  from  which  to  deduce  the  value  of  U  For  cast  iron, 
the  material  of  which  pipes  are  usually  made,  it  is  generally 
admitted,  that  a  bar  drawn  in  the  direction  of  its  length  is  rup- 
tured by  a  weight  of  19919  lbs.  avoirdupois  per  square  inch ;  thus 

62  449HD 
we  have,  per  square  foot,  ^= 2  X  144  X  l99l9  '^  '0000109HD  ; 

with  such  a  thickness,  the  pipe  would  be  on  the  point  of  burst- 
ing. But  it  is  necessary  to  keep  fieur  from  such  a  minimum  :  the 
custom  is  to  give  to  materials  employed  in  constructions  such 
dimensions  at  least  that  the  effort  which  they  will  have  to  sus- 
tain will  cause  no  permanent  alteration  in  them ;  this  effort  is 
estimated,  for  cast  iron,  at  from  two  and  a  half  to  three  and  a 
half  times  less  than  what  would  cause  rupture  :  thus  it  would 
be  necessary  to  multiply  the  thickness  already  found  by  two  and 
a  half  or  three  and  a  half;  for  greater  security  still,  I  multiply 
it  by  4.2,  and  have 

^=.0000456HD. 

It  is  not  merely  necessary  that  pipes  be  able  to  resist  their 
ordinary  greatest  pressure,  but  also  extraordinary  pressures,  or 
shocks  of  the  water-ram  (**  covp5  de  belter  ^^),  to  which  they  are 
exposed,  when  the  mass  of  water  which  they  conduct  is  suddenly 
arrested,  as  by  the  too  sudden  closing  of  a  cock.  Thus,  although 
the  head  on*  pipes  rarely  exceeds  fifty  or  sixty  feet,  it  is  com- 
monly supposed  to  be  328  ft. ;  and  it  is  imder  such  a  pressure, 
equivalent  to  that  of  nearly  ten  atmospheres,  that  pipes  ought  to 
be  tested :  H  then  being  328  ft.,  we  have  t^  .01496D. 

Such  is  the  thickness  to  be  given  to  cast  iron  pipes,  if  the 
material  be  entirely  compact  and  without  defect,  and  if  there  are 
means  of  casting  it  so  thin.  But  this  is  not  the  case ;  cast  iron 
is  a  porous  substance,  which  permits  the  v^ter  to  percolate 
under  great  pressures ;  it  commonly  contains  flaws  which  consid- 
erably diminish  the  thickness  of  the  parts  where  they  are  found ; 
when  run  too  thin,  it  sets  before  entirely  filling  the  mould ; 
besides,  rust  attacks  and  corrodes  the  pipes,  and  at  length  may 
reduce  their  thickness  very  much.  So  that  there  is  a  thickness 
below  which  we  should  not  descend,  and  a  constant  quantity 
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ought  to  be  added  to  0.015D.     Some  add  .01968  ft.,  others 

.02624  ft. ;  I  would  avoid  all  objections,  by  taking  into  oonsider- 

ation  all  the  difficulties  of  the  foundry,  by  raising  the  quantity 

to  .0328  ft.,  and  definitely  establish  the  fonnula 
^=  0.03289  4- 0.016D. 
However,  there  is  no  need  of  adding  the  second  term  to  pipes 

below  .3937  ft.  diameter ;  they  will  all  have  .0328  ft.  thickness. 

That  of  the  rest,  expressed  in  feet,  will  be  respectively  for 

pipes  of 
.3937,  .4921,  .6662,  .8202,  .9842, 1.3123, 1.640  ft.  diameter, 
.0351,  .0393,  .0426,  .0459,  .0492,    .0525,  .0590  ft.  thickness. 

Lead  pipes  o£fer  less  resistance  than  those  of  cast  iron.  M. 
Jardine  subjected  to  trial  one  of  0.166  ft.  diameter  and  0.0166  ft. 
thick  :  it  began  to  dilate  under  a  head  of  803.8  ft.,  and  burst 
under  one  of  1000.6  ft.  This  experiment,  giving  t^  .0001244ErD, 
indicates  a  resistance  which  is  not  a  ninth  part  of  that  presented 
by  cast  iron.  This  less  tenacity,  and  the  more  than  double 
price,  has  caused  lead  pipes,  before  generally  employed,  to  be 
^ven  up,  and  the  use  of  cast  iron  pipes  has  become  almost  exclu- 
sive for  all  great  establishments. 

Wooden  pipes  resist  a  great  pressure  and  they  are  not  dear ; 
but  they  rot,  they  must  often  be  changed,  and  they  require  pecu- 
liar care. 

As  to  pipes  of  potter's  clay,  they  can  only  be  employed  under 
a  small  head ;  it  is  difficult  to  lute  the  joints  well,  and  they  are 
liable  to  break;  consequentiy,  their  use  is  not  to  be  recom- 
mended. 

ARTICLE    SECOND. 

Systems  of  Pipes. 

It  is  very  seldom  that  we  have  a  simple  pipe, 
conveying  to  its  extremity  all  the  water  which  it 
received  at  its  origin;  almost  always,  on  different 
points  of  its  length,  there  are  quantities  of  water  taken 
which  are  conveyed  by  secondary  pipes;  from  them, 
pipes  of  a  third  order  branch  off,  &c. ;  so  that,  in 
great  distributions  of  water,  such  an  assemblage  or 
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system  of  pipes  presents,  as  it  were,  a  trunk  which 
is  ramified  and  sub-ramified  in  various  manners. 

215.  To  determine  the  circumstances  of  the  motion 
of  water  in  the  diflFerent  parts  of  such  a  system,  and       ^^ 
that  by  the  simple  knowledge  of  the  dimensions  and 

the  respectiye  positions  of  these  parts,  is  a  complicated 
problem,  of  which  no  solution  has  yet  been  given ;  and 
still,  the  determinations  which  the  engineer  has  to 
make  refer  almost  always  to  an  assemblage  of  pipes, 
and  not  to  a  single  isolated  one. 

To  have  a  good  idea  of  the  bases  on  which  I  have 
established  the  solution  which  I  am  about  to  submit, 
and  which  is  applicable  at  least  to  some  questions,  let 
us  imagine  a  system  already  existing,  fitted  to  a  reser- 
voir kept  constantly  full,  and  delivering  water  through 
mouth-pieces  fixed  at  the  extremity  of  each  of  its 
branches ;  let  it  be  required  to  determine,  for  example, 
the  quantity  of  water  which  passes  through  each 
mouth-piece  (though  this  is  not  my  immediate  object)  ; 
it  is  evident  that  we  could  immediately  calculate  that 
quantity,  if  we  knew  the  eflFective  head  at  the  extremity 
of  the  branches,  that  head  being  the  height  due  to  the 
velocity  of  efflux  (211).  Now,  from  what  has  been 
said  (211 — 213),  the  efiective  head  is  the  entire  head, 
minus  losses  of  head  or  resistances  which  the  fluid 
particles  arriving  at  the  mouth-piece  in  question  have 
experienced  in  their  passage  through  the  system  from 
the  reservoir  to  that  mouth-piece.  So  that  the  pro- 
blem is  reduced  to  the  determination  of  these  various 
losses  of  head. 

216.  These  proceed,  first,  almost  entirely  from  the 
resistance  which  the  sides  of  the  pipes  oppose  to  the  loaaeBofnead. 
motion ;  secondly,  from  the  resistance  due  to  bends ; 
thirdly,  frx>m  change  in  the  direction   of  the  motion 
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when  the  water  passes  from  the  principal  pipe  into 
a  branch,  and  from  a  branch  into  a  sub-branch ;  fourth- 
ly, from  disturbances  in  the  motion,  occasioned  bj 
diversions  of  water  or  Srogatiofis  at  the  head  of  each 
branch  or  sub-branch.  As  to  the  resistances  proceed- 
ing from  obstructions,  it  is  superfluous  to  mention 
them;  we  ought  not  to  admit  a  permanent  obstruction 
in  a  pipe;  if  there  be  one  accidentally,  we  have 
indicated  the  mode  of  calculating  its  effect  (200).  We 
have  seen  that  all  resistance  to  the  motion  of  the  water 
in  a  conduit  is  like  an  effort  opposed  to  the  motive 
effort  or  entire  head,  destroying  a  part  of  it;  it  pro- 
duces a  loss  of  head ;  it  is  equivalent  to  a  loss  of  head. 
We  have  discussed  in  detail  the  first  two  of  the  four 
losses  which  we  have  noticed,  and  we  shall  limit  our- 
selves to  bearing  in  mind  that  they  are  given,  for  the 
action  of  the  sides,  by  the  expression  (186) 

.ommtQ^  +  ^^y. 

for  bends,  by  (197) 

.00608^53. 

It  remains  to  examine  the  two  other  losses. 
Lo^  217.  When  a  body  which  moves  with  a  velocity  v 

due  to  change  jj^  qj^q  direction,  is  constrained  to  take  another  makincc 
With  the  first  an  angle  t,  its  velocity  m  the  new  direc- 
tion is  only  v  cos.  i.  So  when  a  fluid,  having  the  ve- 
locity r  in  a  pipe,  passes  into  a  branch,  (abstraction  made 
of  other  forces  which  may  act  upon  it,)  it  will  have  only 
the  velocity  v  cos.  i.  The  force  or  head  due,  which 
was  .015586t;*  in  the  conduit,  will  be  only  .015636i;» 
cos.^  i;  it  will  then  have  lost  in  height  or  head 
.016686t/»  (1— cos.«t),  or  .015536r«  sin.«  t. 
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Almost  always  the  branches  are  fixed  perpendicularly 
upon  the  conduits,  so  as  afterwards  to  be  deviated  by 
bends  more  or  less  abrupt.  In  this  case,  i  =  90®,  sin. 
$=1,  and  the  loss  of  head,  recollecting  that  t;  = 

1.27824  ^,iB 

•025187 -g-; 

that  is  to  say,  the  head  or  force  proceeding  from  the 
velocity  which  the  water  in  the  pipe  has  is  entirely 
lost;  it  has  no  component  in  the  direction  of  the 
branch ;  the  fluid  enters  the  branch  only  in  virtue  of 
the  pressure  or  piezometric  height  which  is  found  in 
the  conduit,  in  front  of  the  point  where  water  is  taken 
out. 

218.  At  this  point,  at  the  entrance  of  the  branch,  I'Ou 
there  is  still  another  loss  of  head.  To  measure  its  tion. 
magnitude,  MM.  Mallet  and  G^nieys,  hydraulic  engi- 
neers of  Paris,  placed  a  piezometer  on  a  pipe  of 
9.8425  inches  diameter,  a  little  above  the  point  where 
a  pipe  of  3.189  inches  branched  ofi*,  and  they  estab- 
lished a  second  on  the  3.189  inch  pipe,  a  short  distance 
from  its  origin.  The  column  in  the  second  was  4.7244 
inches  lower  than  in  the  first,  when  the  discharge 
through  the  pipe  was  .15362  cub.  ft.;  the  velocity  in 
the  pipe  was  2.7789  ft.,  and  the  height  due  this  veloc- 
ity .11998  ft.;  this  last  quantity  being  required  over 
and  above  the  elevation  of  the  first  piezometer,  to 
impress  the  above-mentioned  velocity,  there  remains 
for  the  efiect  of  the  ''^rogation''  only  .2737  ft.;  a 
quantity  2.28  times  greater  than  the  height  due.  The 
velocity  in  the  branch  being  made  8.2907  ft.,  the  dif- 
ference between  the  two  instruments  was  .502  ft.;  the 
height  then  due  being  .1683  ft.,  there  remained  for 
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^rogation  a  quantity  1.94  times  greater  than  that 
height.  It  is  concluded  from  these  experiments,  that 
the  loss  of  head  occasioned  by  the  ^rogation  is  equal  to 
about  twice  the  height  due  to  the  velocity  in  the 
branch. 

Although  the  above  results  may  have  been  influenced 
by  particular  circumstances,  the  conclusion  drawn  from 
them  is  admitted,  until  other  observations  shall  have 
introduced  more  light  upon  the  matter. 

All  uncertainty  in  respect  to  the  value  of  the  loss  of  head  due 
to  ^rogation,  as  well  as  those  proceeding  from  bends  and 
changes  of  direction,  are  of  but  little  consequence  in  practice, 
these  values  being  altogether  minute  compared  to  the  other 
quantities  which  enter  into  the  equations,  particularly  when 
compared  to  the  loss  resulting  from  the  action  of  the  sides,  and 
this  was  determined  by  the  aid  of  more  than  fifty  experiments 
(185). 

219.  For  some  time,  I  feared  that  the  ^rogations  for  the 
branches  might  extend  their  eflects  to  the  conduit  itself,  below 
the  points  where  the  ^rogations  were  made,  and  that  the  head 
might  suffer  a  considerable  diminution.  If  it  had  been  so,  the 
solution  of  the  problem  here  given,  and  which  was  implicitly 
given  in  my  TraU4  sur  le  nuntvement  de  Veau  dans  les  conduites, 
published  in  1827,  would  have  been  entirely  defective.  To 
decide  this  important  question,  I  made,  in  1830,  the  following 
experiments :  — 

On  a  pipe  of  about  3.1?  in.  diameter  and  2090  feet  long,  at 
1414  feet  from  the  origin,  I  placed  a  tube  with  a  cock,  through 
which  I  made  a  greater  or  less  quantity  of  water  to  pass ;  this 
was  the  ^rogation.  At  1.64  ft.  above,  as  well  as  2.30  ft.  below, 
was  fitted  up  a  large  piezometer.  The  head  at  the  origin  of  the 
conduit  remaining  nearly  the  same  (24.279  feet),  and  its  extrem- 
ity being  entirely  open,  the  volumes  of  water  indicated  in  the 
following  table  were  allowed  to  pass ;  in  the  annexed  columns 
axe  noted  the  volumes  passed  at  the  extremity,  as  well  as  the 
heights  above  the  points  of  ^rogation  at  which  the  water  stood 
in  each  piezometer.    As  these  heights  correspond  so  nearly. 
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it  may  be  concluded  that  they 
are  the  same  above  and  below 
the  ^rogation.  This  equality  of 
pressure  is  maintained  in  many 
other  experiments  which  I  have 
executed  with  the  same  appa- 
ratus. 

Thus  the  taking  of  water  from 
a  pipe  does  not  sensibly  di- 
minish the  pressure,  and  consequently  the  head  on  the  points 
which  are  below  the  point  where  the  opening  is  made  ;  and  in  a 
system  of  pipes,  there  are  no  other  losses  of  head  except  the 
four  which  have  been  investigated. 


WATER  PASSED  IN  1''. 

PIEZOXXTBR.  1 

At  the 
^rogation. 

At  the 
extremity. 

upper. 

ft 

6.234 

5.085 

2.986 

.591 

.394 

loTrer. 

ft 

6.267 

5.085 

3.051 

.558 

.328 

cab.  ft. 

.0000000 
.0095002 
.0295247 
.0462647 
.0487369 

cub.  ft. 

.0598263 
.0526571 
.0360582 
.0204483 
.0181527 

220.  Take  now  a  branch  or  sub-branch  of  any  order     Equation 
n,  discharging  all  its  water  into  the  air  through  an  ^''i^ch".*" 
ajutage  fitted  to  its  extremity. 

Take  c^  =>  diameter  of  the  ajutage  at  the  orifice, 
fi»Q  ^  its  coefficient  of  contraction, 
HQ  =  the  total  head  of  the  branch  or  the  difference  of 
level  between  the  orifice  of  its  ajutage  and  the 
surface  of  the  reservoir, 
Dn= diameter  of  the  branch, 
Lq  =  its  length, 

Qj^= quantity  of  water  which  it  passes, 
S^  =  the  sum  of  the  squares  of  the  sines  of  the  angles 

of  reflexion  of  the  different  curves, 
[R]  =  the  sum  of  the  resistances  or  losses  of  head 
experienced  by  the  water  which  flows  in  the 
branch,  from  the  origin  of  the  system  to  the 
point  of  junction  of  the  branch.  If,  in  following 
the  course  of  the  water  which  arrives  at  the 
branch,  we  represent  by  r  and  /  the  losses  of 
^head  due  to  the  resistance  of  the  sides  and 
curves  on  the  principal  pipe,  but  only  up  to 
the  point  of  the  insertion  of  the  first  branch ; 
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ty  ^i>  ^n  ^i"j  r{'\  the  four  losses  of  head  on 
this  first  branch  and  up  to  the  second  only;  by 
^2,  Tg',  Ta",  ra'",  the  losses  on  this  second  up  to 
the  third,  and  so  on  successively  up  to  the  n — 1 
branch,  to  which  the  branch  nlis  fitted,  we 
shall  have 

This  granted,  since  the  sum  of  the  losses  of  head, 
subtracted  from  the  total  head,  gives  the  head  or  height 
due  to  the  velocity  of  efflux  (215),  or  since  the  entire 
head  is  equal  to  the  sum  of  the  losses  plus  that  height, 

which  is  (193)  .0251817-^4,  the  equation  of  motion 

will  be 

11.  «[R]  +  . 0251817  ^+.0006769L  (g+il^g^) 

+  .00608  §!-.  *:+  .0503634  ^+.0251817-^  •• 

When  the  branch  is  entirely  open  at  its  extremity, 
there  being  no  ajutage,  fnJrf*  =  Di. 

The  above  equation  will  enable  us  to  determine, 

directly  or  indirectly,  either  of  the  variables  which  it 

includes,  by  a  knowledge  of  the  rest. 

Exprcaaion         221.  lu  its  application,  we  very  often  have  need  of 

loss  of  head     establishing  explicitly  the  ratio  between  the  loss  of 

'*to*Mi"othCT'!"^  head  and  the  quantities  which  are  connected  with  it; 

we  shall  recollect  for  this  purpose,  that  the  loss  of  head 

between  two  points  of  a  system  of  conduits  is  equal  to 

the  sum  of  the  resistances  experienced  by  the  fluid,  in 

its  passage  from  the  first  of  these  points  to  the  other. 


*  In  the  equation  as  I  present  It,  I  have  followed  strictly  the  laws  and  reasoning  of 
the  author,  and  feel  Justified  in  adhering  to  the  results  given  by  them. 

Tbaxslatob. 
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button  of 
water. 

Diameter 

of 

Pipes. 


Fig.  43. 


222.  Let  us  apply  the  prinoipleB  and  the  formubo  just  giyen       Example 
to  the  detenniiiation  of  the  diameter  of  the  pipes  of  a  great  bjb-  ofagrcatdiftn- 
tem  of  conduits.    This  application  will  enable  us  to  examine 
some  cases  not  yet  investigated,  and  to  make  some  observations 
of  direct  utility  for  practice. 

About  260  water  inches  («  pcuces  tP  eau  "),  or  183651  cub.  ft., 
are  to  be  distributed  at  di£ferent  points  of  the  city.  These 
points,  as  well  as  the  quantity  of  water  to  be  discharged  at 
each,  are  assigned  by  the  government. 

The  engineer  charged  with  the  distribution  will  first  determine 
the  level  of  the  places  indicated  below  the  ordinary  level  of  the 
water  in  the  feeding  basin ;  these  difierences  of  level  will  be  the 
total  heads  of  the  pipes  and  branches  which  must  terminate  at 
these  points.  He  will  trace  on  a  plan  the  pipes  and  branches  ; 
he  will  measure  their  length  and  also  the  angles  and  their  bends ; 
and  according  to  the  observations  made  in  Sec.  205,  he  will  aug- 
ment by  the  addition  of  one  half  the  quantity  of  water  appropri- 
ated to  each  of  them.  These  data  of  the  problem  to  be  solved, 
for  the  portion  of  the  system  comprised  in  figure  43,  are  noted  in 
the  following  table :  B,  C  and  D  are  the  knots  or  points  of  divi- 
sion of  the  waters. 

We  have  further,  ai  =  623.371  ft.;  j;  =  278.876  ft.;  t7= 
1315.641ft.;  op  =  364.180  ft.;  and  ^(7=: 557.753  ft.  .  .  .  The 
angles  of  the  bends  are  at  / 130*",  at  k  140'',  at  m  110°,  at  n  75"", 
and  at  r  90° ;  the  radius  of  curvature  for  all  is  9.843  ft. 

The  descent  cannot  be  made  by  a  uniform  loss  of  head  from  the 
reservoir  to  each  of  the  extreme  points ;  and  even  could  this  bo 
done,  it  would  scarcely  ever  be  proper  to  do  it ;  it  will  be  for  the 
engineer  to  fix  the  proper  loss  from  the  reservoir  to  each  of  the 
principal  points  of  division  of  the  waters  to  be  distributed ;  he 
must  do  so  in  a  manner  to  draw  from  these  waters  all  the  advan- 
tages which  they  can  aflford,  and  with  the  least  possible  cost.  If 
in  the  first  and  consequently  largest  branches  of  the  system,  he 
admits  a  very  great  loss,  there  might  not  remain  in  the  branches 
follovring  head  enough  to  convey  the  waters  to  their  destination, 
so  that  in  case  of  necessity  a  greater  supply  than  ordinary  may 
be  carried  dovm :  on  the  other  hand,  if  the  loss  admitted  be  too 
small,  the  diameters  of  the  first  branches  would  be  too  large,  and 
would  cost  too  much.  For  example,  in  the  projected  distribution, 
or  at  one  of  the  extreme  points  dj  it  is  required  to  have  a  jet  of 
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water  rising  about  24.607  feet  above  the  payement,  which  in  that 
part  of  the  city  is  38.715  feet  below  the  l^vel  of  the  reservoir, 
and  where,  oonsequentlj,  the  loss  of  head  from  A  to  ^  could  only 
be  14.108  feet,  it  will  be  distributed  as  follows  :  3.281  ft.  from  A 
to  B,  the  point  of  the  principal  division ;  6.234  from  B  to  C, 
another  point  of  division  ;  there  will  consequently  remain  4.593 
ft.  from  €  to  <;.    From  B  to  D,  admit  a  loss  of  7.218  ft. 

These  secondary  data,  added  to  those  already  had,  either  by 
the  disposition  of  the  ground,  or  in  consequence  of  a  controlling 
power,  will  suffice  to  determine  the  diameters. 


POINTS   OF 

DISCHARGE. 

PIPES. 

Dcalgnar 
tion. 

Lerel  below 
rwervolr. 

Watkb  Dischahgbd. 

Deaigna- 
tion. 

Lenffth. 

Water  Incs. 

C'poueet  d' 

em,") 

Cubic  ft. 

with 
Increue. 

Calculat- 
ed dlAin-  1 
eter. 

fbet. 

feet. 

feet. 

(B) 

AB 

2483.6411     1.45 ' 

a 

26.575 

4 

.04909 

ia 

2103.056 

.202; 

h 

33.793 

2 

.02472 

lb 

836.629 

.119 

c 

55.119 

5 

.06145 

jc 

853.034 

.13379 

(C) 

75 

.91964 

fic 

1328.764 

.8530 

d    ' 

e     ' 

(38.714) 
►  14.108 

63 

.77167 

Cd 

2231.011 

.7382 

(27.231) 
>     8.202 

35 

.42910 

Bo 

354.337 

.51156 

28.872 

5 

.06145 

1 

oq 

^   vf 

921.933 
659.461 

.2467 
.1784 

i 

32.153 

3 

.03673 

98 

354.337 

.1286 

31.168 

2 

.02472 

1 

160.764 

.1004 

(D) 

67 

.82146 

3979.731 

.7710 

261 

3.20003 

1)  Begin  with  that  of  AB,  the  first  of  the  principal  pipes ;  it 
is  the  trunk  of  the  tree. 

It  receives  at  A  all  the  water  to  be  distributed,  the  volume  of 
which  is  supposed  to  be  3.1976  cub.  ft.  per  second  :  at  t  and  j 
it  leaves  .1342  cub.  ft.  per  second,  and  carries  the  remainder  to 
B.  For  rigorous  accuracy,  we  should  give  each  of  the  three 
parts,  Ai,  ij  and  j'B,  an  appropriate  diameter ;  but  the  diflerence 
would  be  so  small,  that  it  is  proper  to  make  all  the  pipe  of  the 
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saqie  diameter,  snoh  as  it  should  have  if  all  the  water  taken  at 
A  were  conveyed  to  B.    We  shall  then  have 

Q=« 3.1996  cub.  ft.; 

L  =  the  length  AB= 2483.641  feet ; 

I)  =  the  diameter  sought ; 
bearing  in  mind  that  the  loss  of  head  from  A  to  B  is  3.281  ft. 

The  pipe  starts  from  a  reservoir  or  gate-house  {chateau  ePeau)  ; 

it  descends   at  first  vertically,  but  soon  takes  a  horizontal 

direction ;  it  thus  makes  a  curve  of  90^,  in  which  the  water 

sufiers  two  reflexions  of  22°  Z(y  each;  and  2X  sin.*  22°  W^ 

.2929  =  «•. 

17.2128       .76236 
The  resistance  of  the  sides  will  be  (216)  — j^j 1 ^ — 

rm.  .    ^  XI.  .«  V     .018232 

That  of  the  curves  will  be  — ^^i —  • 

Equating  these  two  resistances  vrith  the  loss  of  head,  3.281  ft. 
(221),  we  have 

/ 17.2128  ,    .76236  \  ,    .01823      .  ^, 
KrW • — g3—;i--T5f—  =  3.281, 

from  which  we  deduce  D,  by  means  of  successive  substitutions. 
After  several  trials,  it  will  be  found  that  the  value  of  D  satisfying 
this  equation  is  1.45  nearly. 

I  dwell  for  a  moment  on  the  principal  pipes,  and  here  point 
out  three  arrangements  which  I  made  on  the  pipes  of  the 
fountains  of  Toulouse,  the  good  efiect  of  which  an  experience  of 
ten  years  had  warranted ;  they  were  taught  to  me  by  the  first 
principle  of  every  great  and  good  distribution  of  water :  the  iV 
surance  of  the  continuity  of  the  discharge  at  aH  the  priTidpal  points, 
so  as,  if  possible,  never  to  be  interrupted. 

Instead  of  a  single  pipe,  or  line  of  pipes,  conveying  a  certain 
volume  of  water,  two  have  been  established,  side  by  side,  each 
conveying  half  the  volume.  Thus,  in  our  example,  instead  of 
the  seventeen  inch  pipe,  conveying  3.1996  cubic  ft.  per  second, 
we  would  have  two,  each  with  1.5998  cub.  ft.,  but  always  under 
the  condition  of  not  losing  more  than  3.281  ft.  of  head ;  their 
diameter  would  then  be  about  thirteen  inches.  Whilst  one 
might  be  undergoing  repairs,  the  other  could  frimish  the  supply ; 
it  would,  indeed,  deliver  less  water,  but  not  so  much  less  as 
might  at  first  be  believed  ;  thus,  in  one  of  my  experiments,  when 
the  volume  of  water  delivered  by  two  pipes  side  by  side,  starting 
from  the  same  reservoir  and  ending  at  the  same  box  (boite),  was 
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.4203  oab.  ft.  per  second,  it  was  found  to  be  .4026  cob.  ft.  per 
second  when  one  of  them  was  closed.  The  doubling  of  the  pipes 
increases  indeed  the  cost  of  the  first  establishment ;  it  increased 
the  cost  abont  thirty  per  cent,  at  Toulouse,  where  the  three  prin- 
cipal condoits  were  doubled. 

In  order  that  double  pipes  may  have  all  their  advantage,  it  is 
necessary,  as  in  the  case  just  mentioned,  that  their  extremities 
be  fitted  to  a  common  reservoir.  For  this  purpose,  both  of  them 
may  end  in  a  cast  iron  drum,  or  small  distributing  chamber,  &om 
which  the  pipes  for  conveying  the  water  may  prooeed.  At  the 
principal  point  of  distribution,  at  Toulouse,  there  was  one  of 
3.281  ft.  diameter  and  1.9Gd  ft.  high;  its  convex  sur&ce  had 
seven  tubes,  to  which  as  many  pipes  were  fitted. 

Finally,  the  principal  pipes  ought  to  be  placed  in  snbtenanean 
galleries.  To  inspect  them  then  is  very  easy;  every  loss  of 
water  is  soon  ^perceived  and  quickly  remedied.  As  to  sec- 
ondary pipes,  which  are  buried  about  3^  feet  below  the  paving 
of  the  streets,  a  loss  in  them  is  of  less  consequence  ;  when  the 
vrater  fiuls  at  a  fountain  fed  by  one  of  them,  temporary  recourse 
is  had  to  a  fountain  supplied  by  a  neighboring  pipe,  which  is 
generally  at  only  a  short  distance.  But  at  the  principal  points 
of  the  distribution,  I  repeat  it,  the  water  must  never  fail. 

2)  Let  us  return  to  the  determination  of  the  diameters,  and 
that  of  the  branch  ia.  It  must  convey  to  /  .07381  cub.  ft.  per 
second,  and  then  firom  I  to  a  only  .04909  cub.  ft.  Here  also,  for 
greater  simplicity,  as  well  as  to  gain  the  advantages  of  a  large 
diameter,  we  will  determine  this  on  the  supposition  of  Qi=.07381 ; 

The  length  ia  is 2103.056  ft.  =  L ; 

The  diameter  will  be Dj ; 

The  head  or  descent  of  the  mouth  of  efflux  be- 
bw  the  reservoir  is 26.575  =  Hi; 

That  mouth  is  equivalent  to  a  cylindrical  aju- 
tage whose  diameter  should  be  131235  ft.=<^; 

its  ooefScient  of  contraction  should  be 82  =  mi. 

Take  now  the  equation  of  the  branch  (220). 

Ite  first  member  Hi »  26.575  ft. 

The  first  term  of  the  second  member  will  be  the  resistance 
experienced  by  the  water  of  the  branch  on  the  principal  pipe 
firom  A  to  t  only,  and  consequently  on  a  length  of  623.371  ft. 
For  the  resistanoe  of  the  sides^  we  shall  have 
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.0006769X623.37(<?^+-^^^^S^^73673; 

V.74085 
,,  ^  r  XI.             -^^OeOS  X  (3.1996)« ,,  ^^        ^^.,«I 
thatof  Iheconre jf^ ^X.2929«:   .0M12\ 

The  Bdoond  term,  .0251817-^4,  wbath  indicates  the  height 

due  to  the  yelocity  in  the  pipe  Ai,  a  height  or  bead  entirely  lost 

for  the  branch,  'will  be 058321  ft. 

The  third  term,  or  rather,  the  binormal  expressing  the  resist- 
ance of  the  sides  of  the  branch,  wiU  be 
.0006769X2103.056  (^^^.141724X. 73811^ 

_  .0077558    .   .014891 

There  will  be  no  term  relative  to  curves,  since  the  branch  is 

straight. 

For  the  next,  giving  the  loss  of  head  produced  bj  ^rogation, 

^  „  ^        .0503634  X  .73811*       .00027438 
we  shaU  have ^ =■  — gj 

Qt 
Finally,  the  last  term,  .0251817  j-j^,  representing  the  height 

doe  to  the  velocity  of  efflux,  will  be .^8787  ft. 

So  that  the  equation  of  the  bnnch  will  beoome 

26.575.^.7408H-058321+(:gy+-^^+:g^) 

"    25.08796-(-^+^??f««+^)=^. 

I)  is  obtained  by  the  above  method ;  it  will  be  .^2  ft. 

8)  We  eome  now  to  the  sub-branch,  fitted  to  the  above  de- 
scribed branch,  at  /,  a  distance  of  1315.64  ft.  &om  the  origin. 

Its  length  is 836.63  ft.  =L|. 

Its  diameter  we  designate  by Bj. 

The  quantity  of  water  it  is  to  convey  .  .024721  cub.  ft.  =  Qt. 

It  IS  cEseharged  through  a  conical  ajutage  having  a  diameter  at 
its  point  of  delivery  of 068899  ft.  =  di. 

Its  coefficient  of  contraction  win  be -0.'Q0«3cfii|. 

The  extremity  h  is  below  the  reservoir    .     .    .33.793  ft.  b  H,. 

There  is  a  bend  Just  after  the  point  /  of  its  junction,  whii;^  we 
win  neglect. 
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The  first  member  of  the  equation  of  the  sub-branch  is  33.793  ft. 

The  first  term  of  the  second  member  oaght  to  express  all  the 

resistances  experienced,  both  upon  the  principal  pipe  as  fiir  as  t, 

and  those  upon  the  branch  as  fiir  as  /.    The  first  are  equal  (as  we 

haye  already  seen)  to 74085  ') 

(  resistance  of  sides  15.6408  )  }  16.6111 

Onthebnmchj^g^^^^  .16553^15.8703) 

we  have  for    ^  change  of  direction  .063977  ) 
The  second  term,  the  height  due  to  the  velocity  in  the  branch, 

is 082768  ft. 

The  third  term,  or  the  resistance  of  the  sides  of  the  sub-branch, 

.00034451      .0019796 

«^^*^ d;     +~Br 

rru   i^ii     •          1  *•      X    *u    y       *•       •               .000030638 
The  following,  relating  to  the  drogation,  is    .     .     ^u 

Finally,  for  the  last  term,  the  height  due  to  the  velocity  of 

issue,  we  have 83937  ft. 

So  that  the  equation  of  the  sub-branch,  proper  reductions  being 
made,  is 

i^ofiA       /.00034451   ,  .0017996  ,  .000030638\      ^ 
16.260-  (^--__+_^_-+ ^— ;=^- 

Whence,  by  substitution,  we  derive  Dt  =* .     .     .    .    0.119  ft. 

These  two  examples  which  we  have  given  vrill  suffice  to  show 
the  manner  of  calculating  in  detail  and  with  exactness  the  diam- 
eter of  every  branch  and  sub-branch.  In  what  follows,  we  shall 
only  dwell  upon  some  circumstances  peculiar  to  the  case  in  hand, 
and  shall  adopt  abridged  modes  of  calculation. 

4)  In  the  hnn.cb.jkmnc,  we  devote  our  attention  to  the  numer- 
ous bends  which  it  presents. 

Here  we  have  L» 853.034  ft.,  Q»  .06145  cub.  ft.,  and  H» 
55.119  ft.  The  branch  is  open  at  its  extremity,  so  that  the  e£fect 
of  ^rogation  is  twice  the  height  due  the  velocity  of  efflux,  and  the 

loss  of  head  arising  from  these  two  causes  will  be  3X  .0251817-^. 

The  resistance  experienced  in  the  pipe  from  A  to  j  is  1.2596  ft*, 

and  the  equation  becomes 

rMftsoQ     /. 0021804  ,  .0050287,    .00028549  ,  .000023037«*\ 
53.8592- ^^—gj h— D^H gi 1  1)4 ) 

=t0. 
The  last  term  expresses  the  resistance  of  the  bends :  but  to 
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have  one  of  its  fitctors,  <*  (197),  we  must  know  D,  which  is  pre- 
d«ely  the  quantity  Boaght.  Neglecting  the  last  term  of  the 
equation,  we  obtain  at  first  an  approximate  value,  D  « .13379  ft. 
With  this  diameter,  and  following  the  method  given  in  Sec.  198, 
we  find  that  the  bends  present  sixteen  angles  of  reflexion,  of 
6°4r  each,  and  consequentlj,  that  <*»  0.2168.    This  number 

gives  for  the  last  term  of  the  equation  ^a >  *  quantiiy 

too  small  to  influence  the  value  of  D ;  and  this  value  may 
remain 0.13379 

With  such  a  diameter,  the  resistance  of  the  bends  will  be 
.01557  ft.  That  of  '*  ^rogation,"  comprising  the  height  due  to 
the  velocity  of  efflux,  will  be  equal  to  .889  ft.,  and  that  of  the 
sides  will  be  52.953  ft.  We  see  by  this  example  how  small  the 
action  of  bends  is  in  itself,  and  compared  to  that  of  the  sides  ; 
and  yet,  we  had  here  unusual  bends,  and  a  great  velocity,  as 
high  as  4.26  ft.  Even  when  the  radius  of  curvature,  in  place  of 
being  9.84  ft.,  had  been  only  1.64  ft.,  the  resistance  amounted 
only  to  .574  ft. ;  even  in  this  case,  we  might  omit  it  vnthout 
sensible  error. 

I  have  already  observed  (198),  that  the  resistance  may  be 
entirely  neglected,  by  giving  to  the  bends  a  great  radius  of  cur- 
vature. At  Toulouse,  I  have  made  them  as  great  as  12.53  ft. 
Moreover,  for  pipes  of  a  diameter  in  frequent  use,  that  of  .164  ft. 
for  example,  I  have  had  the  pipes  cast  in  pieces  3.28  ft.  long,  and 
presenting  an  arc  of  15^  ;  at  each  bend  is  placed  the  number 
proportioned  to  its  magnitude ;  six  for  a  right  angle. 

5)  The  diameter  of  the  pipe  which  extends  from  the  chamber 
B  to  the  chamber  C  vdll  be  determined  in  a  manner  analogous  to 
that  employed  for  AB :  the  sum  of  the  resistances  will  be  equal  to 
6.23  ft.,  and  we  have  D  » 0.853  ft. 

6)  We  shall  have,  in  adopting  the  same  method  'for  the  pipe 
Crdf  where  we  admit  a  loss  of  head  4.59  ft.,  a  diameteraBO.738  ft. 

7)  That  of  the  pipe  BD,  with  7.22  ft.  loss  of  head,  will  be  = 
0.771ft. 

8)  At  e,  quite  near  to  o,  is  a  great  fountain,  allotted  to  dis- 
charge through  seven  mouths  0.4291  cub.  ft.  of  water,  at  19.029 
ft.  above  the  pavement,  and  consequentiy,  8.202  ft.  below  the 
reservoir ;  this  will  be  the  entire  head  at  the  points  of  delivery. 
We  most  then  deduct,  1st,  the  loss  of  head  from  A  to  6,  which  is 
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3.3609  ft.;  2d,  the  lieighi  dne  the  velocity  in  AB,  or  .05832  ft. ; 
3d,  2.69  ft.,  ibr  the  resistance  of  the  seren  lead  pipes,  which, 
departmg  from  the  point  o,  conduct  the  water  to  the  seren 
mouths,  and  which  are  39.37  ft.  long,  with  a  diameter  of  .1312 
ft.  Thus  we  can  only  redcon  on  a  head  of  2.172  ft.  to  oouYey 
the  .5509  cub.  ft.  of  water,  which  should  pass  from  B  to  o,  a 
length  of  354.33  ft.  Employing  the  second  formula  of  Sec.  190, 
we  have  for  the  diameter  of  Bo 


.|7? 


D  _  .i!3«  l/S^^?  _  .Sl«6  ». 


9)  The  pipe  is  continued  beyond  o :  it  conducts  .1229  cub.  ft. 
to  p,  a  distaaoe  of  364.1799  ft. ;  and  then  .06145  cub.  ft.  to  7,  a 
distance  of  557.7530  ft.  further.  It  is  considered  adyisable  to 
give  the  same  diameter  to  ihe  pipe  between  the  points  o  and  q, 
throughout  the  distance  of  921.933  ft. ;  for  this  purpose,  we 
suppose  that  it  conveys  such  a  quantity  of  water,  that  with  this 
quantity  and  the  same  diameter,  the  loss  of  head  from  0  to  ^  will 
remain  the  same  as  that  which  would  hove  occurred  with  the  above 
quantities,  and  which  has  been  already  fixed  at  9.8427  ft.  Let  x 
be  the  mean  quantity  sought ;  since  the  resistances,  with  an  equal 
diameter,  are  proportional  to  the  lengths  of  the  tube,  and  to  the 
squares  o£  the  volumes  of  water,  we  shall  have 

92I.93ar*« 364.1799  (.1229)«+ 557.750  (.06145)«; 
whence  xt=s  .090635  cub.  ft. ;  and  for  the  diameter  we  have 

D^^^.|y921-933X(.^0^5?«.Qdfi7Qft. 
"****J/  9.8427 

10)  At  the  point  p  is  a  branch  jffy  659.46  ft.  in  length,  con- 
veying .06145  cub.  ft.,  and  terminated  by  a  conical  ajutage,  .0656 
ft.  m  diameter ;  we  take  .90  for  its  coefficient.  Ytom  the  entire 
head,  28.8719  ft.,  we  must  deduct,  let,  the  loss  of  head  from  A  to 
B,  3.2809  ft. ;  2d,  that  from  B  to  0,  2.16539  ft. ;  3d,  that  from  0 
to  p,  got  by  the  usual  calculation,  7.0211  ft. ;  4th,  that  due  to 
the  change  of  direction  at  p,  .15748  ft. ;  5th,  finally,  the  height 
due  tiie  velocity  of  issue,  6.3321  ft.  The  equation  of  motion,  in 
substituting  then  tiie  resistance  of  the  sides,  expressed  by  a 
single  term  (187),  will  be 

9.9149- (-50^^  _:^^*^)„0. 
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which  gives,  in  BobBtitating  far  L  and  Q  their  numerical  valneBy 
D  «=  .1784  Teiy  nearly. 

11)  The  branch  qg  has  a  conical  ajutage  .049213  ft.  in  diame- 
ter. From  the  entire  head  of  32.15^  ft.,  subtracting  the  losses 
of  head  from  A  to  ^  (3.28094-2.16539+9.8427),  there  remains 
16.8638  ft.  fior  the  head  at  eommenoement  of  branch,  and  the 
formula  of  Sec.  194  will  give 

.    .V  354.33?  (.036729)« ,^^,  ^ 

^  =  •2349  L/  ,^,^,    (.0S^29)»xW8-^^^  ^• 
f    xawMO       (.90)«  (.049213)* 

12)  So  for  the  branch  qh,  tenninated  by  a  thin  plate,  with  an 
orifice  of  .04593  ft.,  and  whose  head  at  the  commencement  is 
31.16855—  (3.2809  +  2.16589+9.8427)  =  15.87956  ft.,  we  have 


v. 


.  /  160.76  (.02472)'  ^^^  ^ 

D  =  iS49|/  , ^  ,^^      .0251817  (.02472)*  =° '^^  ^' 
15.8795        (0.62)«  (0.0459)« 


In  great  distributions  of  water,  the  pipes  are  not  usually  cast 
to  the  dimensions  indicated  by  calculation.  Thus,  in  the  above 
described  prcject,  I  should  only  admit  bIz  calibres,  to  wit :  1.47, 
.98,  .82,  .49,  .26  and  .16  ft. ;  and  I  should  refer  to  each  of  them 
the  nearest  diameters  given  by  calculation.  I  remark  on  this 
subject,  that  we  should  never  allow  a  calibre  below  that  g^ven  by 
calculation ;  on  the  contrary,  it  would  be  better  to  adopt  larger 
dimensions.  We  must  provide  against  earthy  deposits,  and 
contractions;  moreover,  we  should  be  able  to  convey  a  larger 
quantity  than  is  required  by  the  crdinajry  service,  in  case  of  fires. 
Smilar  reasons  fcvbid  our  going  below  a  certain  calibre ;  at  Tou- 
louse, I  never  went  below  .164  ft,  and  I  do  not  believe  it  well 
ever  to  go  below  this  limit. 

As  to  the  lengths  to  be  given  to  pipes,  they  should  be  as 
great  as  the  founders  can  furnish  them ;  8.202  ft.  if  they  can  be 
had,  and  6.56  ft.  at  least,  exclusive  of  jointage. 

223.  We  have  seen  (205)  that  pipes  seldom  ^ve  the  quantity 
of  water  which  they  ought  to  furnish  according  to  the  formul»,  remark^ 
and  which  they  would  furnish,  if  they  were  established  and 
maintained  in  a  perfect  manner.  We  have  remarked  that  the 
principal  causes  of  this  were,  Ist,  asperities  or  parts  which 
project  into  the  interior,  and  breaks  in  the  continuity  at  the 
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joints ;  2d,  air  which  colleotB  and  lemi^  in  the  BommiU  of 
Tertical  flexures ;  3d,  muddy  deposits,  which  principally  settle  in 
the  lowest  parts. 

On  the  subject  of  the  first  of  these  causes,  we  cannot  but  re- 
commend much  severity  in  the  reception  of  the  pipes ;  those 
should  be  rejected  whose  diameters  are  smaller  even  by  a  small 
quantity  than  what  was  prescribed ;  those  which  are  deformed, 
and  those  whose  interior  surfiices  present  superfluities,  or  are  not 
clear.  All  these  conditions  ought  to  be  specified  in  the  schedule 
of  clauses  and  conditions  imposed  upon  the  contractor.  It  is 
also  necessary  to  take  much  pains  in  laying  the  pipes  after  they 
are  received  and  approved ;  to  make  the  axis  of  the  whole  to  fi>rm 
exactly  a  straight  line  or  a  series  of  straight  lines  (curves  excep- 
ted), and  that  the  interior  sides  be  as  closely  united  as  possible, 
so  that  the  water  will  pass  along  on  all  its  points  without  dis- 
turbance. With  more  reason,  all  contractions,  which  proceed 
either  from  the  filling  of  the  joints  penetrating  into  the  interior 
of  the  pipes,  or  from  the  openings  of  the  cocks  having  a  less 
section,  must  be  avoided :  as  a  first  principle,  there  should  be 
no  contractions  in  a  pipe. 

There  should  be  furnished  a  vent  for  the  air  which  is  conveyed 
to  the  higher  portions,  by  placing  at  the  culminating  point  a 
pipe  with  a  coupling,  to  which  a  leaden  pipe  rising  higher  than  the 
level  which  the  water  can  attain,  may  be  affixed,  or  a  float-valve, 
or  a  cock.  The  tube  is  the  most  sure  vent,  and  should  be  espe- 
cially employed  where  it  can  be  fitted  up  without  inconvenience 
or  without  being  exposed  to  damage,  which  is  very  rarely  the  case. 
Float-valves  are  principally  suitable  for  large  galleries,  where 
they  can  be  often  visited.  As  to  cocks,  notwithstanding  the  sim- 
plicity of  the  means,  they  require  a  great  deal  of  attendance ; 
they  must  be  frequently  and  regularly  opened.  The  hydrants 
(^*  bames-foniaines*^)  established  on  the  culminating  points  of 
streets  of  double  slope,  for  the  purpose  of  washing  the  two 
declivities,  very  conveniently  perform  the  office  of  vents. 

At  the  lowest  parts  of  pipes,  in  valleys  or  depressions,  large 
discharge  cocks  should  be  fitted,  to  be  opened  from  time  to  time,  to 
clean  out  the  pipes,  by  making  as  much  water  pass  through  them 
as  possible :  the  earth  and  mud  deposited  in  the  ordinary  flow  of 
the  current  will  be  taken  up  and  carried  along  by  the  water, 
when  animated  with  a  greater  velocity.     The  chambers  for  distri- 
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balion,  mentioned  in  Sec.  222,  are  very  suitable  fi>r  this  cleansing  ; 
the  fluid  haying  there  scarcely  any  yelocity,  naturally  deposits 
in  them  the  substances  which  it  brings  along;  at  the  bottom 
of  the  lateral  surface  is  a  large  tubular  opening,  closed  up  by  a 
plate  retained  in  its  place  by  bolts,  which  may  be  unscrewed 
when  it  is  desirable  to  wash  out  with  much  water.  This  method 
is  employed  with  much  success  for  the  pipes  of  Toulouse ;  the 
mud  and  eyen  sand,  which  the  water  deposits  in  great  quantities, 
notwithstanding  its  preyious  clarification,  are  entirely  removed 
from  the  tanks,  and  following  along  little  scouring  drains,  are 
delivered  into  the  common  sewers  of  the  city. 

The  entrance  of  all  the  pipes  starting  from  the  reservoirs  or 
from  the  tanks,  and  that  of  the  branches  near  the  point  of  junc- 
tion, ought  to  be  provided  with  stop-cocks,  designed  to  shut  off 
or  let  on  the  water  at  will. 

For  pipes  of  more  than  four  inches  diameter,  stop-cocks 
{*^robinets-^annes^^)  are  used,  the  opening  of  which  is  shut  by 
the  aid  of  a  conveniently  arranged  plate,  raised  or  lowered  by 
means  of  a  screw.  For  less  than  four  inches,  turning-cooks  are 
used. 

We  wiU  not  dwell  on  the  form  and  construction  of  the  diflbr- 
ent  cocks,  vent  holes,  pipes,  etc.,  upon  their  connection,  on 
the  laying  of  pipes,  nor,  in  general,  on  what  pertains  to  the  art  of 
the  fountain-maker.  For  what  concerns  these  subjects,  which 
would  be  out  of  place  in  a  manual  of  hydraulics,  the  read- 
er is  referred  to  works  treating  specially  upon  them;  among 
others,  to  those  of  MM.  Girard,*  Mallet,f  G^nieys,|  and  Guey- 
mard,^  as  well  as  the  authors  of  the  IRstoire  de  P  4td>Ussement  des 
fontames  de  Toulouse.^ 

*  Deserlptton  dee  oiiTngM  4  oxteuter  poor  la  disfcribntlon,  6sdm  Paris,  Hm  eaax 
derOoreq.  1808. 

t  BiiUettn  nnlTexBel  det  sciences,  5ttL  section,  1826;  etKotlce  but  le  projet  d*ane 
dtotrfbattott  g^n^xale  d'eaa  dans  Paris,  ayeo  des  details  7  relatlft,  recnelllis  en  An- 
gleterre.  1828. 

t  Etui  tar  las  mojens  de  condolre,  d*  ^leyer  et  de  dlstrlbuer  les  eaux. 

S  Sor  la  condalte  des  eaax  dans  toyanx  cyllndriqaes.  Annales  des  Mines,  Tome 
T.  1829. 

tt  Hoay.  Mtoiolres  de  rAcadAmie  dea  Sciences  de  Toolooset  Tome  n.  1880. 
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CHAPTER  IV. 

JETS  D'BAU, 

Natural  height  224.  If  OH  tlije  Upper  part  of  a  Binall  chamber, 
®'^*"-  placed  at  the  extremity  of  a  pipe  proceeding  from  a 
reservoir  kept  constantly  fiiU  of  water,  a  hole  be 
pierced,  a  jet  will  pass  out,  which  will  rise,  or  rather 
tend  to  rise,  to  the  height  which  the  water  of  a  piezome- 
ter placed  on  the  chamber  would  attain  during  the  flow. 
This  height,  on  account  of  the  upward  direction  of  the 
motion  in  the  tank,  will  be  the  effective  head  on  the 
orifice  of  efflux;  and  its  value  will  be  found  by  sub- 
tracting from  the  entire  head  of  the  reservoir  above  the 
orifice,  the  sum  of  the  resistances  experienced  on  the 
whole  length  of  the  pipe. 
Seal  height  225.  The  real  height  of  the  jet  will  be  somewhat 
less.  Many  causes  contribute  to  diminish  it.  The 
principal  is  the  resistance  of  the  air;  its  effect,  it  is 
true,  is  insensible  for  heads  be}ow  three  feet;  but  above 
that,  it  has  an  appreciable  value,  and  greater  in  proper* 
tion  as  the  head  augments,  the  resistance  being  propor- 
tional to  it.  Besides,  this  resistance  of  the  air  pro- 
duces in  jets  a  separation  of  the  fluid  lines,  which 
considerably  accelerates  the  destruction  of  the  ascend- 
ing force.  Among  other  causes  of  diminution  in  the 
height,  must  be  placed  the  obstacle  which  the  upper  part 
of  the  spouting  column  opposes  to  the  free  ascension  of 
the  lower  part;  this  obstacle  would  be  nothing,  if  the 
fluid  particles  were  entirely  independent  of  each  other, 
since  the  velocity  of  all  would  decrease  according  to  the 
same  law;  but  the  adhesion  which  connects  them,  causes 
them  to  exert  an  action  on  each  other;  the  enlargement 
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of  the  column  in  its  upper  part,  which  can  only  happen 
in  eonfleqnence  of  that  action,  proyes*  the  existence  of  it. 
The  falling  down  of  the  upper  layers,  after  the  extinc- 
tion of  their  velocity ,^  upon  the  lower  layers,  would  con- 
siderably diminish  the  elevation,  if  the  enlargement  just 
spoken  of,  increasing  very  nq)idly  at  the  top  of  the  col- 
nmn,  in  conseqnence  of  the  law  of  its  formation,  "^  did 
not  impress  upon  the  fluid  particles  an  almost  horizon- 
tal impulse,  which  removes  them,  and  causes  them  to 
fiJl  on  the  side;  nevertheless,  some  fall  back  upon  the 
column,  and  hinder  its  attaining  its  natural  height. 
This  can  be  shown  by  slightly  inclining  the  orifice  of 
efflux;  then  the  jet,  receiving  no  shock  from  the  parti- 
cles which  fall  back,  rises  higher;  thus  Bossut,  by 
slightly  inclining  the  apparatus  which  gave  him  a  ver- 
tical jet  of  11.221  ft.,  had  11.385  ft  (nearly  imo  in. 
higher). 

The  eflEdCt  of  these  combined  causes  can  be  deteormin- 
ed  only  by  experiment.  Mariotte  has  investigated  it. 
{Traits  du  mouvement  des  eaux.)    At  the  bottom 

*  This  law  is  expressed  by  the  equation  y*  si  -=■ ,  which  be- 
longs to  an  hyperbole  of  the  Iburth  degree :  h  is  here  the  efleotiTe 
head  on  the  orifice,  d  its  diameter,  m  the  corresponding  coefficient 
of  contraction,  y  the  diameter  of  the  cohmrn  taken  at  the  heigjht 
X  above  the  orifice. 

At  the  sommit  of  the  column,  where  a^»•^,  the  diameter  or 
enhurgement  would  be  infinite. 

The  force  of  projection  dae  to  this  abrupt  eidargement  is  com- 
bined with  the  action  of  gravity,  and  the  water  Mis  back  in  the 
form  of  a  paraboloid  or  trumpet-shaped  mouth-piece,  und«r  which 
the  jet  is  seen.  The  fountain  of  the  Trinity  at  Toulouse  presents 
this  form  in  a  perfect  and  very  agreeable  manner,  when  the  fluid 
odunB,  with  a  base  of  two  inebes*  diameter,  rises  to  a  height  <5f 
from  sixteen  to  twenty  inches. 
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of  a  reservoir  or  dram  of  about  12.8  in.  diameter,  set 
up  in  a  high  place,  he  fitted  a  vertical  tube  of  3.19 
in.  diameter,  the  length  of  which  was  gradually  aug- 
mented to  65.62  ft.  The  extremity  was  curved  up- 
wards, and  was  successively  covered  with  different 
plates,  pierced  with  circular  orifices  of  different  sizes, 
the  edges  of  which  were  very  smooth.  The  resistance  of 
the  pipe  could  scarcely  diminish  the  height  of  the  res- 
ervoir (two  or  three  centimetres)  firom  .79  in.  to  1.18 
in. ;  thus  it  might  be  disregarded,  and  the  height  of  the 
reservoir  taken  for  the  effective  head.  In  the  following 
table  is  given  the  results  of  six  experiments,  made  with 
an  orifice  of  .53  in.  diameter;  one  experiment  given  by 
Bossut  {Hydrodyn.  $  607)  is  added.  The  series  of 
ratios  noted  in  the  table  show  that  the  dimensions  in 
the  elevation  of  the  jet  follow  nearly  the  ratio  of  the 
squares  of  the  heights  of  the  reservoir;  so  that  if  A  is 
that  height,  or,  in  general,  the  effective  head,  and  K  the 
real  height  of  the  jet,  we  shall  have  A'=A — fih^.  The 
values  of  the  coefficient  fi,  derived  from  these  experi- 
ments, are  placed  in  the  last  column. 


HEIGHT. 

MMDsru- 

TIOK 

SEBIES  0 
of  tbe 

F  RiLTIOS 
ofthesq. 

A* 

Head. 

Jet 

or 
dlflbrenoe. 

dimlnatloii. 

arcs  of  the 
head. 

ftet 

ftet 

tML 

37.7303 

34.0886 

3.6417 

1.000 

1.000 

.0025602 

37.2382 

33.7933 

3.4449 

.951 

.974 

.0024993 

27.8220 

25.8107 

2.0113 

.549 

.543 

.0025907 

26.0175 

24.3443 

1.6732 

.464 

.476 

.0024993 

13.1564 

12.7955 

.3609 

.098 

.121 

.0020726 

5.8728 

5.7416 

.1342 

.031 

.024 

.0032306 

11.7128 

11.2207 

.5921 

.134 

.097 

.0085660 

The  mean  value  of  ft,  in  the  experiments  of  Mariotte, 
is  .0025602.  That  of  Boesnt  gives  .003566.  Alihoa^ 
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every  thing  tends  to  the  belief  that  the  first  result  is 
the  more  exact,  yet,  as  only  a  simple  approximation  is 
required,  and  as  no  great  error  is  to  be  feared  in  mak- 
ing the  diminution  a  little  too  great,  I  shall  admit  a  mean 
term,  and  consequently  a  yery  simple  expression, 
A'=A— .008047A*. 

226.  Great  jets  rise  higher  than  small  ones;  having 
more  mass,  the  resistance  less  promptly  destroys  their 
velocity,  and  they  are  less  divided.  -   0 

Bossut,  under  a  head  of  11.713  ft.,  after  hayiDg  obtuned,  with 

an  orifice  of  .709  in.  diameter,  a  jet  of 11.221  ft. 

with  an  orifice  of  .177  in.  diameter,  had  only  .     .     .    10.696  ft. 

Mariotte,  under  a  head  of  26.018  ft.,  with  an  orifice 

of  .532  in.  diameter,  had 24.344  ft. 

and  with  an  orifice  of  .248  in.  diameter,  bat    .    .    .    23.622  ft. 

The  difference,  which  here  is  small,  becomes  insensible  when 
the  jets  are  not  raised  above  6^  feet,  and  the  Qiameter  of  the  ori- 
fice is  not  diminished  below  .276  in. 

But  if  it  is  smaller,  and  the  head  be  great,  the  diminution  of 
the  height  becomes  considerable,  and  as  much  more  so  as  the 
head  is  greater.  Thus  Mariotte,  with  an  orifice  of  .089  in. 
diameter,  found  a  diminution  of  .625  ft. ,  under  a  head  of  4.790  ft. 
a  diminution  of  3.182  ft.,  under  a  head  of  ...  .  14.928  ft. 
"  "  7.546  **       "         "««....  28.872  ft. 

227.  The  jets  just  investigated  passed  through  cir-      j.fltect 
cular  orifices  pierced  in  thin  plates.    These  orifices  are     ^^^^ 
those  which  carry  the  jets  to  the  greatest  height,  and 

give  them  the  smoothest  form;  on  examining  them  as 
Aey  pass  out,  one  would  believe  he  saw  a  bar  of  the 
purest  crystal.  Thus,  when  the  elevation  and  the  beauty 
of  the  jet  are  had  in  view,  these  orifices  are  pre-, 
ferred. 

Cylindrical  ajutages  are  less  satisfactory  in  these  two 
respects.  They  diminish  the  velocity  of  efflux  in  the 
ratio  of  1  to  .82  (42),  and  consequently  the  heights  of 
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the  jets  in  the  latio  of  the  square  of  these  tvro  numberB, 
or  of  1  to  .67;  that  is,  the  height  of  a  jet  coming  from 
such  ajutages  will  be  only  two  thirds  of  the  effective 
head,  or  rather,  only  two  thirds  of  the  height  which 
would  have  been  attained  through  an  orifice  in  a  thin 
plate.  Besides,  after  the  exit,  the  fluid  threads  com- 
posing the  jet  scatter,  and  the  water  has  a  troubled 
appearance. 

Conical  ajutages,  having  coefficients  of  diminution  of 
velocity  which  vary  from  .85  to  .95  (50),  will  give 
heights  from  .72  to  .90  of  those  due  to  orifices  in  a 
thin  plate.  Their  jets,  moreover,  are  smooth  and  trans- 
parent at  the  exit. 

228.  Very  often  the  ajutage  is  inclined.     The  jet 
then  describes  a  curve,  and  we  must  determine  its 
Fig.  44.      greatest  elevation  CD,  and  its  amplitude  AB,  that  is, 
the  greatest  horizontal  distance  it  can  attain. 
Amputadeand     Without  the  rcsistancc  of  the  air,  the  curve  describ- 
iji(dtoed**j«ti.  od  would  be  a  parabola  (37).    It  is  so,  in  fact,  under 
a  head  of  a  few  feet ;  but  higher,  it  is  altered ;  this  alter- 
ation somewhat  diminishes  the  elevation  and  amplitude, 
but  not  enough  for  the  error  resulting  from  the  suppo- 
sition of  an  exact  parabola  to  become  of  importauce. 

If  n  is  the  coefficient  of  the  velocity  for  the  ajutage 
employed  (47),  nv  will  be  the  real  velocity  of  exit,  and 
n*A,  or  the  height  due  to  this  velocity,  will  be  the  force 
of  projection,  h  always  being  the  effective  head.  Call- 
ing i  the  angle  of  the  inclination  of  the  ajutage,  which 
is  the  angle  of  projection,  taking  the  horizontal  line  AB 
as  axis  of  abscissas,  we  have  for  the  equation  of  the 
parabola  described  by  the  jet  (^MScanique  de  M.  Pois- 
son.  No.  208), 

y=artang.i-^j^,^. 
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229.  If  we  deBignate  by  A  the  amplitude,  obserying  i 
that  it  is  only  or,  for  the  ease  of  jr=0;  and  recollect-  I 

ing  that  tang.  i=  -^^. ,  we  have 

A=4  V?  h  sin.  %  cos.  i=2  v?  h  sin.  2  i.* 

230.  AG,  half  of  this  amplitude,  put  for  or,  in  the 
equation  of  the  curve,  gives  for  the  ordinate  CD  (=E), 
representing  the  greatest  elevation  of  the  jet, 

E=n' Asin.^i. 

281.  The  problem  proposed  for  jets  d'eau,  taken  in  G4siiena 
all  its  generality,  will  be  thus  enunciated :  at  a  given 
point,  to  produce  a  jet  which  carries  a  certain  quantity 
of  water  to  an  elevation  and  a  distance  also  given. 
The  question  is  reduced  to  determining  the  kind,  incli- 
nation and  diameter  of  the  ajutage  to  be  established  at 
that  point.  Since  the  point  where  the  jet  must  issue 
is  given  in  position,  we  know  the  entire  head,  or  its 
depression  below  the  reservoir  which  is  to  furnish  the 
water;  we  must  calculate  the  resistance  it  will  experi- 
ence in  the  pipe  established  or  to  be  established  between 
the  reservoir  and  that  point;  this  resistance  is  to  be 
subtracted  from  the  entire  head,  and  we  shall  have  A. 
Q,  A  and  E  are  given;  and  it  is  required  to  determine 
t,  n  and  d^  this  last  letter  representing  the  diameter  of 
the  exit  of  the  ajutage. 

Dividing  the  equation  of  Sec.  230  by  that  of  Sec. 
229,  we  have 

4E       sin. »      , 
-T--= .=tang.  %. 

A         COB.  t  ® 

Thus  the  angle  i,  under  which  the  ajutage  must  be 
inclined,  will  be  ascertained. 

The  sine  of  this  angle,  put  into  the  two  equations 
just  investigated,  will  give  n;  and  this  coefficient,  by 
the  aid  of  the  table  at  Sec.  50,  will  indicate  the  kind  of 

•  Vide  Fftrrar*!  Mecluuilcfl,  page  193. 
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ajutage  to  be  used;  that  is,  what  its  degree  of  conver. 
gence  should  be  for  the  case  demanded. 

The  same  table  will  also  give  the  coefficient  m  of  the 
discharge,  for  the  formula  (i  =  mn  (PA/2gh;  from 
which  to  deduce  d. 

The  problem  will  thus  be  solved. 

Example        ^^*  ^  ooUection  OT  sheaf  of  jets  is  to  be  established,  for 
I  of  a        which  .57213  cub.  ft.  of  water  per  second  is  designed.    In  the 

!  Whe«t^8he«f  j^j^^^^  ^  vertical  jet  is  wanted,  and  around  it,  on  two  concentric 

circles,  sixteen  other  jets,  so  inclined  that  their  water,  in  fidling, 
may  present  nearly  the  form  of  a  hemisphere.  The  place  from 
which  the  jet  starts  is  29.528  feet  below  the  reservoir,  and  the 
loss  of  head  in  the  supply  pipe  is  4.921  feet ;  so  that  there  still 
remains  an  eflbctiye  head  of  24.607  feet.  The  jet  at  the  centre  is 
to  pass  through  an  orifice  in  a  thin  plate ;  it  should  be  larger 
than  the  others,  and  the  quantity  of  water  appointed  for  it  is  six 
^^pattees  </*eau**=!  .049443  cub.  ft.  per  second.  The  elevation 
which  it  wiU  attain  wiU  be  24.607  —  .0030489  (24.607)*  = 
22.7655  ft.  Since  the  water  of  the  inclined  jets,  in  fidling, 
should  form  nearly  a  hemisphere,  they  should  be  allowed  an 
amplitude  of  22.7615  ft.,  and  we  will  decide  upon  19  ft.  8 
incs.  as  the  elevation  to  be  attained  by  the  first  row  of  orifices, 
and  16  ft.  5  incs.  as  that  of  the  second  row ;  each  of  the  first 
eight  will  discharge  .03673  cub.  ft.  ==4^  «  j^ouces,"  and  each  of 
the  last  eight  will  discharge  3^  '^pouces  iTeau"  » .02861  cub.  ft. 
Such,  with  somewhat  less  dimensions,  is  the  sheaf-formed  foun- 
tain {^^la  gerbe  d'eau^^)  which  I  have  established  at  the  Place 
des  Cannes,  in  Toulouse. 

For  the  orifice  in  the  centre,  we  have  only  the  diameter  to 
determine ;  it  will  be 


A/ ^— =-|/- 


^     ..  ^  ..  .049443 


mnf  A/igA/h      V  0.62X.78539XVS53B4XV24.607 
=  .0505  ft. 

For  each  of  the  ajutages  of  the  first  row,  we  have  tang.  t=s 
4B_  4 X  19.6854  _ ,»o  .« «,    ,  »  .  /        1~" 


¥ 


4^^  =  73°  4^;  oamKKiuenfly,  «-|/^ 


19.6854  ^^_ggyg5_ 


24.607  Xsin.' 73°  45* 
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The  table  (Sec.  50)  shows  that  to  such  a  coefficient  of  velocity 
belongs  an  angle  of  convergence  of  nearly  7^ ;  its  coefficient  of 
discharge,  m,  according  to  the  same  table,  will  be  0.93.  Thus, 
for  the  diameter  to  be  given,  we  have 


„y: 


'Q36729  _ 

.93  X  .78539  X  V^^-SM  x  V24.607     * 


Recapitulating,  there  will  be  required  for  each  of  these  ajutages 

a  diameter  of  efflux  of 035546  ft. 

a  convergence  of 7°, 

and  an  inclination  of 73°  45^ 

By  analogous  calculations,  we  shall  find  for  the  ajutages  of  the 

second  row  a  diameter  of 0318  ft. 

an  angle  of  convergence  of 2°, 

and  an  inclination  of 70°  43'. 

Finally,  to  arrange  both  of  these  properly,  we  take  a  brass 
plate  .0426  ft.  thick,  to  which  we  give  the  form  of  a  spherical 
cap,  with  a  radius,  for  example,  =  1.64  ft. ;  it  will  be  above  the 
box  or  trunk  ('<  sauche  ")  whence  issue  the  jets, — a  box  to  which 
we  may  give  the  form  of  a  cylinder  .984  ft.  in  diameter  and  as 
much  in  height.  In  the  middle,  or  culminating  point  of  the  cap, 
as  a  centre,  and  with  a  radius  of  .462  ft.,  (that  is  to  say,  at  a 
distance  of  16°  15',  the  complement  of  inclination  to  be  given  to 
the  ajutages  of  the  first  row,)  we  describe  a  circumference,  on 
which  are  placed  the  eight  ajutages,  at  equal  distances  apart,  and 
exactly  in  the  direction  of  the  radius  of  the  spherical  cap.  For 
the  eight  of  the  second  row,  we  describe  another  circumference, 
with  a  radius  of  .549  ft.,  or  19°  17';  and  in  establishing  them, 
we  observe  that  each  of  them  must  correspond  to  the  middle  of 
the  interval  between  those  of  the  first  row. 

Both  will  consist  of  smaU  bronze  cylinders,  1.18  in.  in  diame- 
ter and  the  same  in  length ;  they  will  be  bored  longitudinally, 
so  as  to  have  the  above  diameters  and  flaring  openings  ;  the 
flaring  is  determined  by  the  dimensions  to  be  given  to  the  di- 
ameter of  the  orifice  of  entry,  knowing  the  diameter  of  efflux  and 
the  length  of  the  ajutage  ;  a  length  which  should  exceed  double 
this  last  diameter  (50).  I  remark,  that  if  this  length  is  such 
that  the  entering  end  of  the  ajutage  exceeds  the  thickness  of  the 
cover  of  the  box,  and  so  penetrates  the  interior,  in  order  that  no 
extraordinary  contraction  may  result  firom  it,  to  diminish  the 

33 
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projectile  force  and  the  discharge,  it  is  necessary  that  the  thick- 
ness of  the  ajutage,  around  the  orifice  of  entrance,  should  be  at 
least  0.27  in.  (3  Ugnes),  The  lateral  surfaces  of  the  t^utages 
are  cut  in  the  form  of  a  screw,  so  that  they  may  be  screwed 
upon  the  cap,  in  the  holes  which  have  been  bored  for  that  pur- 
pose ;  their  upper  extremity,  like  the  head  of  a  nail,  has  a 
greater  diameter  than  their  body ;  it  will  have,  upon  its  sides, 
two  notches,  so  that  by  a  screw-jack  they  can  be  taken  out  or 
replaced  at  pleasure.  The  same  arrangement  must  be  given  to 
the  middle  orifice. 
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SECTION   THIRD 


WATER    AS    A    MOTOR. 


Water  in  motion  acts  as  a  motive  power,  in  commu- 
nicating by  its  impulse  a  part  of  its  velocity  to  bodies 
opposed  to  the  direction  of  its  path.  It  acts  also  in  a 
negative  manner,  in  destroying  or  reducing,  by  its  re- 
sistance, the  velocity  of  bodies  either  moving  in  it  or 
upon  it,  as  that  of  ships,  for  example. 

There  is  still  another  motive  action  of  water,  and  one 
of  great  interest  to  us,  and  it  is  that  which  this  fluid 
exerts  upon  machines,  impressing  motion  upon  them, 
by  means  of  which  the  manufacturing  arts  execute  a 
great  part  of  their  varied  operations. 

The  difference  in  the  nature  of  these  two  actions 
divides  this  section  in  two  parts,  or  sub-sections,  entire- 
ly distinct. 
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SUB-SECTION   I.  • 

IMPULSE    AND    RESISTANCE    OF    WATER. 


flalds. 


CHAPTER    I. 

IMPULSE  OF  WATER,  OR  HYDRAULIC  PRESSURE. 

288.  When  a  solid  body,  endowed  with  a  certain 

Nature  of  tbe  •' ' 

imputeeof  velocitj,  encounters  and  gives  a  shock  to  another  body, 
moving  with  less  velocity,  or  in  a  state  of  rest,  it  com- 
municates all  the  motion  which  it  can  impart  in  an 
instant,  whose  duration  we  cannot  appreciate;  at  the 
end  of  this  instant,  all  action  on  the  part  of  the  body 
imparting  the  shock  ceases,  and  the  entire  effect  of  per- 
cussion is  produced.  The  impulse  of  a  current  of  water 
is  of  another  character;  for  in  this  case,  there  is  a  mul- 
titude of  particles,  succeeding  each  other  without  inter- 
ruption, which  act  upon  and  continually  press  the  body 
impinged  upon.  Their  effect  is  like  that  of  a  spring 
which  acts  against  an  obstacle,  preserving  always  the 
same  tension;  or  like  that  which  a  weight  exerts  upon 
bodies  which  cannot  yield  to  its  action;  and  this  impulse 
may  therefore  be  likened  to  a  weight.  Moreover,  experi- 
ments leave  us  no  doubt  respecting  this  view  of  the 
subject;  if  we  fix  a  plate  at  the  extremity  of  a  balance, 
and  direct  upon  it  a  jet  of  water,  issuing  from  a  vase 
kept  constantly  full,  there  will  always  be  found  a 
weight  which,  placed  at  the  other  extremity  of  the 
beam,  will  maintain  its  equilibrium,  through  the  whole 
term  of  the  running  of  the  water.  This  weight,  being 
thus  in  equilibrium  with  the  effort  or  force  of  the  im- 
pulse, will  be  equal  to  it;  it  will  represent  it.     We  see 
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from  this  fact,  that  this  force  is  but  a  simple  pressure; 
and  that  the  impulse  of  a  current  is  the  hydraulic  pres- 
sure  due  to  the  motion  of  the  fluid,  while  the  hydro- 
static pressure  is  that  which  proceeds  solely  from  its 
weight. 

We  have  to  consider,  in  this  chapter,  the  impuke 
which  is  produced  by  an  isolated  vein  acting  against  a 
surface;  that  experienced  by  a  body  plunged  wholly  or 
in  part  in  a  fluid  of  indefinite  extent;  and  that  which 
takes  place  when  the  fluid  moves  in  a  water-course, 
where  the  body  receiving  the  impulse  occupies  nearly 
its  whole  section. 

ARTICLE  FIRST. 
Impulse  of  an  isolated  vein. 

284.  Let  us  take  first  the  most  simple  case,  that  TheoKticex- 
where  a  plane  surface  at  rest  is  exposed  perpendicu-  ^^^^^^^^ 
larly  to  the  impulse  of  a  fluid  vein.  or  a  vein. 

Let  there  be  a  vein  issuing  from  the  horizontal  tube  pig.  45. 
AB,  directed  so  as  to  give  an  impulse  against  the  vertical 
plate  MN,  which  is  fixed  at  the  extremity  of  an  angu- 
lar lever  COD,  moveable  around  the  point  0.  We  are 
to  determine  the  value  of  the  weight  P,  which,  placed 
at  D,  (OD  being  equal  to  OC,)  will  maintain  the  plate 
in  its  position.  By  reason  of  the  equality  in  the  arms 
of  the  lever,  and  the  direction  in  which  this  weight 
tends  to  push  the  plate,  it  is  evidently  the  same  as  if 
it  were  applied  immediately  to  its  posterior  fiu;e,  and 
then  exerted  its  action  directly  opposed  to  that  of  the 
current;  and  in  order  to  destroy,  at  each  instant,  the 
quantity  of  motion  of  the  current,  it  must  be  equal 
to  it. 

Designate  by  s'  the  section  of  the  fluid  vein  at  B, 
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bj  V  its  yelocitj  at  the  same  point,  and  b j  t  an 
extremely  small  time;  s'vi  will  be  the  volume  of 
water  passed  in  this  time ;  and  s'vxq>  will  be  its  weight, 
<p  being  the  weight  of  a  cubic  foot  of  the  impinging  fluid. 
The  quantity  of  motion  being  the  mass  multiplied  by 
the  velocity  (and  the  mass  being  the  weight  divided  by 

g-)willbe-^.  V,   or  2A5'Tqp,   representing  by  h   the 

height  due  to  the  velocity  v,  since  — =2 A.     Against 

this  quantity  of  motion,  it  is  necessary  that  the  weight 
P  should  oppose  an  equal  quantity.  Now,  it  is  admitted 
in  mechanics  (Poisson,  §  128),  that  the  quantity  of  mo- 
tion produced  in  the  extremely  small  time  t,  by  a  weight 
P  placed  in  the  basin  of  a  balance,  or  suspended  from 
the  arm  of  a  steelyard,  is  Pt.  We  have  then  2hsxqi^ 
Pr;  or  simply, 

P=2;j'A<p. 

But  2hs'  is  the  volume  of  a  prism,  which  has  s'  for 
its  base  and  2h  for  its  height,  and  2hs'<p  is  the  weight 
of  a  like  prism  of  impinging  water.  Thus,  the  force  or 
effect  of  an  impulse  exerted  by  a  fluid  vein  upon  a 
plane  surface  at  rest,  and  exposed  perpendicularly  to 
its  action,  is  equal  to  the  weight  of  a  prism  of  this 
fluid,  having  for  its  base  the  section  of  the  vein, 
and  for  its  height  twice  the  height  due  to  its  velocity. 

Such  is  the  expression  first  given  by  Newton,  and 
afterwards  generally  admitted  by  all  authors. 

Let  us  see  how  far  it  has  been  modified  by  experi- 
ment. 

235.  Bossut  having  fitted  horizontally,  upon  the  end 

exprenion  of  of  a  balauco  beam,  a  circular  plate  .223  ft.  in  diameter, 

'TngtTel^erl^  causcd  to  fell  upou  it  a  jct,  through  a  vertical  and  cy- 

"®"*'       lindrical  ajutage,  .0754  ft.  in  diameter;  *nd  he  found 
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that  the  weight  necessary  to  maintain  an  equilibrium 

was, 

under  a  head  of  4.265  ft.,         1.4772  lbs.  avoirdupois ; 

and  under  a  head  of  2.132  ft.,  .7386  ''  ^ 

For  the  ajutage  of  .0754  ft.  diameter,  he  substituted 
one  of  .0443  ft.  diameter,  and  he  had, 
under  a  head  of  4.265  ft.,  .8422  lbs.  avoirdupois ; 

and  under  a  head  of  2.132  ft.,    .4211   ''  " 

{Hydrod.,  §§  855  et  suiv.) 

In  these  experiments,  when  the  heads  were  dimin- 
ished one  half,  the  effects  of  the  impulse  have  decreased 
in  the  same  proportion;  and  as  the  heights  due  the 
velocity  of  issue,  through  the  same  ajutage,  follow  the 
ratio  of  the  heads,  we  conclude,  from  observations  which 
we  shall  report,  Jis  well  as  from  a  great  number  of  oth- 
ers, that  the  effort  of  impulse  of  a  fluid  veiu,  is  pro- 
portional to  the  height  due  to  the  velocity  of  the 
vein ;  or,  which  amounts  to  the  same,  to  the  square  of 
this  velocity. 

236.  It  is  moreover  quite  natural  to  admit  that  tho 
effort  is  also  proportional  to  the  number  of  impinging 
particles,  that  is  to  say,  to  the  section  of  the  fluid  vein, 
at  its  issue  from  the  orifice.  In  reality,  in  experi- 
ments which  we  shall  cite,  the  two  sections  having  vari- 
ed in  the  ratio  of  100  to  36,  the  weight?  measuring  the 
efforts  of  the  impulse  have  followed  this  same  ratio. 

237.  We  may  thus  establish,  observing  that  q>j 
in  the  case  of  water,  is  62.43  lbs.  per  cubic  ft., 

P=62.43  lbs.  ns'h; 
n  being  a  coefficient  to  be  determined  by  experiment. 

288.  The  value  of  n  will  depend  principally  upon  the      vaiao 
extent  of  sur&ce  which  receives  the  impulse,  its  distance 
from  the  orifice  of  issue  of  the  vein,  and,  to  a  certain 
extent,  upon  the  nature  of  this  surface. 


of 
coefficient 
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In  order  that  the  shock  may  produce  its  whole  effect, 
the  surface  impinged  upon  should  be  sufficiently  extend- 
ed to  arrest  all  the  fluid  threads,  and  destroy  the  velocity 
which  they  had  in  their  primitive  direction;  and  that 
it  may  be  so,  in  consideration  of  the  dispersal  of  the 
threads  after  their  ezit,  it  is  proper  that  this  sur&ce 
should  be  from  six  to  eight  times  greater  than  the  ori- 
fice; these  experiments,  as  well  as  theory,  give  n=2, 
very  nearly.  In  the  observations  of  Bossut  above 
mentioned,  we  have  n=1.95;  in  those  of  Bidone,  upon 
six  well  polished  brass  plates,  whose  diameters  varied 
from  0.1772  ft.  to  .8005  ft,  impinged  upon  by  three 
veins,  issuing  with  an  extreme  velocity  of  80.381  ft., 
from  three  pipes,  0.0656  ft.,  .0885  ft.  and  .1181  ft. 
in  diameter,  7^  has  ranged  from  2.04  to  2.28.^^  But 
if  the  plate  is  not  large  enough  to  intercept  all  the 
fillets,  there  will  pass  all  around  it  a  great  quan- 
tity, which  exerts  no  action  upon  it;  so  that  when 
it  was  only  equal  to  the  section  of  the  vein  bef<n:Q 
the  dispersal,  Langsdorff  and  Dubuat  found  the  value 
of  71  =  1  only. 

Whatever  may  be  the  dimensions  of  the  surface  im- 
pinged upon,  to  obtain  the  greatest  percussion  which  it 
can  receive,  it  should  be  at  a  certain  distance  from  the 
orifice.  If  it  were  applied  immediately  at  the  orifice,  it 
would  only  have  to  support  the  hydrostatic  pressure  of 
the  column  above  it,  62.48  s'h';  K  being  the  height  of 
the  reservoir  above  the  centre  of  the  orifice.  But  when 
it  is  removed,  the  effect  of  the  impulse  increases  more 
and  more  to  a  certain  distance,  beyond  which  a  less 
velocity  and  the  separation  of  the  threads  cause  a 
diminution.     Bidone  has  found,  that  for  his  vein,  .0886 

*  Ezp^rtences  rar  la  percuialon  det  velnes  d'eaa,  par  Qeorge  Bidone.  Tutiu  UM. 
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ft.  diameter,  the  maximnm  distance  was  at  .5239  ft.,  and 
he  then  found  n=2.22. 

The  nature  and  degree  of  polish  of  the  plates  expos- 
ed to  the  action  of  the  veins  have  also  an  influence 
upon  the  result  produced;  thus  Zuliani  has  found 
it  much  greater  upon  an  iron  disc  than  on  one  of  wood, 
all  things  being  equal  in  other  respects. 

239.  This  result  is  considerably  increased,  by  sur-  Eiibctdae 
rounding  the  plate  which  receives  the  impulse  with  a  flanged  rimf. 
flanged  curb  or  rim. 

In  1812,  Morosi,  after  having  observed  the  action  of 
a  jet  upon  a  simple  square  plate,  under  three  different 
heads,  and  having  found  it  five,  seven  and  nine  pounds, 
fixed  upon  each  of  the  four  edges  a  border  or  rim  .0459 
ft.  in  height;  and,  under  the  same  heads,  the  action  of  the 
jet  was  as  high  as  eleven,  fifteen  and  twenty  pounds; 
that  is  to  say,  more  than  double.  Even  if  this  result 
be  exaggerated,  we  are  none  the  less  positive  as  to  the 
considerable  effect  of  these  borders ;  experiments  made 
by  M.  Bidone  affor4  us  precise  measures  of  these 
effects.  This  savant  took  the  three  circular  plates  of 
which  we  have  already  spoken  (238),  and  surrounded 
them  with  a  cylindrical  rim,  whose  height  was  gradu- 
ally increased  from  .0074  ft.  to  .1607  ft.;  he  then 
exposed  them  perpendicularly  to  the 
action  of  three  veins,  and  thus  made 
180  experiments.  I  place  opposite,  the 
principal  results  obtained  with  the  vein 
of  .0886  ft.  diameter  upon  the  plate  of 
.2657  ft.  We  here  see  that  the  actual 
effect  of  the  impulse  increased  with  the 
height  of  the  border,  until  this  height 
attained  0.262  ft.;  after  which  it  di- 
minished, though  the  height  of  the  rim 


Height 

Coeffi- 

of 

cient 

Border. 

n 

ft 

0.0000 

2.220 

.0072 

3.349 

.0148 

3.713 

.0223 

3.900 

.0259 

3.929 

.0295 

3.909 

.0443 

3.831 

.0889 

3.536 

.1332 

3.447 
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increased.  The  greatest  value  of  n  was  8.98;  and 
then  the  result  was  1.77  times  greater  than  without  the 
rim. 

The  fluid  threads,  after  striking  the  plate,  spread  out 
upon  it,  radiating  through  all  its  parts ;  arriving  at  the 
rim,  they  follow  it,  and  then  quit  it  as  if  sent  back  by 
it ;  they  return  among  themselves  under  the  form  of  a 
hollow  vein,  whose  base  rests  upon  the  perimeter  of 
the  rim.  If,  in  this  return,  they  have  a  direction  par- 
allel and  a  velocity  equal  to  that  of  their  departure,  the 
force  exerted  by  them  against  the  plate  will  be  double, 
and  we  shall  have  /i  =  4:  for  it  is  a  principle  of 
mechanics,  that  when  a  body,  after  having  struck  an 
immovable  obstacle,  is  sent  back  by  it  in  its  first  direc- 
tion, and  with  an  equal  velocity,  the  force  exerted 
against  the  obstacle  is  double ;  we  have  an  example  of 
this  in  the  collision  of  elastic  bodies. 

Daniel  Bernoulli,  and  then  Eoler,  have  given  a  theory  and  an 
expression  of  the  percussion  of  fluids,  which  they  afterwards 
abandoned,  as  not  susceptible  of  application.    To  the  term  of 

008.01  V"v 
Newton,  2q>sfh  (234),  they  joined  —  2(p^h j=z —  ,  in  which 

hf  is  the  height  due  the  mean  velocity  of  the  fluid  thread  on 
quitting  the  plate,  and  oi  the  angle  which,  in  quitting,  it  makes 
with  the  primitive  direction  of  the  vein.  When  the  threads 
leave  the  plate  in  its  direction,  always  supposed  to  be  perpendic- 
ular to  that  of  the  vein,  and  preserving  their  original  velocity, 
A' = A,  CD  =  90°,  COS.  01  s=  0,  and  the  second  term  disappears ;  we 
then  have  only  the  generally  admitted  expression,  and  n=2. 
But  if  aU  the  fillets  return  parallel  to  their  first  direction,  and 
with  the  same  velocity,  w  =  180°,  cos.  o;  =  —  1,  the  second  term 
becomes  equal  to  the  first  and  addition ;  so  that  we  have  n  =  4. 
Euler  has  explicitly  signalised  this  extreme  case;  and  experi- 
ment has  approached  veiy  nearly  the  result  indicated  by  this 
illustrious  analyst ;  it  has  given  3.93.  As  for  the  intermediate 
cases,  how  shall  we  have  oi  and  hf  ? 
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240.  Independently  of   the   permanent   action   of    rmtuow 
a  vein  which  flows  upon  a  body,  we  have  to  consider  ^f^^^^^- 
the  force  of  the  first  blow  of  the  shock,  properly  so 

called.  M.  Bidone,  who  sought  to  determine  its  ex- 
tent, has  sometimes  found  it  double.  For  example,  in 
one  of  his  experiments,  after  having  equilibrated  the 
force  of  permanent  action  of  a  vein  by  a  weight  of 
7.89  lbs.,  suspended  at  the  extremity  of  the  horizontal 
arm  of  a  balance,  he  sustained  this  arm,  and  stopped 
the  flow:  shortly  after,  he  renewed  the  flow,  and  it 
required  a  weight  of  15.45  lbs.  to  prevent  the  arm 
being  raised  by  the  first  shock.  E[aving  also  examined 
the  action  of  such  a  shock  upon  plates  with  a  rim,  he 
has  seen  n  raised  as  high  as  5.36. 

This  action  of  the  first  blow  of  the  percussion  of 
fluids  should  be  most  carefully  considered  by  engi- 
neers: the  dike  to  which  double  strength  has  been 
given  to  that  required  for  resisting  the  efibrt  of  a  con- 
tinuous current,  might  be  carried  away  by  the  sudden 
shock  of  a  great  wave ;  the  construction  capable  of 
enduring  the  action  of  a  steady  but  strong  wind,  may 
be  overthrown  in  a  tempest,  by  the  sudden  blow  of  a 
squall.  Let  us  remember  that  the  action  of  the  first 
shock  has  been  as  high  as  5.36,  a  quantity  nearly 
triple  that  indicated  by  the  ordinary  theory. 

241.  If  a  plane,  instead  of  being  exposed  perpendic-  obnqne 
ularly  to  the  action  of  a  fluid  vein,  were  under  an  angle  ■*'**®°* 
which  we  will  designate  by  i,  the  force  of  pressure  of 

the  fillets  will  be  decomposed;  a  portion  directed  par- 
allel to  the  plane  will  have  no  effect  upon  it;  and  the 
other  portion,  which  acts  perpendicularly,  will  have  for 
its  expression,  62.43  lbs.  ns'h  sin.  i,  per  cubic  ft.  Thus, 
if  BC  represent  the  force  of  the  direct  action,  which 
is  always  62.43  n^A,  BD,  which  is  equal  to  BG  sin.  t, 


ng.  46u 
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will  represent  tliat  which  acts  perpendicularly  upon  the 
plane.  A  series  of  experiments  made  by  Dr.  Yince, 
under  angles  of  inclination  of  from  lO"*  to  90°,  shows 
that  the  normal  force  is  actually  proportional  to  the 
sine  of  the  angle  of  incidence. 

If  the  force  were  to  be  estimated  in  the  direction  of 
the  vein,  it  would  be  represented  by  BE^BD  sin.  t = 
BC  sin.'  t.  So  that  the  force  of  the  impuUe  would  be 
proportional  to  the  square  of  the  sine  of  the  angle  of 
incidence  of  the  vein  upon  the  surface  impinged  upon. 
This  theory,  which  has  been  generally  adopted  since 
Newton's  time,  is  now  abandoned.  Experience  declares 
against  it;  it  has  shown  that  when  the  angle  of  inci- 
dence is  great,  the  ratio  approaches  more  nearly  the 
first  power  of  the  sine,  and  after  that,  the  1\  power;  but 
when  the  angles  are  small,  it  is  more  complicated,  and 
not  so  well  understood. 
Direct  action      242.  Wc  haYC  thus  fouT  admitted  that  the  plate  which 


tamottoiL  received  the  impulse  was  immoyable;  but  most  gener- 
ally it  is  in  motion.  Suppose  first  that  it  receives  the  im- 
pulse perpendicularly,  and  moves  in  the  same  direction 
as  the  vein.  Let  t^  be  its  velocity  when  motion  is  well 
established;  it  will  of  necessity  be  less  than  that  of  the 
fluid  vein,  or  than  v^  The  impulse  will  not  entirely 
destroy  this  last,  since,  after  this  has  taketi  place,  the 
fluid,  moving  with  the  plate,  will  possess  its  velocity  u. 
It  will  then  have  lost  the  velocity  v  —  u  and  the  quan- 

62  43 
tity  of  motion —--  s'v  {v  —  «).     Now,  it  is  this  quan- 
tity of  motion  destroyed  which  measures  the  force  of 
the  impulse  (234)  ;  we  have,  then, 

Tj      62.43  .    ,    --    . 
The  sign  \^  applies  to  the  case  where  the  plate. 
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instead  of  moving  before  the  fluid,  goes  directly  to 
meet  it.  The  relative  velocity  will  then  be  v-\-Uj  in 
place  of  V  —  u, 

248.  Let  us  admit  now  that  the  fluid  vein  falls  obiiqae  action 
obliquely  upon  a  plate  constrained  to  move  in  a  certain    ."puto  ^ 
direction.  ™®^<>»- 

Let  AB  be  the  direction  of  the  fluid  vein  which 
strikes  the  plate  CD,  and  BK  the  direction  of  motion 
which  it  is  constrained  to  follow.  Take  upon  the  first, 
BE=t;,  to  represent  the  velocity  of  the  fluid;  and 
upon  the  second,  BF=w,  for  the  velocity  of  the  plate ; 
make  the  angle  ABG=i,  and  the  angle  GBKs=;. 
The  component  of  BE  perpendicular  to  the  plate  will 
be  BG=r  sin.  i;  and  that  of  BF,  in  the  same  direc- 
tion, will  be  u  sin.  j  ;  so  that  the  velocity  lost  in  this 
direction  will  be  equal  to  GH^v  sin.  i  —  u  sin.  J. 
This  loss  of  velocity,  estimated  in  the  direction  of 
motion,  will  be  IK;  or,  IK=GH  sin.  BGK=GH 
sin.  J.  We  shall  have,  then,  for  the  "quantity  of  motion 
lost,  a  quantity  which  measures  the  force  of  the  impulse 
received  by  the  plate, 

62.43  a'tj,      .      .  .      .V     .       . 
{v  sin.  t  —  uBin,j)  sm.  j. 

Example.  A  vein  of  water  issues,  under  a  head  of  15.7843  ft. , 
fiom  a  oonioal  trough  with  an  orifioe  of  .1640  ft.  diameter :  it 
falls  upon  a  phite,  making  with  it  an  angle  of  75°,  and  this 
plate  moyes  with  a  velocity  of  7.2179  ft.,  maintaining  an  incli- 
nation of  64^  to  the  direction  of  its  motion.  What  will  be  the 
force! 

The  coefficient  of  velocity  for  a  conical  trough  is  0.95  (50); 
thus  V  «  0.95  X  V64.364X  15.7843  =  30.280  ft. :  we  have  also 
tt  =  7.2179  ft.,  ^'^Ti' (.1640)*  =.021124  sq.  ft.,  t  =  75°,  and 
>  =  64^  or  the  sin.  i  =  0.966  and  sin.  >  =  0.899.    Thus  the 

force  exerted  will  be  g2>-^3  X30.280X.021124  (3o.280X.0966 

32.182 

— 7i8179  X  0.899)  0.899  =  25.39  lbs. 
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ARTICLE  SECOND. 

Action  of  an  indefinite  fluid. 

244.  We  call  a  fluid  indefinite,  when  the  space  com- 
o rTotion  *"  prised  between  the  sides  of  the  bed  or  basin  which  con- 
*"«onU*thr  *^^^  ^*  ^^^  *^^^®  ^^  ^^^  ^^J  which  it  strikes  upon,  is 
fluid.  go  great  as  to  occasion  no  greater  impediment  in  the 
motion  of  the  fluid,  than  if  the  space  were  infinite;  such, 
for  instance,  as  occurs  when  a  ship  is  urged  by  a  cur- 
rent of  the  sea. 

When  a  fluid  impinges  against  a  body  which  is  entire- 
ly submerged,  it  exerts  an  action  not  only  upon  its  front 
&ce,  as  in  the  impulse  of  an  isolated  vein,  but  also  up()n 
its  lateral  and  rear  faces ;  and  all  these  actions  must  be 
taken  into  account. 

To  have  a  correct  idea  of  what  takes  place  in  such  a 
case,  we  take  at  first  a  right  prism,  and  suppose  it  to  be 
entirely  submerged  in  a  current,  with  its  axis  in  the 
direction  of  motion,  and  consequently  horizontal.  If 
the  fluid  were  at  rest,  each  of  the  points  of  the  sur&ce 
of  the  prism  would  experience  a  hydrostatic  pressure, 
represented  by  the  depth  of  this  point  below  the  sur- 
face of  the  water ;  the  two  bases  being  equal  and  of 
equal  depth  below  this  surface,  the  pressure  upon  one 
would  be  equal  to  that  felt  by  the  other ;  and  there  would 
be  no  tendency  to  motion  in  the  direction  of  th^  axis. 
But  the  moment  the  water  commences  running,  a  dif- 
ferent order  of  facts  is  presented.  The  fluid  fillets 
which  would  traverse  the  space  occupied  by  the  prism, 
begin  to  turn  aside  a  little  above  it ;  they  go  on  diverg- 
ing, and  so  pass  around  the  anterior  part ;  contracted 
then  in  a  narrower  space  (for  the  aqueous  mass  between 
the  prism  and  the  sides  of  the  bed  to  a  certain  extent 
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acts  as  a  resisting  body),  their  velocity  increases  and 
is  accelerated;  then  repelled,  and,  as  it  were,  reflected  by 
this  mass  towards  the  prism,  a  part  running  along  its 
lateral  &ces,  a  part  converging,  they  re-unite  behind 
the  posterior  face,  preserving  a  portion  of  the  excess  of 
velocity  which  they  have  acquired ;  a  portion  which  will 
be  so  much  the  greater  as  their  passage  through  the 
aqueous  mass  and  along  the  prism  may  have  been 
shorter.  When  these  fillets  commence  diverging  above 
the  prism,  there  remains  between  them  and  the  anterior 
base  a  small  mass  or  fluid  prow  ;  it  is  pressed  against 
this  base  by  the  fillets  in  motion ;  its  particles  tending 
to  escape  are  carried  from  the  centre  to  the  circumfer- 
ence ;  those  in  contact  with  the  base  move  parallel  to 
it,  with  a  velocity  which  is  rapidly  accelerated  in 
approaching  its  edges.  Moreover,  when  the  fillets 
re-unite  in  converging  behind  the  posterior  base,  they 
enclose  between  them  a  fluid  steruj  whose  particles 
they  in  some  way  carry  along  with  them;  there  results 
a  less  pressure  against  this  base,  and  a  tendency  for  a 
vacuum  to  be  formed  behind  it.  In  consequence  of  these 
difierent  motions  just  indicated,  the  pressure  upon  the 
anterior  base  of  the  body  is  augmented;  it  has  become 
greater  than  the  hydrostatic  pressure;  upon  the  poste- 
rior base,  on  the  contrary,  there  has  been  a  diminu- 
tion, and  the  real  pressure  there  is  less.  From  this 
twofold  cause,  the  pressure  upon  the  anterior  base  will 
predominate;  and  it  tends  to  produce  a  motion  in  the 
direction  of  the  axis  of  the  prism. 

As  for  the  pressures  which  take  place  on  the  lateral 
faces,  whatever  their  absolute  value,  they  will  always 
be  equal  upon  two  points  directly  opposite;  they  will 
be  destroyed,  and  no  motion  can  be  occasioned  by 
them. 
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Thifl  analysis  or  separation  of  the  elements  of  action  of  a 
fluid  in  motion  upon  a  body  exposed  to  it,  is  due  to  Dubuat.  I 
refer,  for  more  ample  details,  to  his  Prindpes  d'hydrauUque, 

The  motion  of  the  particles,  in  iihejbiid  prows  and  stems  of  this 
author,  may  be  caused  by  whirls,  according  to  the  observations 
of  M.  Poncelet :  we  should  have  two,  turning  in  opposite  direc- 
tions, against  each  base  of  the  prism.  But  what  is  remarkable 
is,  that  immediately  behind  the  two  whirls  adjacent  to  the  pos- 
terior base,  we  have  two  others,  moving  in  opposite  directions 
to  them  :  we  might  say  that  the  fluid  .fillets  which  form  the  two 
first  are  as  if  unrolled,  to  be  rolled  up  again  in  an  inverse  man- 
ner. Behind  this  second  couple  of  whirls,  there  is  a  third,  a 
fourth,  &c.,  with  motions  alv^ays  alternating.  In  proportion  to 
their  distance  from  the  prism,  they  enlarge  in  dimensions,  and 
they  finish  by  being  lost  or  absorbed  in  the  great  fluid  mass. 
It  is  in  this  wise,  says  M.  Poncelet,  that  motion  is  destroyed  in 
fluids. 

Measures  of       245.  Wo  procecd  to  the  determination  of  the  inten- 

pressare  upon  gj^y  of  preSSUrCS. 
sabmerged  "^  *■ 

bodies.  Let  H  be  the  mean  hydrostatic  pressure  or  depth  of 

the  prism  below  the  surface  of  the  water;  h  the  height 
due  to  the  velocity  of  the  current;  the  hydraulic 
pressures  being  proportional  to  this  height,  we  may 
represent  by  mh  that  experienced  by  the  anterior  base, 
and  by  m'h  the  negative  pressure,  called  non-pressure 
by  Dubuat,  which  takes  place  at  the  posterior  base;  m 
and  m'  are  two  numbers  to  be  determined  by  experi- 
ment. The  total  pressure  at  the  up-stream  base  will 
then  be  H  +  mA;  and  H  —  m'h  at  the  down-stream 
base.  These  two  forces,  acting  in  opposite  directions, 
their  resultant,  or  the  force  which  urges  the  prism  in 
the  direction  of  its  axis,  will  be  equal  to  their  differ- 
ence, and  we  shall  have  for  its  expression,  that  is  to 
say,  for  the  height  of  the  column  which  measures  its 
force,  H  +  wA  —  (H  —  w'A),  or  (w»-f- w»')  A. 

246.  Dubuat  has  also  determined  the  values  of  m 
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and  m'.  I  record  one  of  his  experiments,  and  the 
results  he  deduced  from  it. 

He  took  three  prisms,  or  rectangular  parallelepipeds; 
the  base  of  each  was  a  square  of  1.066  ft.  per  side; 
one  had  only  a  height  of  .0295  ft.,  and  was  a  simple 
plate;  the  second  had  1.066  ft.,  and  was  a  cube;  and  the 
height  of  the  third  was  8.182  ft.,  or  three  times  the 
side  of  the  base.  He  plunged  them  and  held  them  in 
a  current  whose  velocity  was  8.182  ft.  By  means  of  a 
very  ingenious  piezometer,  he  measured,  upon  625 
points  of  the  anterior  base  of  each  of  the  three  bodies, 
the  hydraulic  pressure,  which  was  the  height  of  the 
piezometric  column  above  the  surface  of  the  current; 
and  for  each,  he  had  a  mean  of  1.19A  ;  thus,  m=1.19. 
This  value  was  constant,  and  independent  of  the  length 
of  the  prisms. 

It  was  not  so  with  the  non-pressure  measured  by  the 
falling  of  the  piezometric  column  below  the  surface  of 
the  current;  in  these  prisms,  the  value  of  m'  was 
respectively,  0.67,  0.27  and  0.15.  The  non-pressures 
diminished  with  the  cause  which  produced  them,  name- 
ly, the  velocity  of  the  fluid  fillets  in  the  rear  of  the 
prisms ;  a  velocity  which  is  smaller,  in  proportion  as 
the  body  is  longer  (244). 

In  short,  the  total  pressure,  or  the  force  of  the  cur- 
rent upon  the  three  prisms,  was  expressed  by  1.86A, 
lA6h  and  1.84A.  This  force  would  have  diminished 
if  the  length  of  the  body  had  continued  to  increase; 
but  only  up  to  a  certain  point;  beyond  which,  it  would 
have  increased. 

247.  Is  the  absolute  force  of  the  impulse  propor- 
tional to  the  anterior  surface  of  the  body  acted  upon, 
as  has  been  often  admitted? 

In  the  case  of  very  thin  bodies,  as  of  simple  plates, 
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experience  answers  in  the  negative.  Thus  Mariotte, 
haying  exposed  to  the  action  of  a  current  of  the  Seine 
a  square  plate,  smaller,  in  the  ratio  of  100  to  25, 
than  that  used  by  Dubuat  for  the  above  experiment, 
found  the  effect  less  in  the  ratio  of  100  to  16,  being 
reduced  to  the  same  velocity.  This  observation,  and 
many  others,  show  that  the  force  of  the  impulse 
increases  in  a  ratio  greater  than  that  of  the  surfS^^es 
impinged  upon,  without,  however,  indicating  the  law  of 
its  increase. 

The  ratio  approaches  equality  as  the  plates  increase 
in  thickness ;  and  a  great  number  of  observations  com- 
pel us  to  admit,  that  in  similar  prisms,  and,  in  general, 
in  similar  solids,  the  force  of  the  impulse  is  sensibly 
proportional  to  the  surface  receiving  its  action. 

We  have,  then,  for  the  expression  of  this  force,  at 
least  for  prisms,  s  being  the  surface  acted  upon, 

62.43  (1.19  + m')5A; 

an  expression  in  which  m'  will  diminish  to  a  certain 

limit,  according  to  the  increase  in  length  of  the  prism. 

Floating         248.  What  we  have  said  of  bodies  entirely  sub- 

too<ue^      merged,  applies  to  those  which  are  partly  submerged, 

or  floating  bodies. 

In  this  case,  the  fluid,  on  arriving  at  the  anterior  &ce 
of  the  body,  is  elevated  above  the  primitive  level ;  it 
there  forms  a  rise,  whose  greatest  height  is  at  the  mid- 
dle of  the  &ce,  and  which  lowers  gradually  towards  the 
sides ;  the  fluid  follows  this  slope,  and  moves  continu- 
ally from  the  centre  towards  its  edges.  It  lowers  in 
its  passage  along  the  lateral  £bm^s  of  the  body ;  and 
upon  the  back  &ce,  it  is  found  to  be  below  the  general 
level  of  the  current;  it  there  forms  a  trough  or  a  depres- 
sion, around  which  its  particles  are  highly  agitated. 
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This  difference  of  level,  firom  the  front  to  the  rear  of 
the  body,  is  termed  ^^ dSniveUationJ'^ 

It  occasions  a  greater  hydrostatic  pressure,  but  the 
total  pressure  is  not  augmented.  That  experienced  by 
the  anterior  face,  notwithstanding  the  rise,  is  even  less 
than  with  bodies  entirely  submerged;  Dubuat  found 
it  to  be  only  lA;  while  in  the  latter,  it  was  1.19A. 
The  nan-pressure  upon  the  posterior  sur&ce  appeared 
to  him  to  be  a  little  greater;  but  the  total  effect  was 
a  little  less. 

249.  From  what  has  been  said,  if  «  is  the  surfieu^e  Definite  expnt- 

.,_  -a  -  Ai  slon  of  tbe 

receiving  the  pressure,  that  is  to  say,  the  area  of  the  force  of  the  im- 
greatest  section  made  by  the  submerged  parts  of  the  ^°^' 
body,  perpendicular  to  the  direction  of  the  current ;  if 
h  is  the  height  due  its  velocity;  making  m  +  ^'  =Wj 
and  comprising  in  the  value  of  the  coefficient  the  cor- 
rection due  to  the  form  of  the  surface  acted  upon,  the 
force  of  pressure  experienced  by  a  body  plunged  wholly 
or  in  part  in  the  water  is 

62ASnsh. 

The  coefficient  n  will  be  constant  for  each  kind  of 
similar  solids ;  but  it  will  vary  with  the  different  kinds 
of  solids,  and  for  each  kind,  it  must  be  determined  by 
experiment. 

250.  If  the  body  exposed  to  the  action  of  an  indefi-  CMewhew  the 
nite  fluid  animated  with  the  velocity  t>,  is  itself  in    *J^ouon. 
motion,  and  in  the  same  direction,  with  a  velocity  u, 

the  relative  velocity  of  the  impulse  will  be,  as  for  the 
case  of  isolated  veins,  v  —  u.  But,  according  to  a 
theory  which  we  shall  hereafter  discuss  (881),  the  fluid 
mass  imparting  the  pressure  will  not  be  independent 
of  «;  instead  of  being  proportional  to  the  simple  ve- 
locity V  of  the  current,  it  will  be  so  to  the  relative 
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62.43 
velocity  v  —  u;  it  will  be  equal  to  — ^ —  s*  (i?  —  u) : 

BO  that  the  qnantitj  of  motion  lost,  or  the  force  of  the 

impulse,  will  be  ^^s  {v+uy  =  62ASx2sh' ;  or, 

more  generally, 

62.48n5A'; 

A'  being  equal  to  ^-^^'  tte  lower  sign  relates  to  the 

case  in  which  the  body,  instead  of  descending,  ascends 
the  current. 
Oblique  251.  If  the  body,  while  maintaining  the  direction  of 

the  current,  presents  to  it  an  oblique  surface,  the  effect 
will  be  less.  We  have  seen  that  that  of  a  fluid  fillet 
&lling  upon  an  inclined  sur&ce,  and  estimated  in  its 
own  direction,  was  proportional  to  the  square  of  the 
sine  of  inclination  (241).  Moreover,  the  number  of 
fillets  which  strike  this  surface  will  be  also  less,  in  the 
ratio  of  the  same  sine :  so  that  the  total  effect  will  be 
as  the  cube  of  the  sine ;  or,  what  amounts  to  the  same, 
it  will  be  equal  to  the  direct  effort  upon  a  projection  of 
the  sur£skce  made  upon  a  plane  perpendicular  to  the 
direction  of  the  current,  and  multiplied  by  the  square 
of  the  sine  of  inclination.  This  theory  has  been  ad- 
mitted a  long  time ;  but  experiment  has  shown  that  it 
in  no  wise  corresponds  with  the  &ct8. 

ARTICLE    THIRD. 

Impulse  of  a  fluid  contained  in  a  water-course  or 
miUr-race. 

252.  When  a  stream  of  water  is  conducted  by  a  mill- 
course  upon  a  plate  occupying  nearly  its  whole  section, 
its  action  is  nearly  similar  to  that  of  an  isolated  vein; 
for  in  this  case,  also,  the  fluid  particles  which  pass  the 
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section  s'  of  the  sluice  or  water-course,  occasion  the 
impulse,  and  lose  their  motion,  or  a  part  of  it,  against 
the  plate,  deduction  being  made  of  those  which  escape 
through  the  small  interval  between  the  sides  of  the 
water-course  and  the  edges  of  this  plate.  Moreover, 
these  sides  perform  the  office,  to  a  certain  extent,  of 
the  rims  of  Morosi,  and  they  augment  the  force  of  the  im- 
pulse. Thus,  in  the  expression  of  this  force,  62A8ns'hj 
n  often  exceeds  the  values  which  it  has  when  the  plate 
is  in  the  open  atmosphere  (238). 

If  the  plate  recedes  before  the  fluid  with  the  velocity 
Uy  we  shall  have,  as  in  section  242, 

'      s'v  (  V —  u)  =  1.94  s'  (v  —  u). 

253.  M.  Christian  tried  the  effect  of  rims  upon  a 
plate  placed  in  a  water-course  of  0.656  ft.  in  breadth.* 
He  observed  that  rims  fixed  upon  the  horizontal  edges, 
both  at  the  top  and  bottom,  did  not  augment  the 
impulse ;  but  that  it  was  increased  by  the  lateral  edges 
in  the  ratio  of  100  to  112,  when  the  space  between  the 
rims  and  sides  of  the  water-course  was  small ;  and  in 
the  ratio  of  100  to  128,  when  it  was  .164  ft. 

The  difference  in  these  two  cases  is  due  to  a  cause  which  I 
have  akeady  noticed.  The  sides  of  the  waternsourse  themselves 
produce  the  effect  of  rims,  and  so  much  the  more,  as  the  in- 
terval is  more  contracted:  thus,  when  it  was  small,  the  effect 
was  already  produced,  and  the  addition  of  the  rims  had  hut 
little  influence.  It  follows,  from  this  observation,  that  rims  may 
be  employed  with  more  advantage  upon  the  floats  of  wheels  which 
move  in  an  indefinite  fluid,  than  under  any  other  circumstances. 

*  M6can]QDe  Indiutrielle.  Tome  L,  p.  270  et  ralTontcfl. 
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CHAPTER    II. 

ON    THE    BESISTANCE    OF    WATER. 

ARTICLE   FIRST. 

In  a  large  Bed, 

Diirereneo  254.  All  the  authors  who  have,  since  Newton,  given 
their  attention  to  the  motion  of  solids  in  fluids,  have 
supposed  that  the  effort  required  to  retain  a  body  struck 
by  a  fluid  in  which  it  is  submerged,  was  equal  to  that 
which  must  be  made  to  move  the  same  body,  with  the 
same  velocity,  in  a  fluid  at  rest :  it  is  this  last  effort  to 
which  we  give  the  name,  resistance  of  fluids^  or  re- 
sistance of  the  medium  in  which  these  bodies  move. 

Towards  the  end  of  the  last  century,  Dubuat,  having 
conceived  doubts  as  to  the  equality  of  these  efforts, 
wished  to  remove  them  by  direct  experiments.  He 
resumed  the  square  plate,  which,  being  struck  by  a 
current  of  3.182  ft.  in  velocity,  had  given  him  m 
=E  1.19  and  m'  =  0.67  (246) :  he  moved  it  with  an 
equal  velocity,  in  stagnant  water,  and  he  had  no  more 
than  m=l  and  m'=0.43 ;  so  that  the  resistance  was 
found  to  be  less  than  the  impulse,  in  the  ratio  of  1.86  to 
1.43.  He  concluded  from  this,  that  water  in  a  state  of 
rest  is  more  easily  divided  than  when  it  is  in  motion. 

I  shall  not  raise  any  doubt  as  to  the  exactness  of  an 
experiment,  otherwise  very  important;  but  as  many 
other  experiments  of  different  authors  have  not  given 
the  same  results,  I  do  not  think  it  worth  while  to  admit 
generally  so  considerable  a  difference  in  the  two  cases. 

The  laws  which  resistance  follow  are,  moreover, 
mainly  the  same  as  those  of  impulse,  as  we  shall  see. 

255.  The  numerous  observations  of  Borda,  Bossut, 


BT  ITS  RESISTANCE.  279 

Beanfoy,  Macneill,  etc.,  show  beyond  all  doubt,  that  in       Batio 
ordinary  velocities, — those  from  two  to  ten  or  eleven  ^'''^•^taiice 
and  a  half  feet, — the  resistance  is  proportional  to  the     velocity. 
square  of  the  velocity. 

Below  two  feet,  it  diminishes  less  rapidly  than  this 
square,  and  so  much  the  less,  as  the  velocity  is  less. 
Dubuat  first  perceived  and  noted  the  cause  of  this — the 
viscosity  of  the  water.  This  causes  a  body,  moving 
in  this  fluid,  to  carry  along  in  its  train  a  certain 
quantity  with  it;  but,  as  in  other  cases  of  the  lateral 
communication  of  motion,  it  carries  so  much  the  less 
as  it  moves  with  more  rapidity.  It  will  only  be,  then, 
in  small  velocities  that  the  effect  of  viscosity  will  be 
marked ;  it  will  diminish  as  the  velocity  increases,  and 
will  be  insensible  when  it  is  great. 

For  velocities  above  eleven  and  a  half  feet,  there  is 
a  distinction  to  be  made  between  bodies  entirely  im- 
mersed and  floating  bodies,  or  those  only  partially 
immersed. 

In  the  flrst,  the  resistance  is  very  nearly  proportional 
to  the  square  of  the  velocity.  Thus  Beaufoy,  having 
set  in  motion,  in  a  great  basin,  a  score  of  cubes  of  one 
foot  per  side,  submerged,  having  prows  and  stems  of 
different  forms,  found  that  with  velocities  from  9.8 
^to  13.1  ft.,  the  resistance  was  proportional  to  r*'*; 
with  velocities  from  1.64  up  to  4.92  ft.,  it  was  pro- 
portional to  v^^i  values  nearly  identical.* 

256.  For  floating  bodies,  Bossut  and  Macneill  have 
found  that  the  exponent  of  v  was  generally  a  little  over 
2  in  velocities  below  9.843  ft.  But  the  last  of  these 
authors  has  proved,  that,  for  very  considerable  veloci- 

•  Naatlcal  and  Hjdraallc  Experiments,  by  Colonel  Beaofoy.  1834.  Howerer  na- 
meroiu  and  Interesting  may  be  these  experiments,  they  can  only  be  regarded  as  ap- 
proximate; the  great  and  complicated  apparatus  ased  rendered  the  passive  resist- 
ances, foreign  to  the  bodies,  too  great 
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ties,  it  decreases  notably,  and  so  much  the  more,  as  the 
motion  is  more  rapid.  He  took  a  small  boat  made  of  a 
thin  sheet  of  copper,  of  the  form  used  in  England  upon 
canals  for  great  velocities,  having  a  length  of  10.17  ft., 
a  breadth  of  .6889  ft.  at  the  water  line,  and  weighing 
39.24  lbs.  It  was  put  upon  an  artificial  canal  68.89  ft. 
long,  4.003  ft.  wide,  and  1.017  ft.  deep;  motion  was 
imparted  in  a  very  convenient  manner,  by  a  weight 
which  expressed  the  force  of  traction  and  consequently 
the  resistance  when  the  motion  had  become  uniform. 
The  velocities  varied  from  3.08  ft.  to  21.4  ft.,  and  this 
last  is  nearly  the  extreme  term  which  boats  and  even 
vessels  attain — nearly  fifteen  miles  an  hour.  Unfor- 
tunately, the  space  run  through  was  much  too  small, 
especially  in  great  velocities,  for  them  to  be  determined 
with  sufficient  exactness.  "^  Figure  92",  in  which  the 
abscissas  are  the  velocities,  and  in  which  the  ordinates 
express  the  resistances,  presents  the  result  of  the  exper- 
iments ;  we  have  there  traced  the  parabola  resulting  from 
the  law  of  the  square  of  the  velocities;  the  curve  of 
resistances  follows  it  very  nearly,  until  towards  the 
velocity  of  10.79  ft.,  and  then  it  continues  sensibly  in 
a  right  line.  Whence  we  conclude,  that  the  resistances 
at  first  increased  as  the  squares  of  the  velocities,  and 
that  then,  beyond  that  of  10.79  ft.,  the  increase  of  the^ 
resistance  was  proportional  only  to  that  of  the 
simple  velocity. 

This  considerable  diminution  in  the  increase  of  resist- 
ances, beyond  velocities  of  9.84  ft.,  appears  to  be  an 
efiect  of  the  adhesion  of  the  fluid  particles  among  them- 
selves,  and  of  the  eflTort  which  they  oppose  to  their  sep- 
aration, especially  when  the  attempt  is  made  suddenly. 

*  On  the  resistance  of  water  to  the  passage  of  boats  upon  canals.    By  John 
VacnelU.  18». 
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We  have  an  example  of  such  an  effort,  in  the  phenom- 
enon which  a  flat  stone  and  even  a  cannon  ball  present, 
when  forcibly  projected  upon  a  sheet  of  still  water,  and 
in  a  direction  making  but  a  small  angle  with  it;  not- 
withstanding the  great  quantity  of  action  with  which 
these  projectiles  are  animated,  they  cannot  surmount 
the  resistance  which  the  fluid  opposes  to  its  separation; 
and,  as  if  repelled  by  it,  they  rise  again  and  rebound 
at  its  surface.  So  also,  when  a  boat  is  drawn  with  a 
great  velocity,  it  is  visibly  elevated  above  the  surfiwe 
of  the  water,  and  so  much  the  more,  as  the  velocity  is 
greater;  it  would  be  entirely  raised,  and  would  glide 
along  the  fluid  sheet  without  opposing  any  resistance,  if 
the  velocity  were  infinite.  Even  in  this  case,  we  can- 
not say  that  the  law  of  the  square  of  the  velocity  is  at 
&ult,  since  the  section  immersed,  which  is  one  of  the 
fstctors  of  resistance,  would  be  nothing.  Thus,  in  the 
actual  state  of  our  information,  nothing  as  yet  author- 
ises us  to  assert,  that,  other  things  being  equal,  the 
resistance  is  not  proportional  to  the  square  of  the  veloc- 
ity. We  have  been  dealing  with  bodies  floating  upon 
an  indefinite  fluid,  and  with  plane  surfaces;  but  we  shall 
see  hereafter  (274)  that  there  are  very  considerable 
anomalies  when  boats  go  with  great  velocities  in  narrow 
canals. 

257.  As  in  the  impulse,  if  the  body  which  moves  in  a       rauo 
fluid  is  thin,  like  a  simple  plate,  the  resistance  increases 
in  a  greater  ratio  than  the  striking  sUrfiice.     The  more     »njrfcce. 
considerable  this  is,  the  more  the  fillets  driven  before  it 
have  to  deviate,  and  the  greater  the  force  we  must  exert 
against  them,  independent  of  their  number. 

But  if  the  body,  moved  in  or  upon  the  water,  has  a 
length  at  least  equal  to  one  of  the  sides  of  the  fiau^e 
which  strikes  the  fluid,  the  ratio  of  resistances  ap- 
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proaches  that  of  the  sur&ces,  and  we  may  hold  it 
established  that  there  is  a  proportionality.  The  sur- 
face to  be  admitted  for  floating  bodies  will  be  the 
greatest  tiansverse  section  of  the  part  of  the  body 
immersed  in  the  fluid. 
EzpresBion  268. '  Consequently,  the  general  expression  of  resist- 
reaittance.    ^J^^^c,  5  being  this  scction,  and  v  the  velocity,  will  be 

as  that  of  the  impulse  (249),  —^  nsv^,  or 

.97027151?^ 

Even  here,  the  coefficient  n  will  be  constant  for  all 
solids  of  the  same  kind,  that  is,  for  all  similar  solids ; 
but  it  will  vary  with  the  change  of  form.  Its  deter- 
mination is  the  great  object  of  experiments  made  and 
to  be  made  in  this  department  of  hydraulics ;  it  will 
establish  the  rank  which  difierent  bodies  occupy  in  the 
order  of  least  resistance. 
Absolute  259.  For  a  simple  square  plate,  1.06  ft.  per  side, 
priamatto     Dubuat  fouud  this  coefficient  1.48. 

With  a  cube,  the  faces  being  of  the  same  dimensions, 
he  had   no  more  than  1.17;    Borda  had  previously 
obtained  the  same  value.     Another  cube  of  treble  size^ 
gave  1.21. 

As  the  length  or  horizontal  dimensions  increase,  n 
diminishes,  the  negative  pressure  on  the  back  decreasing 
with  the  length  (246).  But  the  diminution  has  a  limit; 
it  is  greatest,  that  is  to  say,  n  is  at  its  minimufn, 
when  the  length  of  the  prism  equals  five  or  six  times 
the  side  of  the  base  (or  rather  V*);  then  n=l,  and 
the  expression  of  resistance  is  simply 
.9702sv\ 

If  the  length  still  increases,  n,  in  place  of  continu- 
ing to  diminish,  will  also  increase,  and  the  resistance 
will  be  greater.     The  injurious  efiect  of  friction,  or  the 


bodies. 
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adhesion  to  the  wetted  sides  of  the  prism,  which  increases 
with  its  length,  will  more  than  compensate  for  the  favora- 
ble effect  of  the  non-pressure.  Thus,  Beanfoy  having 
moved  in  water,  with  a  velocity  of  6.66  ft.,  three  prisms 
with  square  bases,  whose  lengths,  compared  with  the 
sides  of  the  bases,  were  10,  17.8  and  84.6,  found  that 
the  resistances  gave  for  the  respective  values  of  n, 
1.14,  1.16  and  1.81. 

The  lowest  limit  of  the  values  of  n  for  prisms,  or, 
more  rigorously,  for  rectangular  parallelepipeds,  pre- 
senting their  bases  square  against  the  action  of  water, 
will  be  then  1.  But  we  descend  much  below  this  limit, 
by  substituting  for  the  plane  base,  perpendicular  to  the 
direction  of  the  motion,  inclined  faces,  and  better  still, 
curved  surfaces;  as  we  shall  soon  see. 

260.  By  simply  inclining  the  front  base  of  a  prism  Bcsisunce 
to  the  direction  of  motion,  we  diminish  materially  the  sorflwes!*"* 
resistance  which  it  meets.  Thus,  Bossut  having  moved 
upon  water  a  right  prism,  placed  successively  in  front 
of  it  two  bodies  or  bevels,  presenting  to  the  action  of  the 
fluid,  the  one  a  face  inclined  43°  and  the  other  25°  26', 
and  the  respective  values  of  n  have  been  1.02,  0.67  and 
0.47.  Beaufoy  has  also  taken  a  prism  21.18  ft.  long, 
having  a  square  base  1.22  ft.  per  side;  he  moved  it 
under  the  sur&ce  of  the  water  with  a  velocity  7.02  ft., 
and  he  had  a  resistance  of  81.57  lbs.;  he  then  fitted 
upon  it  a  bevel  with  the  face  inclined  9°  36',  and  the 
resistance  was  no  more  than  85.27  lbs.;  so  that  it  was 
diminished  in  the  ratio  of  100  to  43. 

This  form  of  prism  cut  to  an  angle  being  the  most 
simple  of  those  which  considerably  reduce  the  resist- 
ance, will  be  found  very  often  among  the  bodies  used  in 
navigation;  and  many  of  the  boats  which  we  see  on 
rivers  are  formed  of  such  prisms. 
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261.  The  experiments  of  Bosmit,  one  of  the  results  of  which  I 
shall  shortly  cite,  being  too  little  known,  and  appearing  to  in- 
volve very  important  considerations,  I  proceed  to  explain  them 
,  with  precision,  and  to  indicate  some  of  their  conseqaences.* 
Fig.  93.  xhe  first  of  the  three  bodies  employed  (A)  was  a  right  prism, 

with  a  square  base,  whose  side  a6 » 1.745  ft.,  and  the  length  ad 
2.287  ft.  There  was  fitted  to  this,  to  form  the  second  (B),  the 
prismatic  prow  dee,  having  the  face  ce  inclined  43°  I'  to  the  fluid 
surface  GH.  In  the  third  (C),  the  inclination  cf  was  but 
25°  26'.  They  were  suitably  placed  in  the  basin  of  the  military 
school  at  Paris,  and  loaded  so  as  to  have  a  constant  depth  of  im- 
mersion of  1.106  ft. ;  then  they  were  drawn  by  diflbrent  weights, 
which  caused  them  to  run  through  the  space  of  68.89  ft.  with 
different  velocities.  This  done,  the  two  truncated  prisms  were 
reversed,  so  that  the  inclined  face,  always  placed  in  front,  was 
turned  upwards,  in  place  of  being  turned  towards  the  fluid,  as  it 
was  at  first.  There  were,  then,  five  series  of  experiments, 
whose  results  are  here  given.  The  velocities  noted  are  those 
with  which  the  last  twenty  feet  were  traversed ;  the  motion  then 
being  quite  uniform. 
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On  an  examination,  in  each  of  the  three  first  vertical  columns, 
of  the  velocity  of  the  five  bodies  moved  by  the  same  weight,  wo 
see  that  it  follows  very  nearly  the  same  law,  a  law  which  is  indi- 
cated by  the  numbers  of  the  fourth  column. 

If  we  consider  the  three  velocities  of  the  same  body,  drawn 
successively  by  the  three  weights  employed,  we  find  that  the 
square  of  the  velocities  increases  nearly  as  the  numbers  1, 1^ 


*  NoaveUes  ezpArlencef  §ar  la  rtoif ttnce  des  noJdea.  Edition  do  1777,  p.  81~S8. 
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and  1-1^,  that  is  to  say,  as  the  motive  weights,  which  express  the 
resistanees.  Very  probably,  were  it  not  for  small  errors  in  ob- 
senration,  the  increase  would  have  followed  exactly  the  above- 
stated  ratio ;  and  then  the  nmnbers  of  the  last  colmnn,  which 
indicate  the  inverse  ratio  of  the  sqoare  of  the  nmnbers  in  the 
preceding,  will  express  the  resistances  experienced  by  the  five 
bodies,  that  of  the  body  A,  or  of  the  m:ibevelled  prism,  being 
taken  for  unity. 

A  comparison  of  the  numbers  of  the  last  column  shows  us  that 
the  resistance  of  the  prism  bevelled  at  43^,  when  reversed,  has  been 
much  greater  than  that  of  the  same  prism  in  its  first  position, 
in  the  ratio  of  135  to  65 ;  more  than  double.  The  increase  has 
been  still  greater  for  the  prism  bevelled  at  25^  26',  since  it  rose 
firom  45  to  111,  or  from  10  to  25. 

262.  What  is  the  cause  of  so  great  an  increase  in  the  resist-  Action  of  water 
anoe  experienced  by  the  same  body,  especially  when  the  angle  of  gjn^or^^J^s^the 
incidence  of  the  fluid,  or,  at  least,  its  sine,  is  the  same  in  the  ftvnt  of  a  float- 
two  positions?    In  the  first,  the  nuid  has  a  much  greater  facility      ^^  *'^^* 
in  clearing  itself  alter  being  struck ;  and  it  tends  to  raise  the  firont 
of  the  prism.    In  the  reversed  position,  on  the  contrary,  it  can- 
not escape  but  with  great  difficulty,  at  the  bottom ;  it  remounts 
the  sloping  fiice  which  it  strikes ;  it  tends  to  sink  it,  and  its  re- 
sistance is  increased. 

The  angles  of  incidence  of  the  fluid  were  90°,  43°  and 
25°,  and  the  respective  resistances  of  the  reversed  prisms  as 
100, 135  and  111 ;  thus,  while  the  angles  diminish,  the  resist- 
ances increase,  but  only  to  a  certain  limit,  beyond  which  they 
diminish  also :  there  is,  then,  an  angle  giving  a  maximum  of  re- 
sistance. If  it  be  that  which  tends  to  produce  the  greatest  sink-  ^^^'  ^' 
ing,  it  will  be  about  45° ;  indeed,  when  a  fluid,  animated  with  a 
velocity  or  force  CB  (Fig.  46),  which  we  wiQ  make  equal  to  1, 
strikes  a  &oe  MN  under  an  angle  i,  the  comp<ment  GB,  which 
acts  upwards  on  this  &ce,  and  tends  to  sink  it,  has  for  its  value 
sin.  i  COS.  i=^^  sin.  2t;  a  quantity  which  is  at  its  maximum 
when  i  =»  45°.  Without  attaching  any  importance  to  a  theory 
which  I  am  &r  from  believing  to  be  correct,  I  shall  still  conclude 
that  the  angle  tending  to  produce  the  greatest  sinking  will  be 
from  40°  to  50°. 

For  a  similar  reason,  when  the  front  of  a  floating  body  is 
disposed  like  ce  (Fig.  93),  and  inclined  about  45°,  the  fluid 
will  exert  upon  it  the  greatest  efiect  to  raise  it. 
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Baisingof  the      263.  This  raising  of  the  front  by  the  action  of  the 

imm7ni^not  ^^^^  ^^  which  the  bodj  navigates,  cannot  be  called  in 

boats m      question;  it  is  manifest  when  the  velocity  is  considera- 

great  velocities.  '' 

ble :  thus,  whale  boats  drawn  by  harpooned  whales  with 
the  extreme  velocity  of  89  to  42  ft.,  have  been  seen  to 
be  so  elevated  at  the  prow  as  to  show  out  of  the  water 
6.56  ft.  of  their  keel,  and  that  when  the  direction  of 
traction,  considerably  inclined  to  the  horizon,  had  a 
tendency  to  sink  it.  (Macneill's  Resistance  of  water, 
etc.,  p.  27.) 

According  to  observations  lately  made  in  England, 
when  a  boat  is  drawn  with  great  velocity,  the  prow  is 
at  first  elevated  and  the  stern  depressed ;  but  soon  the 
latter  recovers  its  former  position,  the  elevation  of  the 
prow  is  maintained,  and  th5  boat  travels  in  a  horizontal 
position,  and  so  much  the  less  sunk  in  the  water  as  it 
moves  with  the  greater  velocity,  as  we  have  already 
remarked.  Thus,  Mr.  Russell,  having  moved  with  ve- 
locities varying  from  4.48  to  29.86  ft.  a  small  skiff, 
which,  in  a  state  of  rest,  had  a  draught  of  .223  ft., 
saw  the  immersion  diminish  quite  gradually  from  .2165 
to  .1246  ft.  (^Annates  des  ponts  et  chaussSes.  Tome 
XIV.,  p.  156).  The  raising  of  the  front  part  facili- 
tates the  clearing  of  the  water,  which  tends  to  pile  up 
before  this  part ;  it  favors  the  immersion  of  the  body, 
and  consequently  the  diminution  of  the  immersed  sec- 
tion :  under  this  twofold  relation,  so  that  it  is  unaccom- 
panied by  any  sinking  in  the  rear,  it  cannot  but 
diminish  the  resistance.  From  this  we  see  how  im- 
portant, to  the  art  of  naval  constructions  is  a  knowledge 
of  the  form  and  angle  best  fitted  to  reduce  the  resistance. 
Effector  prows.  264.  Should  the  prow  of  a  body  serving  for  naviga- 
tion consist  of  but  one  face  only  inclined  and  rising  above 
the  surface  fluid,  usually  this  will  be  a  solid  which. 
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presenting  an  edge  to  the  water,  will  cleave  and  divide 
it ;  gliding  then  on  these  inclined  faces,  it  will  oppose 
but  a  very  small  resistance. 

A  series  of  experiments  made  by  Bossnt,  Dalembert 
and  Gondorcet,  enables  us  to  appreciate  the  good  effects 
of  such  prows,  when  they  consist  of  but  two  plane 
faces,  united  in  the  form  of  a  wedge.  I  cite  some  of 
these  experiments.  To  a  rectangular  parallelepiped 
4.26  ft.  long,  2.13  broad  and  2.75  deep,  was  fitted  a 
series  of  prows,  whose  horizontal  sections  were  isos- 
celes triangles,  and  whose  front  angles  were  more  and 
more  acute.  In  this  state,  the  body  was  conveniently 
placed  in  a  great  basin,  immersed  to  the  depth  of  2.18 
ft. ;  it  was  drawn  by  different  weights,  and  when  the 
motion  was  uniform,  the  time  required  to  run  52.49  ft. 
was  noted.  The  inverse  ratio  of  the  square  of  the 
times,  which  was  the  direct  ratio  of  the , 
square  of  the  velocities,  and  very  near-| 
ly  that  of  the  resistances,  is  indicated 
in  the  last  column  of  the  annexed  table. 
The  resistance  of  the  right  prism  (with- 
out any  prow)  being  taken  for  the  unit, 
the  numbers  of  this  column  express  the 
resistances  corresponding  to  the  differ- 
ent prows;  and  they  are  very  nearly 
the  same  as  the  respective  values  of  n. 

265.  Cuneiform  sterns,  placed  in  the 
rear  of  the  prisms  of  Bossut,  also  di- 
minished the  resistance,  as  we  see  in 
the  adjoining  table;  but  they  diminish 
it  much  less  than  the  prows ;  thus  the 
stem  of  24**  reduced  it  but  16  per 
cent.,  while  the  same  angle  for  the  prow 
caused  a  reduction  of  more  than  59. 
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The  reason  is  plain :  the  sterns  diminish  the  noip-preS' 
sure  resulting  from  the  vacuum  usually  made  behind 
bodies  which  move  in  a  fluid  (244);  but  this  nan- 
pressure  in  the  rear  is  much  less  efficient  than  the 
pressure  against  the  front ;  and  this  it  is  which  in  a 
great  measure  is  destroyed  by  the  prow. 
Eifectandad-      266.  Wc  diminish  still  more  the  resistance  experi- 

vantage  of 

carved  sarikces.  enced  by  floating  bodies,  by  forming  the  prow,  the 
stem,  and  even  the  sides,  with  curved  surfaces.  For 
the  resistance  upon  the  curved  parts  is  much  less  than 
it  would  be  upon  an  assemblage  of  planes  substituted 
for  them  (in  the  same  manner  as  we  should  substitute 
for  the  circumference  of  the  circle,  the  sides  of  yn 
inscribed  polygon). 

An  experiment  made  by  Borda  proves  the  advantage 
of  these  curved  surfaces.  He  took  three  right  prisms ; 
the  base  of  the  first  was  the  equilateral  triangle  ABC; 
of  the  second,  the  semi-ellipse  AMCM'B;  and  of  the 
third,  the  mixtilinear  triangle,  whose  two  sides  were 
arcs  of  a  circle  of  60°  each.  He  caused  these  prisms 
to  move  in  air,  with  the  same  velocity,  placing  forward 
1st,  the  plane  face  corresponding  to  the  edge  AB;  2d, 
the  apex  of  the  plane  angle  corresponding  to  the  point 
C;  3d,  the  semi-ellipse;  4th,  finally,  the  summit  of 
the  mixtilinear  angle;  the  four  resistances  found  were 
respectively  as  the  numbers  100,  52,  43  and  39. 

These  results  of  moving  the  bodies  in  air  would 
probably  have  been  the  same,  if  the  movement  had  been 
made  in  water.  In  fact,  Beaufoy,  having  placed  in 
this  fluid  and  drawn,  with  a  velocity  of  9  ft.,  the  pris- 
Fig.  94.  matic  body  whose  base  is  represented  by  the  figure  94, , 
and  whose  height  was  equal  to  BC=1  ft.,  had  a  resist- 
ance of  25.86  lbs.  with  the  prow  of  plane  faces  BAF, 
and  19.137  lbs.  with  that  of  the  curved  &ce  BMANF; 
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the  diminution  was  very  nearly  that  of  the  experi- 
ment of  Borda,  following  the  ratio  of  52  to  88j. 

267.  There  has  been  an  ineffectoal  attempt,  up  to  the  present 
time,  to  express  analjticallj  the  resistance  ezperienoed  by  curved  ' 
surfaces.  Newton,  who  first  attempted  such  an  expression,  after 
having  established  the  resistance  for  plane  surfaces  as  propor- 
tional to  the. square  of  the  sine  of  incidence  of  the  fluid,  as- 
sumed it  to  be  so  for  the  differential  elements  of  curved  surfiices, 
regarding  them  as  an  assemblage  of  infinitely  small  planes ;  and 
with  this  hypothesis,  he  determined  the  resistance  for  different 
bodies,  terminated  by  such  surfaces.  For  nearly  a  century,  all 
mathematicians  adopted  this  basis  of  calculation.  At  length, 
Borda,  after  having  made,  in  1763,  many  experiments  upon  the 
resistance  which  different  bodies  experienced  when  moved,  either 
in  vrater  or  air,  has  shown  that  their  results  were  in  opposition 
to  this  theory,  and  that  it  could  not  be  maintained.  This  theory 
had  indicated,  for  the  four  cases  of  the  experiment  of  Borda, 
resistances  decreasing  as  the  numbers  .  .  .  100,  52,  50  and  49. 
Observation  has  given 100,  52,  43  and  39. 

So  that  the  resistances  derived  by  calculation  are  much  too 
small  for  plane  sur&ces,  and  notably  too  great  for  curved  sur- 
fiuses.  Other  observations  have  conducted  to  the  same  conclu- 
sion :  for  example,  in  the  experiments  of  Bossut  upon  truncated 
prisms  (260),  the  resistances  have  been  as  .   .   100,  65  and  45 ; 

the  old  theory  would  have  given 100,  46  and  18  ; 

so  that  in  these  days,  it  is  entirely  abandoned. 

268.  In  the  application  to  the  sphere,  Newton  concluded  that    Besistance 
the  resistance,  for  this  solid,  was  the  half  of  that  experienced  by       ^^^^ 
its  great  circle.    Dubuat,  however,  has  observed  that  it  was  only 

0.35  of  it  (Principes  d^hydrauhque,  tome  11.,  p.  263),  and  the 
experiments  of  Beaufoy  confirm  his  remark.  This  last  author 
took  a  ball  1.128  ft.  in  diameter,  and  moved  it,  at  suficient  depth 
under  vmter,  with  velocities  from  2.001  ft.  to  12.01  ft. ;  and  the 
resistances  which  it  met  indicate  for  n  values  comprised  between 
0.402  and  0.364,  or  a  mean  of  0.383  ;  for  a  thin  circular  plate  of 
the  same  diameter,  he  had  1.12;  thus  that  of  the  sphere 
would  be  0.342. 

Beaufoy  also  made,  by  means  of  this  same  solid,  some  other 
very  interesting  observations. 
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For  ft  cylinder  haying  the  eame  diameter  of  1.128  ft.,  and  I  ft. 

long,  he  found  nss 1.030 

The  sphere  gave 0.383 

He  divided  it  in  halves  ;  one  of  them  put  in  front  of 
the  cylinder,  like  a  prow,  reduced  the  coefficient  to     .     .    0.328 
Put  in  the  rear,  it  ascended  up  to 0.888 

Finally,  one  half  being  placed   in  front,  and  the 

other  in  the  rear,  he  only  had 0.276 

And  even,  in  one  experiment 0.230 

We  see,  by  this  example ; 

1st.  That  in  lengthening  a  body,  we  diminish  notably 
its  resistance :  here  the  prolonging  of  the  sphere  di- 
minished it  in  the  ratio  of  383  to  276,  or  of  .     .     .     100  to  72 ; 

2d.  How  great  is  the  efifect  of  prows  and  stems  : 
they  reduced  the  resistance  from  1030  to  276,  or 
from  100  to  27 ;  that  is  to  say,  nearly  a  quarter ;  and 
possibly  more  than  a  quarter,  from 100  to  22 ; 

3d.  That  the  reduction  due  to  the  prow  alone  was     100  to  31 ; 

4th.  'And  that  the  reduction  due  to  the  stem  alone 
was  only 100  to  86. 

The  prow  269.  Seeing  the  Buperioritj  of  prows  over  sterns, 
"^•cute  ttto"  ^'^^  knowing  moreover  that  the  i&rst  diminish  the  resist- 
ance in  the  ratio  of  their  acnteness  (264),  it  would 
seem,  if  we  had  to  move  in  the  water  a  hody  having  an 
obtuse  extremity,  and  one  with  a  sharper  end,  that  the 
last  would  be  the  best  to  put  in  front;  experiment  teaches 
us,  however,  and  in  a  positive  manner,  that  such  is  not 
the  case.  Thus,  the  prism  represented  in  figure  94 
gave  n==0.327,  when  the  angle  A  was  in  front; 
and  it  indicated  0.430,  and  consequently  experienced  a 
much  greater  resistance,  in  the  proportion  of  100  to 
182,  when  the  angle  D,  much  the  most  acute,  passed 
first. 

This  &ct  has  been  known  for  a  long  time.  Chap- 
mann,  a  celebrated  Swedish  engineer,  demonstrated  it 
by  many  experiments,  in  his  treatise  on  the  constrac- 


thestem. 
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tion  of  ressels.  In  one  of  them,  he  took  two  cones, 
which  he  joined  base  to  base,  as  indicated  in  figure  95 ;  ^''  ^ 
and  when  the  most  acute  angle  0  was  in  firont,  the 
resistance  was  greater,  in  the  ratio  of  100  to  224. 
Consequently,  in  a  vessel,  it  would  be  an  advantage  to 
place  near  its  front  the  greatest  transverse  section,  or 
midship-frame^  in  technical  language.  Finally,  nature 
has  furnished  examples  on  this  subject,  in  the  form 
which  she  has  given  fish;  they  are  larger  at  the  head 
than  at  the  tail. 

270.  What  form,  what  curvature,  is  to  be  given  to  Besistanoo 
the  different  parts  of  a  floating  body,  so  that  it  shall  ^p*^*"***''^ 
experience  the  least  resistance  as  it  moves  in  the  water? 
To  answer  this  question  would  be  to  resolve  the  pro- 
blem of  the  solid  of  legist  resistance,  so  important  for 
naval  architecture.  But  theory,  in  its  actual  state,  can- 
not lead  us  to  its  solution  (267) ;  and  experiment,  which 
we  have  so  much  interest  in  consulting,  has  not  as 
yet  determined  it  in  a  direct  and  predse  manner. 

I  know  of  but  one  observation  giving  immediately 
the  resistance  of  a  body  similar  to  the  great  vessels 
used  in  navigation;  it  is  that  made  by  Bossut  with  a 
model  of  one  of  our  ships  of  the  line,  which  was  6.897 
ft.  long  and  1.738  ft.  wide;  and  yet,  as  the  author  has 
not  given  the  area  of  the  portion  of  midships  immersed, 
we  cannot  determine  all  the  circumstances  of  resistance. 
Still,  as  a  right  prism,  having  this  midship-frame  for 
its  base,  and  the  same  length,  has  been  submitted  to  ex- 
periment under  the  same  draught  of  water,  we  can  judge 
of  it  by  comparison.  Taking,  then,  for  the  unit,  the 
resistance  of  the  |)rism,  it  was  found,  in  six  experitdents, 
that  that  of  the  vessel  varied  from  0.219  to  0.178,  or 
at  a  mean  of  .20,  that  is  to  say,  a  fifth  part  of  the 
other.     As  the  prism  was  rounded  upon  its  lateral 
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faces,  it  is  probable  that  the  coefficient  n  of  the  resist- 
ance was  below  1,  and  consequently,  that  of  the  vessel 
would  haire  been  less  than  0.20.  It  would  have  been 
still  less  for  brigs,  store  ships,  and  other  vessels,  prime 
sailers,  which  go  with  great  velocity,  and  so  experience 
but  little  resistance. 

It  is  said  that  for  certain  boats  n  would  descend  as 
low  as  from  0.17  to  0.16.  This  would  probably  be  the 
c%BC  with  the  wave  boat  of  Mr.  Russell,  which,  upon  the 
Union  Canal  in  Scotland,  experienced  a  resistance  much 
less  than  that  of  other  fSost  boats.  It  would  have  been 
thus  for  the  boats  of  the  engineer  Burden,  of  which 
the  part  immersed  in  water  consisted  of  two  or  three 
bodies,  spindle-formed,  which  would  only  experience  a 
slight  resistance;  boats  which  navigate,  it  is  said,  the 
great  rivers  of  America,  with  a  velocity  of  eight  leagues 
per  hour. 

There  are,  then,  ships  and  boats  for  which  the  resist- 
ance of  the  medium  in  which  they  sail  is  only  a  sixth 
part  of  that  experienced  by  a  rectangular  parallelepiped 
of  the  same  length,  breadth  and  draught  of  water;  it 
would  be  nearly  expressed  by 

9^«?^,  for  metres;  or  O.lTw*,  for  feet. 

Fonn  ^^'  ^^^  ample  details  oonoeming  yessels  and  boats  are  for- 

of  eign  to  our  purpose ;  they  belong  exdusively  to  the  department 

of  engineers  charged  with  their  oonstniction.*  I  confine  mjself 
to  giving  an  idea  of  the  forms  which  seem  to  have  been 
adopted. 

I  shall  first  remark,  that  the  least  resistance  is  not  the  sole 
aim  to  be  attained,  especially  in  great  ships.  It  is  also  neoessaiy 
to  secure  their  stability ^  that  is  to  say,  the  means  of  resisting  the 
forces  which  tend  to  incline  them  beyond  a  certain  limit,  and  to 
upset  them :  they  must  also  be  rendered  fit  to  carry  sails,  heavy 
ordnance,  etc. ;  to  resist  the  agitations  of  the  sea ;  they  must 

*  See  the  great  Dlcttonnalio  dc  Marine,  par  Vial  do  ClalxtMln. 
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have  a  capacity  to  hold  many  passengers  or  much  freight ;  they 
must  often  be  made  to  navigate  in  shallow  water ;  finally,  they 
should  yield  readily  to  the  action  of  the  helm.  Thus  their  forms 
will  ]be  di^rent,  according  to  the  object  for  whicft  they  are 
designed ;  though,  for  nearly  all,  it  is  desirable  that,  under  the 
same  motive  power,  with  the  same  wind,  they  may  attain  a  suf- 
ficiently great  velocity,  and  consequently,  that  they  should  oiEsr 
but  a  small  resistance. 

For  this  purpose,  and  to  satisfy  the  idea  that  ships,  even  those 
of  war,  should  be  made  suited  to  cleave  the  water,  towards  the 
middle  of  the  last  century,  they  were  narrowed  and  consideraUy 
reduced  on  approaching  the  prow  and  bottom ;  the  same  course 
was  taken  even  towards  the  stem,  to  facilitate  the  clearing  of  the 
water,  and  as  if  to  equilibrate  the  two  halves  of  the  ship ;  we 
have  the  form  indicated  (Fig.  96)  for  the  sections  of  a  ship  of  the  Fig.  m. 
line  constructed  at  that  period. 

Afterwards,  these  contractions  were  somewhat  reduced,  and 
we  have  the  form  given  by  Fig.  97,  and  which  is  now  most  gene-  pj^  ^ 
rally  adopted  in  Europe.  We  have  only  represented  the  bottom, 
or  that  part  which  lies  under  water ;  that  which  is  above,  or  the 
top  sides,  is  often  of  a  great  height,  as  we  may  judge  by  Fig.  96. 
At  A  is  the  elevation  of  the  ship :  we  there  see  the  difierent 
parts,  or  frames  of  carpentry :  abia  the  keel,  be  the  stem,  ad  the 
stem,  and  M  the  midship-firame  ;  1^  2f,  <'  and  4'  are  some  for- 
ward half  frames ;  1,  2,  3,  4  and  5  are  those  belonging  aft: 
these  last  are  seen  on  the  left  side  of  the  vertical  projection  B  ; 
the  first  are  on  the  right.  In  the  elevation  A,  e^  represents  the 
load  water  line,  ff,  ggf,  hhf  are  the  water  lines,  or  the  intersec- 
tions of  the  bottom  with  horizontal  planes,  intersections  made  at 
{,  {  and  ^  of  the  immersed  part.  We  see  them  marked  with  the 
same  letters  on  the  horizontal  projection,  or  rather,  the  half  hor- 
izontal projection  0 :  they  show  the  narrowings  of  the  ship 
towards  its  extremities;  and  they  are  so  much  the  greater  as 
they  are  found  nearer  the  keel. 

In  recent  constructions,  we  place  midships  more  forward ;  the 
water  lines  are  quite  convex  towards  the  prow,  and  they  terminate 
nearly  in  a  right  line  alongside  of  the  stem :  we  give  more  rake, 
curvature  and  salience  to  the  stem,  and  a  greater  draught  of  water 
to  the  rear.    All  these  dispositions  are  seen  in  Fig.  98,  which      Fig.  98. 
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represents  an  eleyation  and  plan  of  an  American  schooner,  a  ves- 
sel eminently  adapted  for  speed. 

I  shall  not  speak  of  floating  bodies  used  for  interior  navigation, 
more  than  ft)  say,  that  to  swifb  boats,  those  which  make  foor  or 
more  leagues  an  hour,  is  given  an  elongated  form,  for  example, 
69  ft.  long  by  5.25  ft.  vdde,  and  tapering  very  much  at  the  prow. 
(See  on  this  subject  a  memoir  of  Mr.  Russell,  in  the  Annales  des 
ponts  €t  chauss^es,  tome  XIV.  1837.) 

ARTICLE  SECOND. 
Resistance  in  a  narrow  Canal. 

We  have  two  cases  to  distinguish :  that  of  boats 
designed  to  carry  merchandise  with  small  velocity,  and 
that  of  boats  built  to  carry  passengers  with  great 
speed. 
Resistance  272.  When  a  barge,  or  any  floating  body  in  general, 
small  velocities,  is  moYcd  in  a  canal  whose  width  does  not  exceed  four 
or  five  times  its  own,  it  has  a  peculiar  obstacle  to  sur- 
mount. The  water  which  is  in  front,  urged  by  it,  will 
be  elevated  againsi*  this  front ;  falling  then  &om  this 
height,  it  tends  to  escape  along  the  sides,  as  in  the  case 
of  an  indefinite  fluid.  But  it  cannot  accomplish  this 
with  the  same  fsixsility  and  readiness ;  the  body  urges 
and  carries  forward  with  it  a  portion,  the  more  consid- 
erable, as  the  interval  between  its  sides  and  those  of 
the  canal  is  reduced;  whence  a  greater  force  is  re- 
quired to  move  with  the  same  velocity. 

Bossut  also  made  numerous  and  interesting  ex- 
periments to  determine  this  force.  In  one  of  them,  he 
provided  a  prism  with  a  square  base,  and  each  side 
2.13  ft. ;  its  length  was  6.46  ft.,  and  he  sunk  it  one  half 
in  the  water.  It  was  moved  in  a  large  basin,  with  a 
velocity  of  2.756  ft.,  without  contracting  the  inter- 
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INTEBYAL 

BATIO 

at  each 

at 

realBtan- 

side. 

1>OttO|D. 

cea. 

feet 

feet. 

■ 

indefinite 

indefinite 

1.00 

indefinite 

1.355 

1.10 

indefinite 

0.2952 

1.15 

2.031 

0.3116 

1.52 

0.7086 

0.2788 

2.26 

0.2001 

0.2788 

3.15 

yalfl,  which  may  there  be  re- 
garded sa  indefinite ;  and  there 
was  a  resistance  of  17.263 
lbs.,  which  we  will  represent 
by  1,  in  the  annexed  table. 
Then,  by  means  of  great  plank 
enclosures,  the  intervals  be- 
tween the  bottom  and  sides 
were  gradually  diminished,  and 
reduced  to  the  dimensions  noted  in  the  two  first  col- 
umns; there  resulted  the  resistances  indicated  in  the 
last  column. 

Dubuat,  analysing  the  different  experiments  of  Bos- 
sut,  found  that  even  here  the  resistance  increased  as  the 
square  of  the  velocities;  that  it  depended  neither  upon 
the  form  of  the  canal,  nor  that  of  the  floating  body,  but 
solely  upon  the  ratio  between  their  sections.  Galling  c 
that  of  the  canal,  s  that  of  the  portion  of  the  prism 
plunged  in  the  water,  P  the  resistance  which  this  prism 
experiences  in  an  indefinite  fluid,  and  P'  that  experi- 
enced in  the  canal,  he  found  that  we  have,  with  sufficient 
exactness  for  his  experiments, 


F  =  P 


8.46 

-r+2 


This  relation  indicates,  that  when  the  section  of  the 
canal  is  6.46  times  greater  than  that  of  the  prism,  it 
moves  as  in  an  indefinite  fluid.  But  in  order  that  this 
may  be  the  case,  the  width  of  the  canal  should  be  at 
least  four  times  that  of  the  body. 

In  adapting  to  the  bases  of  the  right  prisms,  which 
have  served  to  make  the  experiments,  angular  prows,  we 
diminish  the  resistance,  but  much  less  than  in  an  indefi- 
nite fluid,  and  so  much  the  less  as  the  canal  is  more 
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narrow;  the  body  was  compelled  to  ptish  before  it  very 
nearly  the  same  quantity  of  water,  whatever  might  he 
the  form  of  its  front  part.  Designating  by  q  the  ratio 
between  the  resistance  of  the  prism  with  a  prow  to 
that  of  the  prism  without  a  prow,  moved,  both  of  them, 
in  an  indefinite  fluid,  and  calling  F'  the  effective 
resistance  in  the  canal,  Dubuat  was  led  by  analogy  to 
admit 

P"=F  \  1—0.188  {1—q)  (y— l)  (  . 

Besistance         Let  US  compare  the  result  of  thi^  formula  with  that  of  an 
'^'mJ^  ^*id  ^^  experiment  made  upon  the  greatest  of  our  canals,  the  canal  of 
of  Languedoc.  Languedoc,  by  M.  Magu^s,  chief  engineer  of  the  canal,  and  by 
myself. 

In  a  place,  near  Toulouse,  where  the  mean  section  of  the  canal 
was  285.79  sq.  ft.,  a  barge,  like  to  the  fireight  boats,  loaded  with 
108  tons,  with  a  transverse  section  of  73.627  sq.  ft.,  being  drawn 
by  two  horses,  ran  12060.6  fl.  in  V  15";  that  is,  2.6798  ft. 
per  second :  a  dynamometer,  fixed,  one  part  to  the  boat,  the 
other  to  the  trace,  marked  as  a  mean  of  the  small  oscillations, 
264.57  lbs.,  reduction  t>eing  made  to  direct  traction. 

We  have,  in  this  case,  «= 2.6798  ft. ;  c  =  285.79  sq.  ft. ;  *  = 
73.627  sq.  ft.;  and  consequently, ^  =  3.8815.  We  will  make 
q  =  0.4 ;  it  is,  I  believe,  the  smallest  value  which  can  be  assigned 
to  it  in  these  barges,  which  are  great  boxes,  fitted  with  prows 
and  stems  very  obtuse,  though  with  curved  faces.  As  for  n  in 
the  value  of  P,  it  is  1.  Consequently,  we  have 
P  =  1 X  73.627  X  .0155366  (2.6788)«  X  62.429»'>'-  =  512.86»»* 

^  =  ^12.86  _|jgj^  =  737.71- 

F'=  737.71  {1—0.183  (1—0.4)  (3.8815  — 1)}  =  504. 31»- 
Thus  the  result  of  calculation  is  nearly  double  that  of  experi- 
ment :  it  is  1.91  times  greater.  At  certain  periods,  it  is  true, 
it  was  less ;  but  it  did  not  descend  below  1.60.  So  that  the  for- 
mula of  Dubuat  is  not  applicable  to  the  barges  of  the  canal  of 
Languedoc. 
273.  Every  day.'s  experience  gives  a  much  less  resistance. 
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I  state  &e  facts,  and  fint  the  prindpal. dimensions  of  the 
canal  and  of  the  barges. 

The  profile  of  the  mass  of  water  contained  in  a  canal  experi- 
ences small  variations,  according  to  local  causes  and  the  droughts 
of  the  seasons.    As  a  mean  term,  we  may  admit : 

Width  of  the  fluid  sur&oe, 57.415»- 

Width  at  bottm, 31.168 

Depth  of  water, 6.5618 

Thus  the  mean  section  will  be 290.63*0-  '^• 

The  great  barges  are  about 
In  length, 85.303*- 

-_  . , .,  (  on  deck, 17.388 

The  mean  width  <    .  ,   xx  tA  m^ 

\  at  bottom, 14.60 

Under  a  fiill  load  of 120  tons, 

The  draught,  at  the  maximum  allowed,  is    .      5.249^ 
The  section  below  the  water  line  is  then  .     .    80.732**-  '*- 

Such  a  barge,  drawn  by  two  common  horses,  goes  from  Toulouse 
to  Agde,  running  a  length  of  743970  ft.,  in  seven  days :  we 
reckon,  per  diem,  14  hours  of  travel,  of  whidi  3  are  employed  in 
the  passage  of  locks,  and  11  for  the  efifoctive  travel.  So  that  in 
77  hours  they  go  743970  ft.,  or  731424  ft.,  deducting  12545  ft., 
the  length  of  84  locks  passed :  thus,  the  horse  drawing  makes 
9498.2  ft.  per  hour,  or  2.6378  ft.  per  second,  as  his  mean  velocif^ ; 
it  would  only  be  2.1096  ft.,  including  iiie  rest  at  the  locks. 

In  cases  of  urgency,  the  journey  is  accomplished  in  six  days ; 
the  time  of  the  day's  work  is  increased ;  and  ^e  two  horses 
drawing  the  barge  travel  123995  ft.  per  day. 

The  force  they  exert  upon  the  traces  is  veiy  near  286.62  lbs.,  or 
264.57  lbs.  in  the  direction  of  motion. 

With  a  velocity  of  2.5247  ft.,  and  the  above  dimensions,  tiie 
formula  of  Dubnat  would  indicate  582  lbs.,  a  quantity  more 
than  double. 

Correcting  this  formula  by  the  observation  which  gives  us  but 
264.57  lbs.,  causing  the  correction  to  be  made  in  the  multiplier 
0.183,  and  comprising  ^  in  its  value,  the  resistance  of  barges 
which  navigate  the  canal  of  Languedoo  will  be  expressed  by 
F  |1.— 0.26  (-^ — ^)}  ;  or,  with  more  simplicity  and  sufficient 
exactness, 

2.6639  -^^  lbs. 

38 


in  great 
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Resisunce  274.  When  the  velocity  of  a  boat  becomes  consider- 
able, the  movements  of  the  water  in  the  canal,  which 
were  hitherto  scarcely  appreciable,  and  whose  effects 
were  without  marked  influence,  now  manifest  them- 
selves, and  exert  a  very  great  influence. 

I  will  point  out  the  most  influential  of  these  move- 
ments. When  a  boat  goes  in  a  narrow  canal  with  a 
great  velocity,  from  18.12  to  16.4  ft.,  the  fluid  which 
it  displaces  at  each  instant  rises  upon  its  sides,  and 
produces  quite  a  swell  there.  If  we  stop  the  boat 
suddenly,  we  see  it  very  distinctly  advance  forward, 
and  form  across  the  canal  a  projecting  wave,  which 
advances  upon  the  fluid  sheet,  even  to  a  distance  of  a 
mile  and  one  fifth,  with  a  velocity  always  uniform, 
independent  of  that  which  the  boat  had,  and  which 
would  seem  to  depend  solely  upon  the  depth  of  the 
water  in  t^e  canal.  Numerous  experiments  have 
shown  that  this  velocity  is  due  to  a  height  nearly 
equal  to  half  the  depth  of  water,  increased  by  the  height 
of  the  wave:  so  that  if  h  represent  the  mean  depth, 
thus  increased,  the  velocity  will  be  5.6694  V  h.  M. 
Yuigner  thinks,  that  if  the  water  of  thejcanal  has  a 
motion  of  its  own,  we  should  add  it  to  or  subtract  it 
from  the  above  value,  according  as  we  descend  or 
ascend  the  current. 

When  the  velocity  of  the  boat  is  small,  from  3.28  to 
6.56  ft.,  the  displaced  fluid,  having  time  to  spread  over 
a  great  sur&ce,  will  produce  only  a  slight  swell ;  the 
wave  resulting  is  scarcely  appreciable;  it  advances 
without  marked  action,  and  is  soon  far  away  from  the 
body  which  produced  it.  We  have  then  the  condition 
treated  of  in  the  preceding  number;  and  the  resistance, 
subject  to  the  laws  there  indicated,  increases  very 
nearly  in  proportion  to  the  square  of  the  velocity. 
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If  the  velocity  shonld  reach  more  than  one  half  or 
two  thirds  that  of  the  wave,  the  swell  is  greatest ;  the 
series  of  waves  which  it  occasions  forms  a  fluid  roll, 
holding  itself  constantly  in  front  of  the  boat,  and 
opposing  a  great  resistance  to  its  coarse.  Astern, 
instead  of  a  slight  wake,  there  is  a  great  depression ; 
the  water  of  the  adjacent  sides  rushes  in  to  fill  up  the 
hollow,  and  there  produces  tumultuous  motions.  The 
lateral  currents,  starting  at  the  sides  of  the  prow  of 
the  boat,  in  the  form  of  great  furrows,  diverging  and 
directed  downwards,  strike  upon  the  banks  of  the  canal, 
and  break  against  them.  As  the  velocity  of  the  boat 
increases  and  approaches  that  of  the  wave,  the  move- 
ments whit^h  we  have  been  considering  increase  consid- 
erably. Boats  have  been  seen,  being  raised  at  the  prow 
by  the  wave  which  had  just  passed  them,  and  which  was 
as  high  as  the  prow  itself,  to  incline  very  sharply  to 
the  horizon,  to  present  a  great  sur&ce  to  the  shock  of 
the  fluid,  and  to  experience  an  insurmountable  resist- 
ance. Astern,  a  void  is  formed,  into  which  the  adjacent 
water  rushes  violently,  and  rises  again  in  foam.  The 
lateral  currents  are  borne  violently  against  the  banks, 
and  rend  them.  Could  we  shoot  by  this  critical  posi- 
tion, and  by  an  increase  of  velocity  be  placed  a  little 
beyond  the  wave,  the  circumstances  would  be  changed. 
The  boat  would  be  found  as  it  were  descending  an  in- 
clined plane :  gravity  lending  its  help,  would  diminish 
the  resistance  there,  or  rather,  the  force  of  traction ; 
and  we  should  have  the  singular  phenomenon  of  such 
a  force  really  diminished  in  consequence  of  the  increase 
of  velocity. 

If  the  velocity,  still  increasing,  should  attain  about 
one  quarter  more  than  that  of  the  wave,  the  state  of 
things  would  then  be  entirely  different.     The  swell 
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produced  at  the  sides  of  the  boat  by  the  fluid  which  it 
displaces  at  each  step,  forms  as  it  were  a  wave,  upon 
the  back  of  which  it  seems  to  be  borne ;  the  bow  and 
stem  are  disengaged.  The  wave  which  this  swell  tends 
to  produce,  being  left  astern,  goes  quietly  to  fill  up  the 
depression  which  is  made  there;  the  lateral  currents 
merely  sweep  by  the  foot  of  the  banks  with  a  reg- 
ular movement,  and  in  front  we  only  find  a  plane 
and  tranquil  sur&ce.  In  consequence  of  this  position, 
and  of  the  immersion  of  the  boat,  the  resistance  is 
diminished,  and  it  increases  in  a  less  ratio  than  the 
square  of  the  velocities :  we  are,  then,  brought  to  the 
condition  of  the  experiments  of  Macneill  (255),  where 
a  floating  body  was  moved  with  a  great  velocity. 

The  curve  MNOPQ  (Fig.  92  bis),  which  Mr.  Rus- 
sell traced,  as  the  result  of  one  of  his  experiments, 
shows  us  the  law  which  the  resistances  follow  in  the 
different  cases  we  have  discussed.  We  there  see  how, 
in  the  branch  NO,  when  the  velocity  of  the  boat  is 
nearly  that  of  the  wave,  the  resistance  increases,  as  if 
the  boat  had  actually  to  be  drawn,  to  enable  it  to  rise 
upon  an  inclined  plane ;  while  in  the  branch  OQ,  the 
descending  boat  requires  a  less  extraneous  force  to 
move  it,  even  with  a  greater  velocity. 

Batiotobe  275.  From  what  has  been  said,  the  velocity  of  a 
^tweentbe  boat  should  always  bear  an  established  ratio  to  that 
b^trilSa^tte  ®^  ^®   wave,  and  consequently  to  the  depth  of  the 

depth  of  tbo    water  in  the  canal,  this  last  velocity  depending  only 
upon  this  depth. 

Let  us  take,  for  example,  the  canal  of  Languedoc, 
where  the  depth  is  generally  6.56  fk.  The  velocity  of 
the  wave,  neglecting  its  small  height  above  the  fluid  sur- 
fifcce,  will  be  then,  5.6694  V6.56i8  =  14.622  ft. 
Thus,  the  influence  which  the  wave  will  exert  upon  the 
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resistances  to  be  ezperienoed  by  the  boats,  will  only 
take  place  between  the  velocities  above  one  half  and 
below  five  fonrths  of  14.522  ft. ;  that  is,  between  the 
velocities  of  8.20  and  18.05  ft.,  or  even  those  of  9.84 
and  16.40  ft  We  must  then  avoid  being  found  within 
these  limits.  The  freight  boats,  which  have  not  even 
8.28  ft.,  are  entirely  ontside  the  limit.  As  for  the  mail 
boats,  which  make  from  ten  to  eleven  thousand  metres 
per  hour,  and  whose  velocity  is  consequently  from  9.12 
to  10.04  ft.,  they  attain  the  inferior  limit;  they  may 
exceed  it  a  little  without  serious  consequences;  but 
they  cannot  exceed  it  much,  making  say  three  or 
three  and  a  half  leagues  per  hour,  without  experiencing 
a  much  greater  resistance,  and  without  increasing  the 
number  of  towing  horses:  even  with  such  increase, 
they  can  never  accomplish  four  leagues.  It  would  be 
necessary  for  them  to  exceed  five,  but  with  horses,  such 
speed  could  not  be  maintained.  A  steamboat  of  suffi- 
cient power  would  be  required. 

So  also,  the  depth  of  a  canal  to  be  established  should 
bear  a  fixed  ratio  to  the  velocity  of  the  motive  powers 
to  be  used  on  it.  If  that  of  horses,  for  example,  as  the 
greatest  speed  with  relays  is  4  leagues  or  52494  ft.  the 
the  hour,  or  14.5671  ft.  per  second;  and  as,  on  the 
other  hand,  we  must  exceed  by  about  a  quarter  the 
velocity  of  the  wave,  we  shall  have  to  fulfil  the  condi- 
tionexpressed  by  the  equation  14.5671= 1.25  X  5.6729 
V  A ;  whence  A=4.22  ft.  Thus,  the  depth  to  be  given 
to  the  canal  will  be  4.22  ft.  A  greater  than  this  would 
be  prejudicial.  This  assertion  may  seem  paradoxical  to 
those  who  know,  and  all  watermen  know,  that,  in  gen- 
eral, the  navigation  is  easier  the  deeper  the  water;  but 
what  is  true  for  ordinary  boats  is  not  so  for  those  of 
great  speed. 
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Great  Tdociues  276.  Thoj  present  also  a  very  extraordinary  &ct,  to 
thebwktieas.  ^^^^^  '^^  ^^^  already  alluded;  which  is  that,  with  their 
very  great  velocity,  they  occasion  much  less  injury  to 
the  banks  than  with  a  velocity  a  little  below  5.4889  V  A. 
I  have  witnessed  this  &ct  upon  the  canal  of  Ourcq, 
near  Paris,  which  is  29.528  ft.  wide  at  the  sur&ce,  by 
4.265  ft.  in  mean  depth;  the  boat  used  was  made  in 
England,  such  as  are  in  use  there,  and  was  74.476  ft. 
long  and  6.1024  ft.  in  its  greatest  width;  the  velocity 
of  the  wave  was  estimated  at  12.189  ft.  After  having 
moved  the  boat  with  a  velocity  of  14.764  ft.,  it  was 
stopped,  and  a  strong,  well  defined  wave  was  seen  to 
advance  in  front;  when  it  had  reached  a  certain  dis- 
tance, the  boat  was  put  to  its  former  speed;  on  approach- 
ing the  wave,  the  water  piled  up  and  bubbled  much  in 
front;  it  was  precipitated  in  the  rear,  and  rose  again  at 
different  intervals  in  sharp  crests;  the  lateral  currents 
would  strike  violently  against  the  banks,  and  shoot  up 
&r  above  them.  But  as  soon  as,  with  great  striving  of 
the  horses,  we  had  passed  by  the  wave,  we  advanced 
then  upon  tranquil  water;  the  prow  cleft  its  way  easily, 
and  the  waves  in  the  rear  presented  nothing  of  an  extra- 
ordinary character.  John  Russell,  the  first  who  has 
described  the  existence  of  this  wave,  and  verified  its 
effects,  insists  upon  this  important  circumstance;  and 
he  expressly  declares,  that  he  has  seen,  in  great  veloci- 
ties, the  rear  wave,  so  destructive  to  the  sides  of  the 
channel,  and  so  dangerous  in  the  navigation  of  shal- 
low water,  disappear  entirely. 

It  is,  then,  very  advantageous  to  give  boats  a  velocity 
much  greater  than  that  of  the  wave ;  but  this  is  not 
always  easy.  When  we  gradually  increase  the  velocity, 
the  waves  become  more  and  more  strong ;  they  accumu- 
late more  and  more  in  front,  and  the  resistance  which 
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they  oppose  to  motion  becomes  so  great  on  approaching 
the  Telocity  of  5.4389  V  A,  that  the  horses  frequently 
cannot  surmount  it.  To  accomplish  this  end,  we  should 
go  slowly  at  first ;  the  waves  are  then  small  and  are 
quickly  passed ;  then  the  velocity  should  be  suddenly 
increased,  by  putting  the  horses  to  a  smart  gallop ;  the 
waves  have  not  time  to  enlarge  and  pile  up,  and  we 
can  get  beyond  them  without  great  difficulty ;  beyond 
this,  the  towing  is  easy,  provided  the  horses  can  main- 
tain the  suitable  velocity  of  6.888  V  h. 

I  refer  to  the  important  memoir  of  John  Bussell  for 
other  details  upon  the  motion  of  swift  boats,  and  upon 
waves  in  front,  as  well  as  those  in  the  rear."^  I  should 
observe,  that,  however  interesting  may  be  the  facts  there 
reported,  and  however  ingenious  or  probable  may  be 
most  of  the  inferences  which  the  author  has  drawn  from 
them,  this  branch  of  science  has  but  just  had  its  birth, 
and  is  a  long  way  £rom  being  perfected. 


two 


SUB-SECTION   II. 

HYDRAULIC   MACHINES. 

277.  A  machine  is  an  assemblage  of  pieces,  levers  or  MacwneB 
wheels,  so  connected  that  motion,  beingimpressed upon  ^^w***^*® 
the  first,  is  transmitted  from  one  to  the  other,  even  to 
the  last,  which  produces  a  certain  effect ;  that  is  to  say, 
which  accomplishes  a  certain  work,  such  as  raising  a 
body  of  water  or  any  other  body  to  a  given  height  ; 
such  as  grinding  a  certain  quantity  of  grain,  spinning 
a  certain  quantity  of  wool,  &;c.     When  the  machine  is 

*  RneftTchef  In  HjdrodTnamics.   Bj  Jobn  Scott  Rossell.   Edinburgh,  18S7. 


804  HYDRAULIC  MACHINES. 

moved  by  a  carrent  of  water,  it  is  a  hydraulic  machine. 
The  carrent  is  the  immediate  motor,  and  gravity,  from 
which  it  derives  its  force,  whether  acting  by  its  weight 
or  by  its  impulse,  is  the  prime  motor. 

In  all  machines,  each  piece  may  be  regarded  as  the 
motor  of  that  immediately  following  it.  It  may  be  con- 
sidered as  a  separate  machine,  receiving  movement  from 
that  which  precedes  it,  and  imparting  the  same  to  that 
which  follows  it.  We  shall  only  consider,  in  this  sab- 
section,  the  piece  which  receives  directly  the  action  of 
the  motor,  and  which  M.  Poncelet  has  accordingly 
named  the  recipient;  it  alone  will  constitute  our 
hydraulic  machine. 

There  are  two  kinds  of  them ;  the  one  endowed  with 
a  motion  of  rotation^  and  the  other,  with  an  aitemate 
motion.  Hydraulic  wheels^  comprising  turbines  and 
m^ichines  of  reaction,  form  the  first  class ;  in  the  sec- 
ond, we  have  to  consider  water-pressure  m>achines  and 
the  hydraulic  ram.  There  are  a  great  many  other 
machines  which  have  been  projected,  and  even  executed, 
but  as  they  are  not  in  common  use,  they  need  not  be 
discussed  in  a  manual  of  this  sort.  The  reason  which 
causes  us  to  pass  them  by  in  silence,  induces  us  to 
dwell  more  particularly  upon  those  in  general  use. 

Before  passing  to  the  determination  of  the  effect 
which  machinea,  or  rather,  that  which  a  water-course, 
through  their  intermediate  action,  produces,  we  will,  in 
the  first  chapter,  fix  upon  the  acceptation  to  be  given  to 
the  terms  motor  and  effect^  and  establish  the  expression 
of  their  magnitude.  * 
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CHAPTER    I. 

MOTORS  AND   THEIR   EFFECTS. 


ARTICLE   FIRST. 
Motors. 

278.  When  a  motive  power,  or  contintwus  caase  of  Force 
motion,  acts  npon  a  machine,  it  exerts  upon  the  part  to  moton. 
which  it  is  applied,  a  pressure  or  effort ;  and  while 
exerting  it,  it  advances  in  the  direction  of  this  effort,  or 
in  a  direction  in  which  it  may  be  led,  and  thus  runs 
through  a  certain  space.  Suppose,  for  example,  taking 
the  most  simple  case,  that  a  horse,  drawing  a  heavy 
weight  along  a  horizontal  road,  passes  over  a  certain 
distance  with  a  uniform  motion;  the  effort  he  exerts, 
being  constant,  will  be  measured  by  a  dynamometer 
conveniently  placed  between  him  and  the  body.  Let  K 
be  the  number  of  pounds  indicated  by  the  instrument, 
and  1/  the  length  of  the  road  passed ;  the  product  ISJj 
of  the  effort  by  the  length  of  trip,  which  is  but  the 
sum  of  the  efforts  made,  will  manifestly  be  the  quan- 
tity of  action  developed  by  the  motive  power  in  this 
operation;  it  will  be,  using  the  terms  adopted  by  MM. 
Poncelet  and  Coriolis,  the  mechanical  work,  or  simply 
the  work  done. 

Naturally,  the  more  work  done  in  a  given  dme  by  a 
motive  power,  the  greater  force  it  has;  tiius,  the  greater 
the  body  of  water  raised  by  a  machine  the  same  height 
in  the  same  time,  the  greater  is  its  power.  Taking  the 
common  unit  of  time,  the  dynamic  force,  or  simply  the 
force  of  a  motor,  will  be,  with  us,  the  quantity  of  action 
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which  it  shall  develop  in  one  second;  in  fine,  it  will  be 
the  effort,  multiplied  by  the  velocity;  for  in  1",  li=v 
andKL'=Kv. 

279.  Let  us  return  to  the  above  example.  Suppose 
the  horse  detached,  and  that,  in  his  place,  at  the  end  of 
the  trace,  (which  we  will  suppose  to  be  without  weight, 
and  of  a  length  a  little  exceeding  L',)  we  fix  a  weight  P 
equal  to  K,  which,  being  passed  over  a  pulley,  descends 
into  a  vertical  pit  of  a  depth  H  equal  to  L'.  The 
weight,  excepting  the  first  instants  of  motion,  exerting 
an  effort  like  to  that  of  the  horse,  experiencing  a  like 
resistance  on  the  part  of  the  body  to  be  drawn,  will 
descend  in  the  pit  with  a  uniform  motion,  as  the  weight 
of  a  clock  descends,  and  it  will  reach  the  bottom  at  the 
same  instant  that  the  horse  would  urrive  at  the  end  of 
the  course  L'.  Thus,  in  both  cases,  the  body  drawn  will 
pass  through  the  same  space  and  with  the  same  velocity. 
The  weight  P  has  then  effected  all  that  the  horse  has 
done;  as  a  moving  power,  it  is  identical,  and  its  quan- 
tity of  action  PH,  equal  to  KL'  and  developed  in  the 
same  time,  being  reduced  to  the  second,  will  also  express 
the  dynamic  force  of  the  horse. 

In  general,  for  every  motive  power,  we  may  substi- 
tute a  weight,  which,  descending  from  a  certain  height, 
shall  measure  its  force.  Its  expression,  PH  or  P^H^, 
and,  generally,  the  product  of  the  number  of  pounds  by 
a  number  of  feet,  occurring  often  in  calculations  relating 
to  machines,  we  will  designate  them  by  the  exponent 
p .  f  or  pf ;  thus  we  write  PHp*^. 

The  expression  of  the  force  of  motors  has  been  the  object  of  the 
special  consideration  of  many  authors,  among  others,  of  Smea- 
ton,  Coulomb,  Oamot,  Navier,  of  MM.  Poncclet  and  Goriolis. 
Before  ooniBning  myself  to  ideas  strictly  necessary  for  under- 


Fore« 
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standing  what  I  may  have  to  say  upon  hydraulic  machines,  I 
refer  to  their  works.* 

I  would  merely  remark,  that  the  expression  PH,  last  called 
the  quantity  of  action,  or  work^  has  been  named  moving  force 
by  Euler  (Acadimie  de  Berlin,  1751,  pp.  272  and  282),  mechanic 
power  by  Smeaton,  fhomentum  of  activity  by  Gamot.  I  have 
thought  best  to  preserve  the  word  force,  generally  used  in  the 
arts,  where,  without  any  inconvenience,  we  speak  of  the  force  of 
a  current  of  water,  of  a  machine,  of  a  horse.  I  have  joined  the 
adjective  dynamic,  to  distinguish  it  from  the  force  properly  so 
called,  or  from  the  statical  force,  which  is  simply  an  effort  or  a 
weight.  Moreover,  '^  force  dynamique  "  is  the  simple  translation 
of  the  *'  mechanic  power  ^'  of  Smeaton,  and  it  is  synonymous  with 
the  ^^  moving  force  ^*  of  Euler. 

280.  The  dynamic  force  of  a  current  will  then  be 
expressed  by  PH^'in  1".  As  W  is  here  independent  of^cummt 
of  the  time,  P^*  will  be  the  weight  of  water  carried  by 
the  current  in  V\  H  is  the  height  of  the  fall  of  fluid, 
whether  real  or  fictitious;  it  is  real,  when  it  in  reality 
fells  fipom  the  height  H;  it  is  fictitious,  when  it  acts  by 
virtue  of  a  velocity  due  to  such  a  height.  In  estimat- 
ing the  force  of  a  current  of  water,  H  is  the  diflFerence 
of  level  between  the  fluid  surface  in  the  upper  reach,  a 
little  above  the  fall,  and  in  the  lower  reach,  a  little 
below  the  same. 

The  force  of  the  current,  depending  only  upon  the 
magnitude  of  the  product  P  X  H,  remains  always  the 
same,  so  long  as  it  undergoes  no  change,  whatever  other- 
wise the  respective  magnitudes  of  the  two  factors  P  and 
H  may  prove  to  be;  thus,  we  may  double  one;  but  we 
must  then  diminish  the  other  one  half. 


•  Smeaton,  Experimental  Examination  of  the  QaantltF  of  Mechanic  Power. 
Coulomb,  ExpMencee  destinies  ii  determiner  la  quantity  d'actlon  que  lea  hommes 
penvent  fbomlr  par  leur  trarall  Joamaller.  Camot,  Principee  de  TequlUbre  et  da 
mooTement  KaTler,  Additions  ii  rAichitectore  hydraollqae  de  Btildor,  tome  L, 
p.  178.  Poncelet,  Mteanlqae  indoftrlelle,  tome  I.,  p.  M.  Coriolls,  Da  calcal  de 
reffet  des  machlnee. 
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An  example  given  of  a  case  which  refers  most  directly  to  our 
object,  will  enable  us  to  see  the  truth  of  thb  prLaciple.  Let 
there  be,  in  any  place,  a  quantity  of  water  P,  falling  &om  an 
elevation  H  ;  we  may  there  establish  two  machines,  equal  in  all 
respects,  each  having  H  for  the  height,  and  receiving  ^  P  of  the 
vrater.  Let  there  be  elsewhere  a  course  of  water,  furnishing 
^  P,  but  with  2  H  of  fall ;  we  may  establish  there  two  machines 
exactly  similar  to  the  two  first ;  they  will  lie  one  beneath  the 
other,  while,  in  the  preceding  locality,  they  were  alongside  of 
each  other :  this  will  be  the  only  difference ;  in  other  respects, 
they  will  be  similax ,  and  the  two  streams  vnll  have  evidently  the 
same  dynamic  force;  that  is  to  say,  each  vrill  be  capable  of 
moving  an  equal  number  of  equal  machines.  This  example 
shows  also  that  the  force  of  a  course  of  water  is  proportional  to 
H ;  the  greater  the  height  of  the  &11,  the  more  power  will  it 
have  to  move  the  machines  ;  it  is  also  evidently  proportional  to 
P ;  whence  we  conclude,  h  pnari,  that  it  is  represented  by  PH. 

In  the  case  when  the  water-course  does  not  present  a 
real  fall,  the  fictitious  fall  will  be  .0155v*,  v  being 
the  mean  velocity  of  the  current ;  and  if  s  is  its  section, 
we  shall  have  P  =  62A29sv  ;  thus,  the  dynamic  force 
Pt;  (278),  will  also  be  expressed  by  .969945i;»;  it  will 
be  proportional  to  the  cube  of  the  velocity. 
Animal  281.  That  which  a  current  of  water  can  do  for  one 

hour,  it  may  do  for  an  indefinite  period.  It  is  not  so 
with  animal  power,  with  man,  the  horse,  &c, ;  they  can 
only  exert  a  certain  effort,  with  a  certain  velocity,  dur- 
ing a  limited  time ;  after  which,  they  are  obliged  to  take 
rest,  which  enables  them  to  develop  anew  an  equal 
quantity  of  action.  Their  labor  being  renewed  period- 
ically each  day  of  twenty  four  hours,  the  duration  of 
action,  in  this  space  of  time,  should  be  taken  into  con- 
sideration ;  let  T  be  this  duration,  expressed  in  seconds ; 
K  being  always  the  effort  exerted  by  the  acting  force, 
and  V  its  velocity,  Kt?T  will  be  the  daily  quantity  of 
action. 


power. 
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For  example,  a  common-sized  hotse,  drawing  a  cart 
on  a  horizontal  road,  or  a  boat  on  a  canal,  exerts  an  e£fort 
of  from  99  to  143  pounds,  going  with  the  respect- 
ive velocity  of  2.6  ft.  and  3.6  ft.,  and  can  travel  thus 
for  10  hours,  or  36000"  in  the  24  hours ;  so  that  his 
mean  day's  work  will  be  121^^  X  8.1"-  X  86000"  = 
18508600^^;  in  round  numbers,  13500000^'. 

282.  The  horse  being  the  moving  power  most  common-  Hon©-power 
ly  known,  is  usually  taken,  in  the  mechanical  arts,  for  steam  raginea. 
the  term  of  comparison,  to  express  the  force  of  motors. 
That  of  this  animal  varies,  it  is  true,  according  to  the 
muscular  power  and  weight  of  individuals,  and  that 
between  very  wide  limits.  But  in  the  series  of  terms, 
we  may  adopt  one  as  a  standard  of  comparison ;  thus, 
our  constructors  of  steam  engines,  like  the  English, 
take  for  the  horse-power,  that  of  a  horse  that,  travelling 
on  a  level  plane,  with  a  velocity  of  3.2809"-,  shall  raise 
a  weight  of  165.869i*»*-  (from  the  bottom  of  a  shaft,  for 
example,  by  means  of  a  cord  without  weight  passing 
over  a  pulley).  Though  such  a  force,  the  idea  of  which 
was  furnished  by  the  great  horses  used  in  the  breweries 
of  England,  is  '&r  superior  to  that  of  our  common 
horses,  we  will  still  admit  the  expression;  and  we- shall 
understand  by  horse-power,  or,  to  prevent  all  equivoca-  . 
tion,  and  employing  a  term  now  in  common  use,  we 
shall  understand  by  cheval  vapeur,  a  dynamic  force, 
or  a  moving  power,  capable  of  raising_  165.859*^  a 
height  of  8.2809"-  in  1" ;  that  is,  542.52^'  in  1". 

Consequently,  to  express  the  force  of  a  current  of 
water  in  units  of  this  kind,  we  must  divide  PH^*'  by 
542.52=0.001843PH,  and  this  quotient  will  indicate 
the  number  of  horse-powers  which,  acting  at  the  same 
time,  will  produce  an  equivalent  effect.  If  Q  was  the 
volume  of  water  furnished  by  the  stream  in  1",  we 
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should  have  P=62.429Q,  and  0.11607QH,  for  the 
number  of  horse-powers. 

ARTICLE  SECOND. 
Effects, 
Effectfl.  283.  To  produce  an  effect  upon  a  machine  is  to  over- 

I^sbtances : 

their  kinds,  comc  the  rcsistanccs  which  are  continually  or  periodi- 
cally reproduced  in  a  direction  opposed  to  the  motion 
throughout  its  duration. 

To  get  a  correct  idea  of  resistances  and  effects,  as 
well  as  of  their  ratio  to  the  dynamic  force  employed  to 
overcome  and  produce  them,  let  us  take  the  example  of 
a  common  mill,  moved  by  a  wheel  with  floats. 

The  whole  force  PH  of  the  current  directed  upon  the 
floats,  will  not  be  imparted  to  them.  A  part  of  the 
water  P  will  pass  through  the  interval  between  the 
wheel  and  the  sides  of  the  mill-course  which  conducts 
it,  and  it  will  exert  no  action.  A  part  of  the  &11  H, 
that  comprised  between  the  centre  of  percussion  of  the 
floats  and  the  lower  reach,  will  be  as  it  were  lost.  A 
part  of  the  motive  action  of  the  water  which  strikes  the 
wheel  will  be  destroyed,  either  by  reason  of  its  oon- 
.  traction  at  its  issuing  from  the  reservoir,  or  by  the 
shock  on  its  meeting  the  floats,  as  we  shall  see  in  what 
follows.  So  that  there  will  only  be  a  portion  of  the 
force  PH  which  will  be  communicated  or  impressed 
upon  them. 

This  impressed  force  upon  the  floats  should  first  act 
upon  the  gearing  designed  to  transmit  the  motion  of  the 
horizontal  shaft  of  the  wheel  to  the  vertical  spindle 
of  the  mill-stone.  But  before  reaching  it,  it  will 
already  have  experienced  two  losses  against  two  resist- 
ances which  it  had  to  surmount,  the  friction  upon  the 


MOTOBS  AND   THEIR  EFFECTS.  811 

gudgeons  of  the  first  of  these  two  turning  shafts,  and 
the  resistance  of  the  air  to  the  motion  of  the  floats. 
Arrived  at  the  gearing,  it  is  there  subjected  to  another 
loss,  occasioned  both  by  the  friction  of  the  teeth  of  the 
wheel  against  the  trundle  or  wallower  bars,  and  by  the 
shocks  of  these  teeth  against  the  trundles,  very  small, 
it  is  true,  but  repeated  without  cessation.  Beside  that 
of  the  wallower,  the  fipiction  of  the  pivot  of  the  verti- 
cal spindle  upon  its  socket  absorbs  also  a  part  of  its 
moving  action.  It  is  only  with  what  is  left  that  it 
arrives  finally  at  the  mill-stone,  and  overcomes  the 
resistance  which  the  grain  opposes  to  grinding.  To 
conquer  this  last  resistance  is  to  produce  the  useful 
effect^  that  in  view  of  which  the  machine  was  built ;  to 
it  alone  can  be  applied  the  saying  of  Montgolfier,  'Hhe 
vis  viva  is  that  which  pays." 

As  to  other  resistances,  those  proceeding  from  fric- 
tion, shocks,  and  the  surrounding  air,  they  do  but 
consume,  as  a  clear  loss,  a  large  portion  of  the  force 
which  the  motor  has  impressed  upon  the  wheel.  They 
are  produced  by  the  various  parts  of  the  machinery; 
they  are  in  some  sort  inherent  in  them,  and  are  conse-^ 
quently  termed  the  passive  resistances  of  the  machine, 
the  useful  efiect  being  taken  for  the  active  resistance 
overcome.  Though  they  may  have  been  without  a 
useful  result,  the  force  has  none  the  less  striven  against 
them;  it  has  none  the  less  conquered  the  aotion  which 
they  have  opposed  to  motion;  and  its  total  efiect, 
which  we  call  the  dynamic  effect  of  the  machine,  is 
composed  both  of  the  useful  efiect  produced,  and  the 
quantity  of  action  of  the  passive  resistances. 

284.    Since  the  resistances  are  continually  repro-    Exproasion 
duced,  the  greater  the  velocity  of  the  machine,  the  dynamic  effect 
greater  will  be  its  dynamic  efiect  produced  in  a  given 
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time ;  this  effect  will  be  in  the  oompound  ratio  of  the 
intensity  of  the  resistances  and  the  velocity  of  the 
machine. 

We  observe,  moreover,  that  to  produce  an  effect  is 
only,  in  result,  to  move  a  body  resisting  motion,  and 
to  move  it  with  a  certain  velocity,  in  a  direction 
opposed  to  that  of  its  resistance,  or  that  which  it 
inclines  to  take :  such  as,  for  example,  to  raise  a  weight 
vertically,  since  it  tends  to  descend  vertically,  and  to 
raise  it  with  a  certain  velocity.  Moreover,  every 
resistance  to  motion  is  but  an  effort  opposed  to  the 
action  of  the  motor,  and  every  effort  is  measured  by  a 
weight ;  so  that  to  overcome  the  resistance  with  a  de- 
terminate  velocity  is  equivalent  to  raising  this  weight 
with  this  velocity.  If,  now,  we  designate  by  E  the 
dynamic  effect,  by  p^  the  weight  representing  the  active 
resistance,  by  u  the  velocity  with  which  it  is  overcome, 
by  p^  the  weight  expressing  a  passive  resistance,  and 
by  1/  the  velocity  with  which  it  is  surmounted,  p^u 
will  be  the  useful  effect  produced,  the  sum  of  p^ti  will 
be  the  sum  of  the  quantities  of  action  opposed  by  the 
passive  resistances,  and^e  shall  have 
E  =2=  p^u  +  sum  p^u'. 

We  may  admit,  as  we  shall  soon  see,  that  all  the 
resistances  are  exerted  upon  the  same  point  of  the 
machine,  upon  that  of  which  u  is  the  velocity,  for 
example.  Let  then  p^  be  the  weight  representing  the 
sum  of  the  partial  weights  or  efforts,  and  we  have 
E=*:;?3tt. 

We  may  thus  establish  E  ae  JJA,  A  being  any  height,  in  the 
same  manner  as  we  admitted  PH  for  the  dynamic  foroe.  Bat  the 
direct  consideration  of  the  velocity  is  necessary  in  rotatory 
machines,  such  as  we  shall  more  particularly  discuss. 

285.  We  will  say  of  effects,  what  we  have  said  of 
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motors  (280),  that  their  magnitude  is  independent  of 
that  of  each  of  their  two  factors,  and  that  it  depends 
solely  upon  their  product.  We  may  easily,  by  gearing 
or  by  levers,  render  the  weight  to  be  raised  a  hundred 
or  thousand  times  greater  than  it  was  at  first ;  but  then 
the  velocity  of  raising  will  be  a  hundred  or  thousand 
times  smaller,  and  consequently  a  hundred  or  thousand 
times  more  time  will  be  required  to  raise  it  to  the  same 
height.  Whence  the  adage  so  well  known  in  mechanics, 
'Hhat  what  we  gain  in  force  we  lose  in  velocity  or  in 
time" :  the  product  of  this  force  or  weight  by  its  ve- 
locity, must  always  be  equal  to  pju,. 

Since  in  this  expression  of  efiect,  we  may  substitute 
any  velocity,  we  may  put  in  place  of  u  that  of  the 
motor,  which  is  v;  but  we  must  then  substitute  for  p^ 
a  weight  p^  such  that  we  may  have  pv  =p^u;  it  will 
represent  the  sum  of  the  resisting  efibrts,  supposed 
reduced,  according  to  the  doctrine  of  moments,  to  what 
they  would  have  had  were  they  applied  to  the  point  of 
the  machine  where  the  velocity  is  t?;  and  we  have 

286.  If,  as  before,  we  decompose  the  sum  p  of  resist-  uaefui  effect 
ing  efforts  into  two  parts,  of  which  one  shall  be  the 

effort  employed  solely  to  the  production  of  the  useful 
effect,  and  the  other  shall  comprise  all  the  passive 
resistances,  then,  designating  by  p'  the  first,  and  by  e 
the  useful  effect,  we  have 

e=p'v, 

287.  The  motion  of  every  machine,  when  it  is  con-    Total  efbct 
tinuous  and  well  established,  is  either  uniform,  or,  ^jS^^^ed. 
more  frequently,  periodical.     It  is  periodical  when, 

during  a  certain  period  of  time,  generally  quite  short, 
the  velocity  increases  or  diminishes  by  degrees,  to 
diminish  or  increase  equally  afterwards,  so  as  to  return, 
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at  the  end  of  the  period,  to  what  it  was  at  the  com- 
mencement. We  then  bring  back  this  movement  to 
that  which  is  entirely  uniform,  by  taking  for  t?,  and  for 
each  of  the  other  quantities  entering  into  the  expression 
of  force  and  resistances,  a  mean  between  the  values 
which  they  have  in  this  period.  Thus  the  movement  of 
a  machine,  when  it  is  well  established,  and  it  is  so  gene- 
rally at  the  end  of  one  or  two  minutes,  may  always  be 
regarded  as  uniform.  Now,  uniformity  cannot  take 
place  and  be  maintained,  save  when  the  resisting  action 
is  and  remains  equal  to  the  moving  action.  So  that 
when  a  machine  moves  with  a  uniform  or  periodic 
motion,  the  two  opposite  actions  are  equal,  or,  in  other 
words,  '*  the  total  effect  produced  is  equal  to  the  force 
impressed  upon  the  machine  J  ^ 

In  practice,  the  force  impressed  by  a  motor  upon  a 
machine  is  simply  called /oree  of  the  machine. 

The  force  impressed,  which  is  the  effort  that  the  motor  exerts 
upon  the  point  of  the  machine  to  which  it  is  applied,  multiplied 
by  the  velocity  of  this  point,  is  expressed  by  K»  (278).  We 
have  seen  (284),  that  the  total  dynamical  e^ct  was  generally 
expressed  by  p^ :  we  shaU,  then,  have 
Kv=;>,tt(=E). 

For  machines  in  motion,  Euler  gave  the  name  of  moment  of 
motion  to  the  product  of  an  effi)rt  by  its  velocity ;  such  are  the 
two  which  form  the  above  equation :  other  German  authors  have 
called  this  product  the  dynamic  moment.  Thus,  when  motion  has 
become  uniform,  the  dynamic  moment  of  the  power  is  equal  to 
the  dynamic  moment  of  the  resistances.  The  statical  moments, 
or  product  of  the  efforts  by  their  distances  from  the  axis  of  rotsr 
Uon,  will  also  be  equal,  since  the  Tclocities  are  proportional  to 
these  distances.  The  equality  of  moments  is,  then,  one  of  the 
attributes  of  machines  endowed  with  uniform  motion,  as  well  as 
of  machines  in  equilibrium. 

If,  in  the  above  equality,  we  put  pv  for  f gU,  we  have 


MOTOBS  AND   THEIR  EFFECTS.  315 

that  is  to  say,  that  the  effort  of  the  motor  is  equal  to  that  of 
the  resistances^  both  acting  at  an  equal  distanoe  from  the  axis  of 
rotation,  but  in  opposite  directions. 

288.  When  we  have  to  determine  the  effect  E  pro-       B*tio 
dnced  by  a  wheel  in  motion,  observation  readily  for-^    to  the 
nishes  one  of  its  two  factors,  the  velocity  v;  but  it  «»«»"*»«  «^«^»- 
does  not  give  the  other,  the  sum  p  of  the  resistances, 

except  in  the  particular  cases  where  we  make  use  of  a 
special  apparatus  for  its  determination  (292). 

Nearly  all  these  resistances,  as  well  as  the  effort  of 
the  motor  which  we  introduce  in  the  formulae,  are  but 
the  results  of  calculations  based  upon  the  theories  of  the 
impulse  of  fluids,  of  friction,  &;c. ;  but  in  hydraulics, 
such  results  are  not  admitted  until  after  they  have  been 
reduced  to  those  of  experiment.  Let  n  be  the  coeffi- 
cient of  reduction,  p^  the  sum  of  the  resistances,  or, 
more  exactly,  of  the  efforts  of  resistances  determined  by 
calculation,  and  K^  the  effort  of  the  motor  similarly  de- 
termined; np^  will  be  equal  to  p,  and,  after  what  has 
been  said  in  the  preceding  number,  npQ=nK^',  we  shall 

then  have 

E  =x  np^v = hKqV. 

In  this  expression,  n  is  the  ratio  of  the  real  effect  to 
the  theoretic  effect,  or,  what  amounts  to  the  same,  to  the 
impressed  force  deduced  from  theory. 

289.  We  have  seen   (283),   that  a  motor  never   Bauoofthe 
impresses  the  whole  of  its  force  PH  upon  a  machine;  to  the  force  of 
so  that  the  force  really  impressed,  or  the  effect  E,  which    "**™^***'- 
is  equal  to  it  (287),  will  always  be  smaller  than  PH, 

and,  in  the  equation 

E=mPH, 
m  will  be  a  fraction ;  it  will  express  the  ratio  of  the 
effect,  or  of  the  force  impressed,  to  the  entire  force  of 
the  motor. 
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It  is  to  these  two  equations,  and  principally  the  last, 
that  we  endeavor  to  reduce,  as  to  form,  those  which 
should  give  the  effect  of  different  hydraulic  machines. 

The  coefficients  m  and  n  are  determined  by  experi- 
ments ;  their  determination  is  the  object  of  nearly  all 
those  which  are  made  upon  machines,  as  we  shall  see 
eventually  in  this  chapter. 
Limit  of  ©flbcts.  290.  We  have  already  observed  that  the  effect  E  was 
always  smaller  than  the  force  PH;  it  never  will  be 
greater ;  this  amounts  to  the  same  as  saying  that  it  would 
be  absurd  to  admit  that  an  effect  is  greater  than  the 
cause  which  produces  it.  In  order  that  it  should  be 
equal,  or  that  we  should  have  m=>l,  it  would  be  neces- 
sary that  all  the  action  of  the  motor  should  be  com- 
municated to  the  machine;  which  is  never  the  case. 
Thus,  PH  is  the  limit  of  dynamic  effects ;  they  never 
can  attain  it ;  but  they  may  approach  it,  though  gene- 
rally they  are  far  removed  from  it ;  very  rarely  is  tn 
above  0.75,  once  only  have  I  seen  it  above  0.90 ;  but 
very  frequently,  and  in  machines  in  common  use,  it  is 
only  from  0.25  to  0.20,  and  even  below  this. 
Dynamic  291.  The  general  expression  of  dynamic  effects  being 
pv,  their  unit  will  be  1^  (or,  1"^  raised  1™*-  in  1") ; 
we  shall  admit  no  other  in  this  work. 

Some  aathors  having  judged  this  to  be  too  small  for  the  indus- 
trial arts,  have  substitated  for  it  one  a  thousand  times  greater, 
1000^  or  a  cubic  metre  of  water,  or  a  ton*  raised  1",  without 
any  account  of  the  time  of  raising :  they  have  given  it  the  name 
of  "  dynamie^^  or  of  "  dynamode,*^  and  they  express  the  efiect  of 
a  machine  by  saying  that  it  is  of  a  certain  number  of  dynmmes 
in  a  certain  time.    To  avoid  this  double  indication,  M.  Dupin 

*  In  the  system  of  weights  and  measaree,  the  ton  of  commerce  la  lOOQ^ :  now,  this 
weight  Is  alio  designated  nnder  the  name  "toMM,"  especially  In  the  great  Iron 
establiahments,  £rom  analogy  to  the  English  ton,  which  only  dUfon  bat  little  from 
lt,ltbeingl019kSft. 


unit. 
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has  adopted  a  miit  of  another  kind,  which  he  calls  '*  dyname" 
and  which  consists  of  1000  French  tons  raised  1"  in  2i^ ;  it  is 
equivalent  to  ll»-57  or  83.748*'  in  V, 

Most  commonly,  the  dynamic  effects  are  expressed  in  horse- 
powers ;  their  number  is  0.0133;w  for  an  eflfect  jn^  (282)  or 
0.0018426pt7  for  an  efiect  jn/^.  Quite  often,  when  we  wish  to 
give  an  idea  of  the  useful  eflfect  of  a  machine,  we  do  so  by  indi- 
cating the  number  of  horses  which,  working  together,  would 
accomplish  the  same  results.  From  many  observations  which  I 
have  made  of  the  modes  adopted  in  the  working  of  the  mines, 
the  real  useful  eflfect  produced  by  a  good  draught  horse,  of  com- 
mon size,  supposed  to  work  in  the  open  ab,  and  with  two  relays, 
eight  hours  a  day,  is  about  1200000^;  or,  admitting  the  work 
to  be  without  interruption,  40^  or  289.43»*  per  second.* 

We  have  seen  (281)  that  the  quantity  of  daily  action  that 
such  a  horse  can  develop,  or  the  total  eflfect  which  he  can  pro- 
duce, drawing  a  load  upon  a  horizontal  road,  is  1800000*"  ■* 
13024000^.  Thus,  about  a  third  of  his  force  is  absorbed  by  the 
passive  resistances  of  the  mode  of  work,  by  obliquity  in  traction, 
the  eflfect  of  circular  motion,  frequent  stops,  retrograde  move- 
ments, &e»  &c. 

292.  It  is  of1»n  necessary  to  determine  immediately,  by  exper-  Direct  meason 
iment,  the  real  force  of  a  machine,  that  is  to  say,  the  dynamic      <>'  effects. 


*  See,  Ibr  the  details,  my  woCki  "  Dee  mines  de  lYeyberg  et  de  lear  exploltfttion.** 
IWL  Tome  I.,  p.  213,  and  tome  III.,  p.  123.    Annales  dcs  Mines.  1890.  l*ome  VH. 

The  mean  tenn  of  my  obeenratlons  has  been  1116000kB  peif  day ;  bat  the  doiatlon  of 
the  work  was  never  more  than  six  boors. 

In  1828,  one  of  the  officers  of  the  mines  at  Freyb^rg,  whei%,  pex^aps,  the  mode  of 
woTkln'K  horses  is  best  arranged,  published  the  feaxHt^  of  their  dynamic  woA.  AfUt 
a  careful  examination  made  by  M.  Combes,  engineer^  the  mean  tenn  of  useful  effect 
of  fourteen  horses,  placed  at  the  shafts  whose  depths  exceed  one  bundled  metresi 
wonld  be  per  horse  working  six  consecutive  hours,  902712Ibb  ;  fbr  the  flve  whoso  shaft 
dlTerged  but  little  from  the  verUcal,  and  which  aocoMlngly  gave  more  readily  the 
useful  effect,  it  would  have  been  I019882k«,  or  47^-  =s  270.14i>'  in  1^;  this  last  number 
Tailed  between  34  and  SI^b,  or  246.02  and  441.391'.  M.  Combes,  after  having  com* 
poted  the  passive  resistances,  and  added  them  to  the  usefU  effect,  found  for  the 
total  dynamic  effect,  in  the  five  cases  above  mentioned,  as  a  mean  term,  lI881I7kB,  or 
5»»=s897J7s'lnl^ 

Such  would  be  the  day*s  work  accomplished  by  a  horse  working  for  six  hours; 
bat  by  prolonging  the  tfane  of  labor,  I  believe  that  he  might  reach  1400000'».  This 
effect  wni,  then,  be  fkr  Inferior  to  that  which  can  be  attained  by  a  horse  travelling 
without  hindrance  and  straight  forward :  we  have  seen  very  ordinary  horses,  draw-  • 
ing  boats  upon  a  canal  for  six  consecutive  daj's,  accomplish  per  day  28.484  miles, 
each  exerting  an  effort  of  143.35  lbs.,  and  thus  develop  a  quantity  of  dally  work  equal 
to  ITnSBlO*';  usually,  the  space  run  through  upon  a  canal,  per  day  of  eleven  houn,  is 
only  lf.T»  mQfiS,  and  the  qtumtity  of  actton  is  WlOOOflkm  =a  1481881Qvr. 
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efBdct  which  it  can  prodaoe ;  whether  it  be  to  redooe  to  real- 
ity the  results  of  formulad,  and  deduce  from  them  the  coefficient 
of  reduction,  or  to  give  judgment,  with  an  exact  knowledge  of  the 
case,  in  any  question  which  may  be  raised  relating  to  this 
efiect. 

Since  an  effect  is  represented  by  a  weight  raised  vertically  a 
certain  height  with  a  certain  velocity  (284),  the  idea  which  first 
presents  itself  towards  obtaining  its  measure,  consists  in  raising 
by  a  machine  a  weight  up  to  a  certain  height,  and  to  observe  the 
time  of  raising,  the  space  divided  by  the  time  giving  the  velodfy. 
For  a  hydraulic  wheel,  by  means  of  a  cord  wrapped  round  its 
axle,  and  passing  over  a  pulley  fixed  at  a  certain  height,  we  can 
cause  to  be  raised  a  given  weight :  but  how  can  we  procure  an 
elevation  sufficient  for  a  motion  whose  duration  should  be  at  least 
three  minutes,  or  fifteen  turns  of  the  wheel,  the  motion  having  to 
attain  uniformity?  for  it  is  only  from  the  instant  it  does  that  we 
must  start  in  measuring  the  elevation.  Such  a  mode  has  been 
used  with  success  for  small  machines,  by  Deparcieux,  Smeaton, 
Poncelet,  etc.,  and  has  enabled  them  to  recognise  the  most 
remarkable  laws  of  motion  in  hydraulic  wheels ;  but  for  great 
machines  used  in  the  arts,  it  could  not  be  employed. 
Dynamometric  Lately,  this  object  has  been  accomplished.  Suppose  the  wheel 
Brak^  whose  effect  we  wish  to  measure  is  in  full  operation  ;  we  take  off 
Fig.  82.  ^^^  ^^^  which  the  turning  arbor  bears,  and  dasp  it  with  a  brake, 
which  we  tighten,  not  to  the  point  of  stopping  it,  but  till 
its  velocity  shall  be  reduced  to  what  it  vras  before.  It  is 
evident  that  the  resistance  opposed  to  the  motion  from  the  fric- 
tion of  the  brake  is  equal  to  that  of  the  load,  that  the  dynamic 
efiect  is  the  same,  and  that  to  have  its  value,  it  will  be  sufficient 
to  determine  that  of  the  friction.  To  ascertain  this,  instead  of 
holding  fast  the  extremity  of  the  arm  of  the  brake  opposite  to  the 
arbor,  we  set  it  free,  and  suspend  a  weight  upon  it,  which  we 
iucroase  until  it  maintains  the  arm  in  a  horizontal  position ;  it 
will  then  be  in  equilibrium  with  the  friction,  and  will  measure  it. 
M.  de  Prony,  who  first,  in  1821,  made  use,  at  least  to  any  ex- 
tent, of  this  brake,  arranged  its  parts  nearly  as  those  represented 
in  Fig.  52.  It  consists  of  two  pieces  of  wood,  clasping  a  por- 
,tion  of  the  arbor,  the  one  above  and  the  other  below  it,  and 
which  are  pressed  more  or  less  against  it  by  means  of  strong 
screws ;  a  weight  is  suspended  at  the  end  of  the  upper  piece. 
During  tlie  motion,  we  press  the  brake  until  this  piece   is 
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raised,  with  its  weight,  and  maintained  in  a  horizontal  po- 
sition. 

But  it  frequently  happens  that  this  brake  cannot  be  immediately 
fitted  to  the  arbor  without  some  cutting  away,  turning,  and 
impairing  of  the  machine.  To  avoid  this  serious  inconvenience, 
as  well  as  to  adopt  one  and  the  same  brake  for  a  nearly  general 
use,  as  well  as  for  a  use  more  convenient  in  its  nature  and  surer 
in  its  results,  M.  Egen,  a  German  engineer,  does  not  place  it 
immediately  upon  the  arbor,  but  upon  a  cast  iron  collar,  which  he 
fixes  there  at  the  commencement  of  the  operation.  This  collar, 
BBB,  is  formed  of  two  semicircular  halves,  one  of  which  is  put 
above  and  the  other  below  the  arbor  A,  and  which  are  firmly  united 
by  means  of  screws :  by  means  of  six  other  screws,  b,  b,  b,  we 
centre  this  collar  as  near  as  possible  to  the  axis  of  rotation, 
and  then  fisMten  it  to  the  arbor,  by  driving  forcibly  wooden 
wedges  in  the  space  between  them.  Its  lower  part  is  clasped  on 
its  rim  by  a  large  chain,  or  friction  band,  CCC,  formed  of  pieces 
of  strong  sheet  iron,  with  hinged  joints ;  its  two  extremities 
D  and  £,  also  of  sheet  iron,  are  sodered  to  two  strong  bolts 
passing  through  the  arm  HG  of  the  brake,  which  bolts  are  termi- 
nated in  the  form  of  screws ;  these  pass  in  the  nuts  d^  which  we 
turn  with  a  long  key,  'by  means  of  which  we  stretch  and  tighten 
at  will  the  pressure  band.  The  arm  or  lever  is  a  piece  of  wood 
of  .492  to  .656  ft.  square,  and  6.56,  9.84  and  13.12  ft.  in  length. 
Near  its  extremity,  at  t,  a  hook  is  passed  through  it,  on  which 
we  hang  the  plate  appointed  to  receive  the  different  weights 
which  we  may  employ.  Between  the  arms  and  the  cast  iron 
collar  is  a  cushion  of  hard  wood,  whose  concavity,  which  rubs 
against  the  upper  part  of  the  collar,  is  lined  with  a  strong  band 
of  bronze  or  bell-metal,  to  insure  the  frictions  of  metal  against 
metal.  The  cushion,  as  well  as  the  arbor,  is  traversed  by  a  small 
funnel,  through  which  runs,  during  the  work,  a  slender  stream 
of  oil,  or  simply  of  water,  upon  the  collar,  to  prevent  overheat- 
ing the  rubbing  surfiu^s. 

During  the  operation,  after  having  loaded  the  plate  with 
weights  which,  by  a  previous  trial,  are  found  to  be  convenient, 
and  after  the  movement  has  been  well  established,  the  experi- 
menter, laying  one  hand  upon  the  arm  of  the  brake,  in  order  to 
judge  of  the  force  with  which  it  tends  to  rise,  and  holding  in  the 
other  the  key  of  one  of  the  nuts,  loosens  or  tightens  the  friction 
chain,  until  the  arm  oscillates  but  little  from  tbe  horizontal  posi- 
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tion.  Moreover,  there  should  be  previously  established  chedm, 
to  maintain  the  oscillation  between  certain  limits,  and  to  pre- 
vent the  accidents  which  unexpected  jerks  might  occasion.  For 
the  details  of  construction  of  the  brake,  and  for  the  mode  of  use, 
I  would  refer  to  the  works  of  MM.  Egen  and  Morin,  who  have 
made  frequent  use  of  them.* 

293.  From  the  weight,  11,  which  maintains  the  brake  in  its 
horizontal  position,  we  deduce  the  value  of  the  dynamic  eiiect,  or 
the  total  action  of  the  resistances  to  motion ;  the  principal  of 
which  is  the  friction  which  takes  place  upon  the  arbor  or  upon 
the  collar  clasped  by  the  brake :  we  have  besides  some  passive 
resistances,  such  as  the  friction  upon  the  journals  of  the  arbor, 
and  the  resistance  of  the  air :  designating  by  IF  the  weight  repre- 
senting the  effi)rt  of  friction,  by  t/  the  velocity  of  rotation  of  the 
part  on  which  it  is  exerted,  by  JSa  the  sum  of  passive  resist- 
ances, finally,  by  t/'  the  velocity  of  the  point  to  which  we  refer 
them ;  we  shall  have  E  =  n't/^2t»n/\  If  the  friction  of  the 
brake  acts  on  one  side  as  resistance  to  motion,  on  the  other, 
it  is  the  force  which  holds  in  equilibrium  the  weight  /7  borne  by 
the  arm  of  the  brake ;  so  that  if  t/^  is  the  velocity  which  this 
weight  inclines  to  take,  and  which  it  would  take  if  it  were  drawn 
by  the  movement  of  rotation,  we  shall  have  ilV  =  Ihf^ 
0.1047i7LN,  L  being  the  length  of  the  arm  of  the  lever,  or  the 
distance  of  the  centre  of  rotation  from  the  point  of  suspension  of 
the  weight,  and  N  the  number  of  turns  of  the  arbor  in  a 

minute ;  for t/"  =  "^'^^'^  =« 0.1047LN.    Putting  tiiis  value  of 

77V  in  the  above  equation,  it  becomes 

E  =  0.104777LN4-2'aw*'. 
In  the  application,  77  represents  the  weight  put  in  the  plate, 
plus  that  of  the  plate,  plus  that  of  the  lever  referred  to  the 
point  of  suspension.  The  term  2'W,  the  sum  of  the  resistances 
which  the  impressed  force  upon  the  wheel  was  obliged  to  over- 
come before  reaching  the  part  of  the  machine  to  which  the  brake 
was  applied,  will  be  determined  by  the  formulae  of  friction,  &c. ; 
the  greater  it  is,  the  more  will  the  results  of  calculation  aflfect  the 
certainty  of  the  result  which  we  aimed  to  derive  from  experi- 
ment, and  which  can  only  be  partially  ascertained. 

*  Untenachiingon  Uber  den  Effect  eliilger  In  fiheinland-Westpbalen  betteheinlen 
Wasicrwerke.  18S1.  p.Metsaiv. 
Espiriencee  wax  lea  roaea  hydrsollqaot,  etc  18S8.  pp.  6—11. 
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If,  in  a  machine  composed  of  many  moveable  or  diflerent 
pieces,  we  establish  the  brake  upon  the  first,  the  recipient,  the 
term  JTout^  will  be  small;  if  it  were  very  small,  the  brake, 
by  the  other  term,  which  properly  belongs  to  it,  0.105i7LN 
(^  .000193i7LN  horse-powers) ,  would  give  very  nearly  the  total 
effect,  or  ibe  force  of  the  machine;  if  we  could  place  it  upon  the 
last  piece,  the  operator,  it  would  give  the  usefid  effect. 

294.  Let  US  recapitulate  our  terms  and  designa-  samnuuy 
tions.  In  the  inyestigation  of  the  effects  of  a  hydraulic  chapter. 
machine,  we  shall  have  to  distinguish : 

1st.  The  entire  force  of  the  motive  current :  it  is 
PH,  P  being  the  weight  of  water  furnished  by  the  cur- 
rent in  one  second,  and  H  the  total  fall. 

2d.  The  force  impressed  upon  the  machine,  or 
simply  the  force  of  the  machine :  it  is  Kv,  K  repre- 
senting the  effort  exerted  by  the  current  upon  the  part 
or  point  of  this  machine  which  it  strikes,  and  v  the 
velocity  of  this  point.  As  soon  as  the  motion  is  well 
established,  this  force  is  equal  to  the  total  dynamic 
effect  produced,  an  effect  whose  expression  is  pv,  p 
being  the  weight  equivalent  to  the  sum  of  efforts  of  all 
the  resistances  to  motion,  after  each  of  these  efforts  has 
been  reduced  to  what  it  would  be  if  it  was  exerted 
upon  the  same  point  of  the  wheel  as  the  effort  K  of  the 
motor,  but  in  an  opposite  direction. 

3d.  Finally,  the  useful  effect  of  the  machine ;  it 
will  be  p'v,  being  p  minus  the  effort  of  passive  re- 
sistances. 

These  forces  and  these  effects  are  commonly  ex- 
pressed by  a  certain  number  of  kilogrammes  raised  1°^ 
(or  pounds  raised  1')  in  1";  or  by  horse-powers. 

The  denominations,  force  of  the  motor,  force  of  the  machine, 
ui^vl  effect  produced,  seem  to  me  as  expressive  as  exact ;  they 
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are  suited  to  the  genius  of  our  language,  as  well  as  to  that  of 
scienoe.  It  does  not  seem  thus  with  the  denominations  now 
frequently  used,  such  as  toork  of  the  motor ^  disposdbh  work,  ustful 
work;  expressions  to  which  diflbrent  authors  who  employ  them 
sometimes  give  different  acceptations. 


CHAPTER    II. 

WATER    WHEELS,    AHD    MACHINES    OF    ROTATION    IN 
GENERAL. 

Different  kinds  295.  Formerly,  in  France,  except  in  the  southern 
whwta.  provinces,  there  was  but  little  use  of  other  than  ver- 
Jical  wheels,  that  is  to  saj,  of  wheels  all  of  whose 
points  move  in  vertical  planes,  and  whose  axis  of  rota- 
tion is  consequently  horizontal.  We  divide  them, 
according  to  the  form  of  the  part  which  receives  imme- 
diately the  action  of  the  water,  into  wheels  with  floats 
or  wheels  with  buckets.  The  first  are  further  subdi- 
vided, according  to  th^  form  of  the  floats,  which  may 
be  either  plane  or  curved;  and  according  as  they 
move  in  rectilinear  or  circular  water-courses:  in  the 
second,  wheels  with  buckets,  we  distinguish  the  case 
where  they  receive  the  water  at  the  top  from  that 
where  they  take  it  below. 

Besides  these,  there  are  horizontal  wheels,  whose 
axis  of  motion  is  vertical.  Some  are  simple,  and 
preserve  the  name  of  wheels,  or  of  ^^rouets^^  in  some 
places ;  others  are  of  a  more  complicated  construction, 
afl  the  turbines  and  reaction  wheels. 

The  following  synoptic  table  presents  in  a  body 
these  di£B9rent  kinds  of  machines  of  rotation. 
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I  With  floats, . 


I  Vertical. 


'  Horizontal  * 


(  piano,  \  •  wateMOMse  {JJ^^"' 


with  bncketB 
receiving  the 
water, 


I  with  floats, . 


I     '^      (  an  Indefinite  fluid. 
'  conred.   Wheels  of  M.  Poncelet 
sanunit.    Oyershot  wheels, 
below  sonunlt  Breast  or  nndershoL 


Cats 
\  beU 


stmck  by  an  Isolated  rein. 

placed  in  a  cylhider.   Tab  wheels. 

outside  cylinder.   Turbines  of  M.  Fonmcyion. 


i  with  oondalts.   Turbine  of  H.  Bordln. 
V.  reabcUon.   Wheels  of  Segner,  of  Eoler,  Ac. 


We  proceed  to  examine  in  succession  these  different 
wheels.  But  let  us  bear  in  mind  that  this  Treatise  an 
Hydraulics  is  not  a  treatise  on  machines,  in  which 
we  should  have  to  make  known  the  details  of  their 
construction;  we  can  only  give  such  an  idea  of  them 
88  will  enable  us  to  appreciate  the  dynamic  effect  of 
a  current  of  water  which  acts  through  their  inter- 
vention. 

The  Gennaiis,  who  nae  no  other  than  vertical  wheels,  distin- 
goiflh  them  by  the  point  of  their  height  where  they  receive  the 
water,  and  they  are  the  Oberschl&chtige  Wasserrdder  (wheels 
strook  at  the  summit);  the  VhterschldclUige  WaiMerrdder  (wheels 
straok  at  the  bottom)  ;  the  ARttelscMdchtige  Wasserrdder  (wheels 
strack  in  the  middle). 

The  English  admit  a  similar  division  and  the  same  denomina- 
tions ;  they  have  the  overshot-whedj  the  underihot-Mohdd  and  the 
breast-^heel;  they  very  properly  subdivide  this  last  into  ?ugh^ 
breast  and  hro-^treasty  according  as  they  are  struck  abore  or  below 
the  horizontal  diameter. 


296.  Water  acts  upon  wheels  either  by  its  weight, 
or  by  its  impulse,  or  by  its  centrifugal  force,  or 
by  its  reaction.  We  give  here  some  first  notions 
upon  each  of  these  modes  of  action,  remarking  that  it 
is  very  rarely  the  case  that  one  of  these  alone  is  ex- 
erted upon  a  water-wheel ;  most  frequently,  two,  and 
even  three,  act  simultaneously,  and  sometimes  in  nearly 


Modes 

of  action  of 

water. 
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eqoal  degrees.     The  centrifugal  force  is  found  in  all 
wheels  with  curved  floats. 
Action  According  to  the  explanation  of  the  preceding  chap- 

weight,      ter,  the  effect  produced  by  a  current  which  furnishes 
PP  of  water  in  1",  and  which  acts  by  its  weight  entirely, 
upon  a  wheel,  where  it  occupies  a  vertical  height  of  A^, 
will  be  PA"*'.     We  shall  see  hereafter  (351)  a  direct 
'  demonstration  of  this. 
Action  of  im-      297.  Wc  havo  already  discussed  nearly  all  the  cases 
genena^^  of  the  impulsc  of  water  upon  solids.     We  will  consider 
quenccB.     jj^j.^  moTB  cspocially  that  relating  to  our  machines, 
and  point  out  some  general  consequences  which  have 
been  deduced  from  it. 

Let  us  take  the  most  simple  case,  that  of  a  wheel 
with  floats,  exactly  set  in  a  rectilinear  course.  Suppose 
it  receives  the  impulse  of  a  current  of  water  arriving 
with  a  velocity  V,  and  that  after  the  collision  it,  aa  well 
as  its  floats,  has  only  the  velocity  v:  V  — v  will  be  the 
velocity  lost.     The  effort  of  impulse  upon  the  wheel  will 

62.45  5V 
have  for  its  expression  (252  and  242)    02  13    ( V — v) ; 

but  62.45  *V  is  the  weight  of  water  furnished  by  the 

current  in  1",  a  weight  which  we  have  designated  by 

P ;  so  that  the  effort  or  the  hydraulic  pressure  will  be 

P 

—  (V — v).     In  multiplying  this  by  the  velocity  v  of 

the  point  on  which  it  is  exerted,  we  shall  have  for  the 
dynamic  action  of  the  impulse,  or  for  the  dynamic 
effect  produced  by  it, 

This  expression  may  be  written  as  follows : 
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designating  by  A,  A',  A",  the  heights  due  respectively 
to  the  three  velocities  V,  v  and  V  —  v. 

The  two  last  terms  in  the  parenthesis  manifestly 
diminish  the  effect  produced.  If  they  were  nothing, 
this  effect  would  be  PA,  and  consequently  the  greatest 
of  those  which  the  given  current  could  produce  (290); 
for  here  h  represents  the  total  disposable  fall.  In 
order  that  the  first  of  these  last  two  terms  should  be 
nothing,  it  is  requisite  that  v  should  also  be  nothing ; 
now  V,  in  the  above  expression,  refers  also  to  the 
velocity  which  the  water  maintains  after  the  impulse, 
or  upon  quitting  the  wheel:  it  is,  moreover,  evident 
that  when  the  motive  fluid  leaves  a  machine,  preserving 
a  certain  velocity,  it  still  possesses  a  motive  action  rep- 
resented by  the  product  of  its  weight  into  the  height 
due  to  this  velocity ;  in  order  that  it  should  have  im- 
pressed all  which  it  had  at  first,  there  could  be  nothing 
remaining,  and  consequently  its  absolute  velocity,  on 
quitting  the  machine,  would  be  zero.  In  order  that 
the  last  term  may  be  found  to  be  nothing,  it  is  neces- 
sary that  V  —  r,  or  the  velocity  lost  by  the  impulse, 
should  be  nothing;  which  can  never  be  the  case  except 
when  there  is  no  impulse  on  the  arrival  of  the  fluid 
upon  the  wheel. 

—  is  the  mass  of  flaid  whose  weight  is  P :  if  we  designate 
it  bj  M,  the  expression  of  the  dynamic  e£Eect  could  be  put  under 
this  other  form : 

PA  — iMw«  — iM  (V  — tj)«. 

Bat  the  product  of  the  mass  of  a  body  into  the  square  of  the 
velocity  with  which  it  is  animated  is  the  vis  viva  of  this  body  ; 
we  may  then  say,  that  the  dynamic  effect  is  equal  to  the  motive 
force  employed  to  produce  it,  minus  the  half  of  the  vis  viva  possessed 
by  the  water  on  quitting  the  machine,  and  minus  the  half  of  the  vis 
viva  which  il  loses  at  its  entrance  or  in  its  passage  through  it. 
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It  is  more  than  a  century  since  Bemoalli  pointed  out 
the  first  of  these  losses  of  effect,  that  arising  from  the 
velocity  preserved  by  the  fluid  on  its  issuing  from  the 
wheeL  A  short  time  after,  Euler  discovered  the  second; 
and  he  observes,  that  a  current  of  water  produces  its 
greatest  effect  upon  certain  machines  of  rotation,  when 
it  reaches  them  with  a  velocity  equal  to  their  own.  Fi- 
nally, Borda,  in  his  important  MSmoire  sur  les  roues 
hydratdiqueSj*  expresses  himself  with  more  precision 

and  generality:  after  having  called  z  the  velocity  with 

p 
which  the  water  leaves  the  machine,  and  —  t^  the  sum 

of  the  losses  of  vis  viva  experienced  by  it,  he  gives,  as 
a  general  corollary  of  the  principles  which  he  has 
demonstrated  in  this  memoir,  the  equation 


-=^e-i-i> 


which  is  exactly  what  we  have  established,  pv  being 
the  total  dynamic  effect.  Borda  also  remarks,  that  in 
the  case  of  the  greatest  effect,  u=sO  and  2r=0 ;  that 
then  pv  =3  PA,  and  that  it  would  be  absurd  to  admit 
that  we  could  have  a  greater. 

Camot,  in  his  profound  observations  upon  the  move- 
ment of  bodies,  announces  the  same  results  in  these 
terms:  ''In  order  that  a  machine  should  produce  all 
its  effects,  it  would  be  necessary,  first,  that  the  fluid 
should  absolutely  lose  all  its  motion  by  its  action  upon 
it ;  second,  that  it  should  lose  all  this  motion  by  insen- 
sible degrees,  and  without  having  any  percussion. "f 

So  that,  TO  PRODUCE  ALL  ITS  EFFECT,  THE  MOTIVE 
WATER  MUST  ARRIVE  AND  ACT  WITHOUT  SHOCK  UPON 
THE  WHEEL,  AND  LEAVE  IT  WITHOUT  VELOCITT.      This 

•  M^molres  do  r Acad^mle  des  Sciences  de  Paris.  AJuiAe  1767. 
t  PrlBOipef  gto^nos  da  moaTemwt  et  de  l'«4alUbre,  p.  M9. 
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principle  will  often  serre  as  a  basis  to  the  theory  of 
machines  in  motion. 

298.  When  a  body  moves  npon  a  cnryed  snrfiice,  at      Action 
each  instant  it  tends  to  pursue  its  motion  in  a  right    centriftigai 
line,  and  consequently  to  remove  from  the  centre.    K      ^''^' 
m  is  the  mass  of  the  body,  u  its  velocity  upon  the 

curve  at  a  given  moment,  r  the  radius  of  curvature,  it 
will  tend  to  depart  from  the  centre  with  a  velocity  of 

— j  and  with  a  force  of  -^  (Poisson,  MScan,y  §  169) ; 

this  force,  which  is  the  centrifugal  forcBj  will  be  the 
effort  or  the  pressure  which  the  body  will  exert  perpen- 
dicularly against  the  element  of  the  sur&ce  upon  which 
it  is  found.  If  this  element  belongs  to  a  machine  of 
rotation  of  which  to  is  the  angular  velocity,  that  is  to 
say,  the  velocity  of  the  molecules  placed  1  ft.  from  the 
axis,  we  have  u=^wr,  and  mttf^r  for  the  effort. 

Suppose,  now,  that  the  body  m  moves  upon  the  float 
de  of  Fig.  102,  for  example,  and  designate  by  R  and 
R'  the  respective  radii  Od  and  Oe;  the  effort  at  d  will 
be  mw^B^  The  body  m,  while  exerting  this  effort, 
will  advance,  in  the  direction  of  the  radii,  the  space  dR, 
in  an  infinitely  small  instant ;  and  the  quantity  of  action 
impressed,  along  this  elementary  space,  will  be  mu^^BdR. 
Integrating  this  expression  from  d  ix>  e,  or  between  the 
radii  R  and  R',  we  have  J  mu^  (R'^— R*)  for  the  total 
quantity  of  action  impressed  upon  the  float  by  the  cen- 
trifugal force  of  the  mass  m.  I  shall  give  elsewhere 
(891  and  892)  a  synthetic  demonstration  of  this  theo- 
rem, and  of  some  others  relating  to  the  same  force. 

299.  Every  body  which  acts  upon  another,   which    Beactioii. 
presses  upon  it,  for  example,  experiences  on  the  part  of 

this  last  a  reaction,  equal  and  directly  opposite  to  the 
exerted  action ;  this  is  a  general  principle  of  mechanics. 


of  elfocts. 
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Likewise,  when  a  force,  gravity  or  any  other,  urging  a 
fluid,  causes  it  to  issue  through  an  orifice  in  a  vase,  the 
fluid,  or  the  force  which  we  may  consider  as  a  spring 
interposed  between  its  particles,  reacts  against  the  oppo- 
site part  of  the  vase,  in  a  direction  exactly  contrary  to 
that  of  the  motion  impressed,  and  with  an  intensity 
entirely  equal,  as  we  shall  see  in  the  article  on  reacting 
machines  (401). 
NoutioDB  800.  Before  passing  to  the  examination  of  difierent 
*cjacuiauons*  whccls,  I  indicate  the  meaning  of  the  letters  which  will 
enter  into  the  calculation  of  their  efiects;  the  same 
letter,  throughout  this  chapter,  will  designate  the  same 
thing,  whateyer  may  be  the  kind  of  wheels  in  question. 
Thus,  we  shall  always  have, 

H  =  Total  fall  of  the  water.  This  fall,  when  it  is  taken 
to  measure  the  entire  force  of  the  current,  is  the 
difierence  of  level  between  the  fluid  surfiEkces  of 
the  upper  and  lower  reaches  (280).  But  for 
hydraulic  wheels,  it  is  reckoned  from  the  upper 
level,  or  that  of  the  reservoir,  to  the  lowest  point 
of  the  wheel,  as  this  point  may  be  lowered  to 
the  level  of  the  lower  reach,  when  this  level  is 
constant. 

V  =  Velocity  of  the  fluid  on  its  arrival  at  the  point  of 
the  wheel  upon  which  it  exerts  its  action. 

V  =  Velocity  of  the  wheel  at  the  centre  of  percussion 
of  the  fluid.  The  distance  of  this  centre  from 
the  axis  of  rotation  is  the  dynamic  radius  of 
the  wheel. 

h  =  That  portion  of  the  fall  comprised  between  the 
level  of  the  reservoir  and  this  same  centre.  It 
will  be  the  height  due  to  V,  if  this  velocity 
experiences  no  loss  between  the  reservoir  and  its 
arrival  at  the  wheel. 
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Ai  =  Height  really  due  to  V;  thus,  hi=^. 

We  shall  make  Ai=A  (1 — /«),  ^  being  a 
quantity  connected  with  the  before-mentioned 
losses. 

h'  =  Height  due  to  the  velocity  v;  A'=y . 

A"=  Height  due  to  the  velocity  V  — v;  A"=  -^^ 

P  =  Weight  of  water  furnished  in  1"  by  the  motive 

current. 
Q  =  Volume  of  this  same  water.     P  =  62.45Q. 
K  =  EflTort  exerted  by  the  motor  upon  the  wheel. 
p  =  Weight  representing  the  sum  of  all  the  resistances 

which  the  motor  has  to  overcome. 
E  =  Dynamic  effect  produced  by  the  wheel,  or  the  force 

impressed  upon  it  by  the  motor.     E  ^=pv, 
n  =  Batio  of  the  real  to  the  theoretic  effect,  or  to  the 

impressed  force  deduced  from  calculation. 
m  =  Ratio  of  the  real  effect  to  the  force  of  the  motor ; 

pv 


ARTICLE  FIRST. 

Vertical  Wheels.     1.   With  plane  floats, 

a.  Contained  in  a  rectilinear  water-course. 

801.  We  are  to  treat  here  of  what  are  strictly  termed    wheei  with 
float-wheels.     They  are  the  most  simple  of  wheels,     ^^^^ 
and  such  as  were  formerly  almost  wholly  in  use ;  they       p«^ 
are  still  in  frequent  use,  principally  on  small  falls, 
those  below  five  feet. 
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Figs,  ao and 61.  Such  a  wheel  consists,  1st,  of  a  revolving  shaft; 
2d,  of  two  rims  or  shroudings,  and  even  of  three,  in 
very  large  wheels ;  8d,  of  arms,  which  connect  each 
rim  to  the  arbor,  and  which  are  arranged  in  different 
ways,  as  we  see  by  the  figures ;  4th,  of  supports,  strong 
wooden  pins,  imbedded  and  held  fast  upon  the  shroud- 
ings ;  5th,  of  floats  nailed  or  bolted  upon  the  supports ; 
6th,  and  quite  often  of  counter-floats  or  planks,  fixed 
flat  against  the  rims,  and  enclosing  a  part  of  the  inter- 
val between  the  floats. 

The  motive  water  is  led  to  the  wheel  by  a  water- 
course whose  sides  nearly  touch  the  floats,  leaving  them 
only  the  play  necessary  for  motion.  It  is  delivered  to 
the  course  through  a  gate- way,  whose  board  is  raised 
to  a  greater  or  less  height,  as  we  wish  to  deliver  more 
or  less  water. 

I  shall  not  here  enter  into  the  details  of  construction. 
I  shall  only,  and  with  the  view  of  furnishing  proper 
directions  for  the  engineer  charged  with  the  establish- 
ment of  such  a  wheel,  make  some  observations  upon  the 
best  disposition,  and  upon  the  principal  dimensions  to 
be  given  to  parts  which  have  an  immediate  influence 
.upon  the  effect  of  the  machine,  to  wit,  the  sluice,  the 
course,  and  the  floats ;  these  observations  are  applica- 
ble to  several  of  the  wheels  which  we  shall  hereafter 
discuss. 
Gates.  802.  The  fluid  mass,  on  its  issuing  from  the  gate, 

experiences  a  contraction ;  then  dilating,  it  meets  the 
sides  of  the  water-course  and  follows  them.  Even 
should  it  have,  when  at  the  section  of  greatest  contrac- 
tion, a  velocity  due  to  the  height  of  the  reservoir,  yet 
a  notable  portion  is  afterwards  lost  by  the  effect  of 
this  dilation,  and  that  of  the  friction  against  the 
course,  if  it  has  any  length ;  so  that  quite  often  it  ar- 
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rives  at  the  floats  with   only  three  quarters  of  this 
velocity. 

We  prevent  this  loss  of  velocity,  and  consequently  of 
force,  1st.  by  establishing  the  gate  as  near  as  possi- 
ble to  the  wheel ;  we  thus  render  the  resistance  of  the 
course  nearly  insensible ;  2d,  by  disposing  the  sluice  so 
as  to  reduce  the  contraction  as  much  as  may  be ;  for 
this  purpose,  we  prolong  its  bottom  and  lateral  "sides 
(above  the  opening),  into  the  botton^  and  sides  of  the 
water-course ;  and  we  widen  its  entrance,  or  that  of  the 
canal  which  precedes  it,  so  that  the  horizontal  sec- 
tion of  this  entrance  may  have  the  form  represented  by 
Fig.  4;  3d,  we  incline  the  gate-board  and  all  the 
front  part  of  the  gate- way ;  this  inclination  amounts  to 
carrying  the  orifice  nearer  the  floats,  and  nearly  ap- 
proaches the  openings  of  pyramidal  troughs,  where  the 
contraction  is  almost  nothing  (51).  Experiments  made 
by  M.  Poncelet  place  beyond  a  doubt  the  good  efiect 
of  this  inclination;  a  gate  inclined  63°  to  the  ho- 
rizon (1  base  to  2  height),  gave  him  0.75  for  the 
coefficient  of  contraction,  and  he  had  0.80  with  an  angle 
of  45®  (1  base  to  1  height) ;  an  upright  gate,  in  the 
same  circumstances,  gave  about  0.70.*  By  dispos- 
ing his  sluices  in  the  manner  above  indicated,  this 
philosopher  accomplished  the  end  of  bringing  the 
motive  current  upon  the  floats  of  the  wheel  with  a 
velocity  but  little  differing  from  that  due  to  the  height 
of  the  reservoir ;  it  is  true  that  the  opening  of  the 
gate  was  great,  and  the  diminution  of  the  veloc- 
ity is  as  much  the  less  as  the  opening  is  more  con- 
siderable. 


*M6molze«  tarles  roaes  hydraoUqaeB  yerticales  t.  uibcs  coorbes.  1827.  p.  78  and 
IbQowlng.  In  these  experiments,  ihe  opening  of  the  gate-hoard  was  made  perpen- 
dicular to  the  bottom  of  the  conrse. 


water-coune. 


Pig.  80. 
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If,  without  loss  of  fall,  we  might  direct  the  water 
immediately  upon  the  floats,  in  causing  it  to  issue 
through  an  orifice  in  a  thin  plate,  or  through  a  pyra- 
midal trough,  the  velocity  would  experience  only  a  few 
hundredths  of  diminution. 
The  803.  Immediately  past  the  gate,  the  water-course 

is  directed,  with  a  slight  inclination,  towards  the  wheel ; 
it  passes  beneath,  and  then  continues  in  a  right  line 
(Fig.  50). 

Its  size  is  determined  by  the  volume  of  water  which  it 
is  to  conduct ;  the  thickness  of  the  fluid  sheet  in  the 
water-course  (supposing  for  an  instant  the  wheel  to  be 
raised  up)  should  never  be  above  0.82  ft.  nor  below  0.49 
fL  If  it  were  less,  'the  quantity  of  water  escaping  be- 
tween the  flooring  and  the  lower  edges  of  the  floats,  with- 
out exerting  any  action  upon  them,  would  be  proportion- 
ally too  great ;  and  the  force  of  its  current  would  be  no- 
tably diminished.  That  this  diminution  may  be  as  slight 
as  possible,  we  should  not  give  to  the  space  necessary 
to  be  left  between  the  sides  of  the  water-course  and  the 
edge  of  the  floats  more  than  from  .0328  to  .0656  ft. 

If  ever  so  little  attention  is  given  to  careful  con- 
structions, we  do  not  make  the  water-courses  entirely 
rectilinear.  Their  bottom  or  flooring  should  arrive  at 
the  level  of  the  lower  edge  of  the  second  float  above  the 
vertical  diameter ;  there,  it  curves  concentric  with  the 
wheel,  as  &r  as  the  plumb  line  of  this  diameter ;  then  it 
&Us  suddenly  a  decimetre,  (.328  ft.)  at  least,  and  finally 
pursues  its  course  with  the  slope  permitted  by  the  local- 
ng.  9.  ity  (Fig.  51).  Its  breadth,  immediately  before  reach- 
ing the  floats,  is  a  little  less  than  theirs;  it  then 
increases  and  encloses  the  floats  beyond  the  vertical 
diameter.  By  these  dispositions,  the  water,  on  its  arri- 
val at  the  wheel,  impinges  upon  it  with  all  its  mass, 
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without  experiencing  a  loss  through  the  intervals ;  after 
that,  the  lowering  and  enlargement  of  the  wheel-course 
&yor8  the  clearing  of  the  water,  and  does  not  obstruct 
its  motion.  We  refer  to  the  above-cited  work  of  M. 
Poncelet  for  the  good  establishment  of  courses. 

304.  After  what  has  just  been  said,  the  breadth  of  the      Floats: 
floats  is  fixed  by  that  of  the  course,  and  by  the  size  of  **"*^®°«^ 
the  intervals.     Their  height,  in  the  direction  of  the 

arm  of  the  wheel,  ought  to  be  such  that  in  the  great- 
est rising  of  the  water  against  the  first  float  struck  by 
it,  a  portion  of  the  fluid,  which  tends  to  run  past  its 
upper  edge,  although  retained  by  the  counter-float, 
shall  not  lose  a  part  of  its  action :  we  prevent  this  loss 
by  giving  to  the  height  of  the  floats  about  three  times 
the  thickness  of  the  sheet  of  water  in  the  course, 
without,  however,  exceeding  2.13  ft.  The  distance 
from  float  to  float,  measured  upon  the  exterior  circum- 
ference of  the  wheel,  should  be  a  little  less  than  their 
height. 

305.  Their  number,  then,  will  depend  upon  the     Diameter 
extent  of  the  circumference  or  of  the  diameter,  and 
this  dimension  is  nearly  arbitrary. 

The  dynamic  effect  of  the  wheel  is  proportionate  to 
the  velocity  of  the  floats:  it  requires  only  this  velocity, 
which  is  independent  of  the  diameter.  When  the 
diameter  is  required,  we  usually  determine  it  by  the 
number  of  turns  which  it  is  proper  the  wheel  should 
make  in  a  certain  time,  in  order  that  the  transmission 
of  motion  to  that  part  of  the  machine  which  does  the 
useful  work,  and  which  should  consequently  have  a 
certain  velocity,  should  be  effected  with  the  greatest 
simplicity  and  with  the  least  gearing  possible.  This 
is  accomplished  in  such  a  way  that  the  wheel  shall 
have  a  velocity  and  dimensions  adapting  it  to  fulfil  the 
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Namber 

of 
floats. 


office  of  a  fly-wheel,  so  as  to  maintain  a  suitable  ani- 
formit  J  of  motion.  If  u  is  the  velocit  j  at  the  extrem- 
ity of  the  floats,  N  the  number  of  turns  wished  in 

a  minute,  the  diameter  will  be  — xr,  or  19.1  xr-     For 

the  case  of  good  efiect,  we  shall  have  nearly  u  = 
8.08  VH;    and  consequently,  the  diameter  will  be 

VH.     Finally,  in  practice,  we  never  make  it  less 
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than  18.12  ft.,  nor  more  than  26.25  ft. 
806.  According  to  the  adopted 
size  of  the  diameter,  we  shall  give 
to  the  wheel  the  number  of  floats  indi- 
cated opposite.  This  number  is  divisi- 
ble by  4;  from  the  fact  that  con- 
structors are  in  the  habit  of  putting  an 
integral  number  of  floats  in  each  of  the 
four  quarters  of  the  wheel.  We  may 
besides,  without  any  disadvantage,  in- 
crease by  4  each  of  the  numbers  of  the  table. 

Bossat,  in  raising  the  same  weight  by  a  small  wheel  of  3.346 
ft.  diameter,  spmetimes  with  48,  at  other  times  with  24  floats, 
obtained  efifects  which  were  in  the  ratio  of  4  to  3,  whence  he  con- 
cluded that  it  would  he  better  to  give  a  greater  number  of  floats 
to  wheels  than  is  usually  done.  {Hydrodyn,^  ^  1029  and  follow- 
ing.) But  his  water^course  was  rectilinear,  and  in  such  a  course, 
the  wheel  takes  positions  in  which  the  spaces  between  the 
flooring  and  the  edge  of  the  floats  shall  be  the  greater  as  their 
number  is  the  smaller  ;  whence  it  follows  that  a  great  quantity 
of  water  is  lost  without  exerting  any  action.  Smeaton,  to  whom 
this  &ct  was  well  known,  remarked  that  this  no  longer  occurs, 
and  that  the  e£^t  is  not  necessarily  diminished,  by  lessening  the 
number  of  floats,  when  we  curve  the  flooring  concentrically  with 
the  wheel,  and  that  it  was  sufficient  to  give  such  a  length  to  the 
curved  part,  as  that  one  float  might  enter  it  before  the  other  left.* 


*  Recberches  esp6xlmeutale8  sor  Teaa  et  le  vent,  p.  24. 
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807.  Some  mechanists  have  supposed  that  the  dy-    incunauon. 
Damic  effect  is  increased  by  inclining  the  floats  upon 

the  direction  of  the  arm,  and  they  have  given  them 
such  an  inclination.  But  what  may  be  advantageous  for 
a  wheel  plunging  in  an  indefinite  fluid  (829)  is  no 
longer  so  for  one  established  in  a  mill-race.  Bossut 
having  compared  the  effects  obtained  with  floats  inclined 
0**,  8**,  12°  and  16°,  found  that  they  were  respectively 
as  the  numbers  1,  0.949,  0.956  and  0.998  {Hydrodyn. 
§  1048) :  so  that  in  these  experiments,  the  only  ones 
with  which  I  am  acquainted,  the  inclination  has  been  a 
disadvantage. 

In  the  case  only  where  a  wheel  might  casually  be 
plunged  in  the  race  of  a  canal  (for  we  cannot  admit  that 
it  is  usual,  inasmuch  as  its  establishment  then  would  be 
fiiulty,  and  would  have  to  be  changed),  the  inclination 
of  the  floats  would  &.vor  their  clearance ;  or  rather,  it 
would  prevent  the  floats,  after  they  had  passed  the  ver- 
tical, from  taking  up  and  raising  a  certain  quantity  of 
water,  which,  acting  in  a  direction  opposite  to  the  mo- 
tion, would  diminish  the  effect. 

This  inconvenience  is  obviated  in  large  wheels  estab- 
lished upon  the  arms  of  a  river,  where  the  &11  is  very 
small,  and  where  the  floats  are  composed  of  different 
pieces,  by  giving  them  a  slight  inclination,  but  more 
and  more  as  they  approach  the  exterior  circumference 
of  the  wheel. 

808.  Attempts  have  been  made  to  increase  the  dy-   sidepiecei. 
namic  force,  by  means  of  lining  the  floats  with  borders, 

or  side  pieces,  like  those  which  have  already  been  dis- 
cussed (289  and  258).  But  we  have  observed  that 
their  action  was  inconsiderable  in  the  case  where  the 
paddles  which  receive  the  impulse  of  the  fluid  are  placed 
in  a  water-course.     It  will  be  still  less  upon  the  floats 
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of  a  wheel ;  and  in  the  experiments  of  M.  Ponoelet, 
made  at  a  powder-^mill  in  Metz,  these  flanges  have  aug- 
mented the  effect  bnt  a  fifteenth. 

We  produce,  and  with  more  certaintj;  an  analogous 
effect,  by  fixing  and  enclosing  the  floats  between  two  cir- 
cular plates,  similar  to  those  which  form  the  crown  or 
shrouding  of  bucket- wheels. 

In  narrow  wheels,  cast  iron  floats,  slightly  cylindrical, 
the  axis  of  the  cylinder  being  in  the  direction  of  the 
radius,  produce  the  effect  of  these  side  enclosures. 
Patting  809.  When  we  put  in  motion  a  machine  at  rest,  and 
""Lotton.*"  for  this  purpose  open  the  gate,  the  fluid  is  precipi- 
tated forcibly  against  the  float  which  is  opposite  to  it, 
rises  and  flows  over  all  its  parts ;  continually  pressed 
by  that  which  arrives  without  interruption,  it  exerts  a 
greater  effort  than  when  the  motion  is  established.  A 
portion  of  this  effort  is  put  in  equilibrium  with  that  of 
the  resistances  to  be  overcome ;  the  remaining  portion 
acts,  in  the  first  moment,  to  break  the  adhesion  con- 
tracted during  the  repose  by  the  pieces  of  the  machine 
which  should  move  upon  each  other ;  and  then,  striving 
against  the  inertia  of  the  masses,  it  accelerates  more 
and  more  its  motion.  As  the  velocity  of  the  wheel 
increases,  its  action  becomes  more  feeble^  (since  this 
action  is  proportional  to  the  relative  velocily)  ;  soon  the 
acceleration,  diminishing  gradually,  becomes  insensible 
and  as  nothing ;  and  the  wheel,  after  a  few  turns,  in 
consequence  of  the  velocity  impressed  upon  it,  and  in 
virtue  of  its  inertia,  continues  to  move,  as  it  were,  of 
itself,  either  with  an  entirely  uniform  motion,  or  with  a 
velocity  which,  oscillating  between  near  limits,  may  be 
reduced  to  a  mean  and  continuous  velocity. 
Analytical  810.  We  havo  already  seen  (252 'and  297)  that  the 
^^^r^^  action  of  an  impulse,  or  the  dynamic  effect  produced 
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by  it  upon  the  floats  of  a  wheel,  or,  more  exactly,  upon 
a  paddle  well  set  in  a  water-course,  and  which  yields 
perpendicularly  before  the  fluid,  was 

Is  it  the  same  for  a  series  of  floats  presented  in  suc- 
cession to  the  current,  or  two  or  three  at  a  time,  and 
under  different  angles  of  inclination?  Experience 
alone  can  afford  us  just  ideas  upon  this  subject ;  mean- 
while, we  assume  that  the  action  of  the  impulse  upon  the 
wheel  is  not  equal,  but  of  the  same  nature,  and  having 
the  same  form  of  expression  as  the  above. 

811.  In  this  expression  of  effect,  when  the  wheel  is  velocity, 
moved  by  the  same  current,  v  is  the  only  variable.  If '^tatheofST* 
i?=0,  the  effect  will  be  nothing ;  a  machine  which  does  of  *n»»Jiniiim. 
not  move  cannot  produce  any.  It  will  still  be  nothing 
when  17= y ;  a  wheel  which  goes  as  &st  as  the  current 
cannot  receive  action  from  it.  It  is  moreover  evident 
that  V  can  never  exceed  Y.  So  that  the  effect  will 
increase  according  as  the  velocity  of  the  wheel,  starting 
at  zero,  shall  increase ;  but  only  up  to  a  certain  point, 
beyond  which  this  effect  will  decrease,  returning  to 
nothing  when  the  velocity  shall  be  equal  to  Y ;  between 
these  two  extremes  there  will,  then,  be  a  majnmum  of 
effect.  Differentiating  the  variable  part  of  the  expres- 
sion, (Y — v)vy  and  making  this  equal  to  zero,  we  have 
Yrfr — 2t?rfr=0;  whence  i?=J  Y;  that  is  to  say,  that 
a  wheel  with  floats  produces  its  greatest  effect,  when 

its  velocity  is  half  that  of  the  current. 

p 
The  effort  of  the  water  upon  the  floats  is  --  ( Y  —  v) 

(297) ;  this  will  also  be  the  value  of  the  load  of  the 
machine,  that  is  to  say,  of  the  sum  of  resistances  whi^h 
it  can  overcome,  these  quantities  being  equal  (287). 
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For  the  case  of  maximum  of  effect,  where  t;=j  V, 

this  load  will  be 

PV 

For  the  same  case,  the  dynamic  effect,  being  equal  to 
this  load  multiplied  by  its  corresponding  velocity  jV, 

PV  V* 

will  be  equal  to  -^j  or,  observing  that  2^  =  Ai  (300), 

The  greatest  effect  of  which  a  current  arriving  at  a 
machine  is  susceptible,  with  P  of  water,  and  a  velocity 
due  to  Ai,  is  PAi;  that  of  a  wheel  with  floats  will  there- 
fore be  only  half  of  this. 

If  the  entire  fall  H  had  been  made  available,  and  ex- 
'  perienced  no  loss  of  velocity,  either  at  the  gate  or  in  the 
course,  we  should  have  Ai=H,  and  for  the  maximum 
effect 

JPH. 

Whence  we  conclude,  that  the  greatest  effect  which 
can  be  produced  by  a  current  of  water  acting  by  Us 
impulse  upon  a  wheel  with  floats,  and  upon  a 
hydraulic  wheel  in  general,  is  but  half  of  the  great- 
est effect  of  which  it  is  capable.  And  yet  we  could 
never  have  arrived  even  to  this  half,  but  through  sup- 
positions which  are  not  realised ;  it  is  a  limit  which  we 
cannot  attain,  and  from  which  we  are  usually  £ur  remov- 
ed, as  we  shall  soon  see. 
Experiments  312.  Wc  pass  to  the  modifications  which  experience 
smMton.  niust  make  in  the  results  of  a  theory,  which,  moreover, 
we  have  only  admitted  with  reserve. 

We  shall  devote  some  time  to  this  subject,  both 
because  we  are  dealing  with  nearly  the  only  wheel  that 
is  moved  solely  by  the  impulse  of  water,  and  because 
the  field  of  experiment  has  been  successfully  explored 
by  a  man  of  superior  merit,  Smeaton,  one  of  the  most 
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celebrated  engineers  of  England.  His  observations 
were  made,  it  is  true,  on  a  small  scale,  the  model  of  the 
wheel  being  only  two  feet  in  diameter ;  but  they  were  so 
well  directed  towards  the  principal  points  of  the  prob- 
lem to  be  solved,  and  executed  with  so  much  skill,  that 
they  enable  us  to  recognise  the  principal  circumstance^ 
of  the  motion  of  wheels  with  floats.  It  was  only  after 
Smeaton  had  satisfied  himself  that  their  results  were 
conformable  with  those  observed  by  him  on  large  wheels, 
that  he  published  them."^ 

Upon  the  axle  of  a  wheel,  a  cord  was  wound,  which  passed  . 
orer  a  pulley  on  the  top  of  the  machine,  and  which  bore  at  its  end 
a  basin,  in  which  were  placed  at  pleasure  various  weights.    The 
water  was  furnished  to  the  wheel  by  a  reservoir,  which  was  con- 
Btantlj  kept  at  the  desired  height. 

The  experiments  were  divided  into  classes  and  series :  those  of 
the  same  class  all  have  the  same  opening  of  the  sluice-gates ;  and 
in  those  of  the  same  series,  they  moreover  had  the  same  height 
of  reservoir,  and  consequently  the  same  quantity  and  the  same 
velocity  of  motive  water,  or  the  same  dynamic  force. 

The  velocity  of  the  fluid,  at  the  moment  of  striking  the  wheel, 
as  well  as  the  passive  resistances,  were  determined  previously 
and  directly  by  experiments  of  a  very  ingenious  character,  which 
may  be  found  in  the  memoir  of  the  author. 

These  preliminaries  having  been  established,  a  small  weight 
was  at  iirst  put  in  the  basin  ;  when  the  motion  was  well  estab- 
lished and  had  become  uniform,  they  counted  the  number  of 
tarns  made  by  the  wheel  in  1'  or  60^',  and  thence  deduced  the 
velocity  of  the  elevation  of  the  weight :  this  was  the  first  exper- 
iment of  the  series.  Then  the  basin  was  lowered,  and  a  heavier 
weight  placed  in  it,  and  the  time  of  raising  it  was  taken.  So, 
in  succession,  for  a  third,  fourth,  &c.,  weight,  up  to  the  weight 
which  was  so  heavy  as  to  arrest  the  motion :  the  series  of  experi- 
ments was  then  completed.  That  term  in  which  the  product  of 
the  weight  raised  (adding  to  it  the  weight  representing  the  pas- 
sive resistances)  into  the  respective  ascensional  velocity,  was 
fotuid  to  be  greatest,  was  the  term  of  maximum  effect  of  the  series. 

*  Hlfl  Memoir,  read  before  the  Royal  Society  in  1789,  made  a  part  of  Uie  Experi- 
mental Researches  npon  -water  and  -wind,  translated  from  the  English  by  M.  Glraid. 
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Smeaton  in  this  maimer  made  tweaty-aevw  series  of  ezperi- 

mente,  and  he  published  a  table  presenting  the  oircomstances 

relatiDg  to  the  experiment  of  maximum  of  e£foct  in  each  series. 

The  fi)llowing  table,  containing  eighteen  of  these  experiments, 

is  an  extract  firom  it.    The  dotted  transTerse  lines  to  be  seen  in 

it,  separate  the  six  classes  of  experiments ;  from  one  class  to  the 

other,  the  opening  of  the  sluice-gate  was  gradually  enlarged. 

The  titles  of  the  columns  indicate  their  contents  sufficiently  well. 

I  shall  confine  myself  to  the  remark,  that,  for  each  experiment, 

V"  a 

hi  =s  ~—  ,  H  =  Ai  -3- ,  a  being  the  number  of  the  experiment  <x 

of  the  horizontal  line  noted  in  the  eighth  column,  and  6  the 
number  in  the  ninth ;  H  is  the  height  of  the  water  above  the 
gate  sill;  ipssspy,  y  is  the  corresponding  number  of  the  tenth 
column,  and  ip  represents,  for  each  series,  the  weight  which,  put 
in  the  basin,  would  arrest  the  wheel. 
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0.61 

0.460.30 

0.24 

1.06. 

5.116 

5.208 

2.562 

•2439 

.2736 

4 

.625 

0.58 

0.49 

0.29 

0.24 

1.06  , 

6.00 

5.208 

2.708 

.741 

0.64 
6~ 

0.52 
7 

0.30 
'8~ 

0.25 
9 

1.08 
10 

1 

2 

3 
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The  four  iBrst  colnnms  of  the  table  present  the  data 
of  the  eicperiment;  the  six  last,  the  resnlts  deduced 
firom  them. 

Let  ufi  sum  up  these  f^esults. 

813.  A  glance  at  the  sixth  column  shows  that  the  coiueqaences 
coefficient  of  reduction  of  the  theoretic  effect  to  the  experiments  fbr 
real  effect  is  not  constant,  and  consequently,  that  the  J^^^UJ^^^f 
admitted  theory  does  not  adapt  itself  to  all  the  circum-      eflbct 
stances  of  the  moyement  of  wheels  with  floats. 


V 

pv 

n 

ft. 

lb6.ft 

4.691 

1.512 

0.62 

4.363 

1.671 

0.57 

3.773 

1.671 

0.69 

3.510 

1.765 

0.64 

3.117 

1.751 

0.67 

2.756 

1.714 

0.69 

2.296 

1.967 

0.71 

1.706 

1.280 

0.71 

Its  results,  as  to  e£fect,  are  so  much 
farther  from  those  of  experiment,  as 
the  velocity  is  more  considerable,  as  we 
may  see  in  the  table  opposite,  which 
answers  to  the  only  entire  series  of  ex- 
periments which  Smeaton  has  given  us. 
The  quantity  of  motive  water  used 
there  was  4.46  lbs.,  and  its  velocity 
9.222  ft. 


The  coefficient  n  does  not  present  so  great  varieties 
in  the  experiments  of  the  great  table,  which  answer  to 
the  maximum  of  effect  of  each  series:  and  even, 
making  abstraction  of  some  anomalous  numbers,  we 
have  for  the  mean  of  each  class  (one  only  excepted) 
very  nearly  n  =  0.64;  and  consequently, 

EoTpv  =  0.64 .  iPk,  =  0.32PA,. 

This  ratio  of  pv  to  PA^,  immediately  given  by  each 
experiment,  is  noted  in  the  eighth  column  of  the  table; 
it  only  varies  from  0.28  to  0.32;  and  the  mean  term 
has  no  where  exceeded  0.30.  Nevertheless,  Smeaton 
thought  he  had  good  cause  to  raise  it  as  high  as  I  for 
great  wheels;  that  is  to  say,  to  admit  their  effect  to  be 
I  of  the  force  which  the  current  possesses  on  its  arrival 
at  the  floats. 
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314.  The  ratio  of  this  same  effect  to  the  entire  force 
of  the  motor,  or  m  (300),  indicated  in  the  ninth  col- 
umn, is  not  so  constant  in  its  character  as  the  preced- 
ing ;  it  gradually  increased  from  one  class  to  the  other, 
from  0.167  up  to  0.25.  So  that,  in  the  experiments  of 
Smeaton,  the  greatest  dynamic  effect  was  only  from 
a  sixth  to  a  quarter  of  the  entire  force  of  the  m^otor. 
I  doubt  if  in  great  machines,  even  supposing  them  well 
arranged,  it  attains  this  last  yalue ;  though  theory 
indicates  it  as  double,  or  jPH. 

315.  The  ratio  of  the  velocity  of  the  wheel  to  that 
of  the  current  gradually  increased  from  one  class  to  the 
other,  that  is  to  say,  in  proportion  as  the  opening  of  the 
sluice-gate  was  greater,  from  0.36  up  to  0.52 ;  it  was,  as 
a  mean,  0.44.  Smeaton  does  not  admit  over  0.40.  Bos- 
sut,  after  a  series  of  some  experiments,  also  adopted 
this  same  number ;  but  as  the  velocity  of  the  current 
was  measured  at  the  surface,  they  have  given  too  small 
a  result;  it  would  approach  0.50  in  taking  the  mean 
velocity.  I  believe,  tiiat  in  machines  well  arranged  and 
well  conducted,  we  may  very  nearly  attain  this  theo- 
retic limit;  and,  with  some  authors,  I  shall  adopt 
t7= 0.45V,  always  for  the  case  of  maximum  of  effect. 

316.  Finally,  the  last  column  shows  that  the  load 

which  arrests  the  wheel  is  only  from  one  to  two  tenths 

greater  than  the  load  for  the  maximum^  of  effect.     But 

according  to  theory,  it  should  be  double ;  indeed,  the 

PV 
load  -^j  corresponding  to  the  velocity  i?=0,   is  — 

(310)  ;  and  that  which  corresponds  to  the  maximum  is 

^(311). 

General         317.  The  rcsults  WO  havo  just  given  refer  to  the 
case  where  the  velocity  of  the  wheel  is  found  to  be  in 


Formula. 
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the  most  advantageous  ratio  to  that  of  the  current  at  the 
moment  of  striking  the  floats.  But  usually,  this  is  not 
the  case ;  the  effect  is  less,  and  its  coefficient  n,  experi- 
encing great  variations,  as  we  have  seen  in  the  small 
table  of  Sec.  318,  can  never  be  expressed  by  a  gen- 
eral formula. 

However,  when  the  velocity  of  the  wheel  does  not 
exceed  certain  limits,  one  third  to  two  thirds  that  of  the 
current,  without  the  risk  of  any  notable  error,  espe- 
cially in  excess,  we  may  take  .60  for  the  coefficient,  and 
admit 

E=:0.60?  (V— »)«-=. 01864P(V—t?)t?  =  1.1640Q(V—t?)t;. 

318.  The  velocity  V,  with  which  the  water  arrives 
at  the  floats,  is  always  difficult  to  determine.  It 
meets,  as  we  have  seen  (302),  with  losses  between  the 
sluice-gate  and  the  wheel ;  without  them,  we  should 
have  Y=A/2gk;  and  A,  the  difference  in  level  between 
the  surface  of  the  reservoir  and  the  centre  of  percus- 
sion of  the  floats,  would  be  easily  measured. 

Smeaton,  who  made  observations  upon  the  losses 
really  experienced,  and  who  has  sometimes  seen  them 
as  high  as  one  fifth  of  the  velocity,  has  also  remarked 
that  they  diminish,  when  the  height  of  the  opening  of 
the  gate  increases;  so  much,  says  he,  that  in  mill- 
sluices,  when  great  volumes  of  water  are  discharged, 
under  moderate  heads,  V  will  be  very  nearly  equal  to 
A/2gh,  M.  Ponoelet  has  also  observed  that  the  loss  of 
velocity  is  less  in  great  openings ;  and  that  through  an 
opening  .7217  ft.  in  height,  andeven  with  a  head  of  4.593 
ft.,  he  found  V=0.99  A/2gh.  Stilly  to  prevent  mis- 
takes, and  supposing  that  the  sluice-way  is  otherwise 
suitably  arranged,   we  will  admit  V=0.95   s/2gh 
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=  7.6215  h/  Ti;  and  coDsequentlj,  we  shall  liave  gen- 
erally __ 

E=1.1642Q  (7.6216V  A  — ti>. 

When  V  is  very  near  to  JV,  tliis  expression  will  be 
reduced  to 

E  =  16.907QA. 

819.  The  ratio  between  the  effect  and  the  entire  force 
of  the  motor  will  be'  established  in  a  manner  still  less 
sure.  Smeaton,  even  in  the  case  of  maximum  effect, 
found  it  vary  from  0.16  to  0.25.  So  that  we  shall 
have  nearly  always 

E<0.25PH  or  <15.612QH. 

Finally,  we  but  little  regret  our  inability  to  give  a 
more  precise  expression  of  the  effect  of  wheels  with 
floats  moved  by  the  impulse  of  water,  inasmuch  as  this 
kind  of  wheel  is  nearly  out  of  use. 

BiMt-Engiiie.  3^*  Notwithstandiiig  this  remark,  suppose  we  are  to  estab- 
lish a  wheel  to  put  in  action  a  blast-engine,  appointed  to  throw 
into  a  high  ftimace  for  melting  iron  by  means  of  coal  or  of 
coke, '  three  quarters  of  a  cubic  metre  or  26.487  cubic  ft.  of 
air  in  a  second,  with  a  velocity  of  426.51  ft. ;  and  that  we 
have  upon  a  small  rirer  a  &11  of  5.4134  ft.  We  wish  to  deter- 
mine the  volume  of  water  required  to  move  the  machine. 

That  we  may  have  three  quarters  of  a  cubic  metre  of  air  in 
the  furnace,  in  view  of  the  inevitable  losses,  we  must  count  upon 
a  cubic  metre.  At  the  level  of  the  sea,  and  at  zero  of  the  ther- 
mometric  temperature,  it  would  weigh  2.8671  lbs. ;  at  the  site 
of  the  mill,  it  will  weigh  only  2.6906  lbs. ;  we  will  admit  2.7568 
lbs.  The  height  due  to  the  velocity  of  426.51  ft.  is  2821.57  ft. 
Thus  the  useful  effect  to  be  produced  is  equivalent  to  raising 
2.7568  lbs.  to  a  height  of  2821.57  ft.,  or  1075*»  =  7778. 59 »'*'»• 
in  one  second.  By  reason  of  the  passive  resistances  of  the 
wheel,  of  the  machine  and  air  pipe,  we  vnll  augment  this  num- 
ber by  a  third,  and  we  shall  have  for  the  dynamic  efiect, 
10371.45»'-'»-  =  E. 
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On  the  &11  of  5.4134  ft.,  we  will  take  .98427  ft.  for  the  dis- 
tance between  the  centre  of  percussion  of  the  floats  and  the 
lower  level ;  and  there  will  remain  but  4.4292  ft.  for  the  value  of 
h.  Thus  the  equation  will  be  10371.45  =  16.907Q  X  4.4292  ; 
whence  Q=a  138.49  cub.  ft. 

We  will  reckon  upon  141.266  cub.  ft.  This  water,  having  to 
run  in  a  water^urse  with  a  velocity  of  16.04^87.621 5  \/4.4292, 
the  section  of  the  fluid  sheet  in  itwill  be  8.888  sq.  ft.,  and  as  its 
thickness  should  not  exceed  .6562  ft.,  its  breadth  must  be  13.418 
ft. ;  let  us  put  it  at  13.45  ft.  Leaving  a  space  .0492  each  side 
between  the  course  and  the  wheel,  we  shall  have  for  the  breadth  of 
the  latter,  that  is  to  say  for  the  breadth  of  the  floats,  13.353  ft. 
Their  height  will  be  2.132  ft. ;  for  under  the  wheel,  the  water 
will  rise  1.97  ft.  and  more :  they  will  therefore  be  furnished  with 
counter-floats  ("  corUre-avhes  ").  Their  number  will  be  forty,  the 
diameter  to  be  given  to  the  wheel  being  20.34  ft. ;  each  will  be 
formed  of  four  planks,  .574  ft.  wide,  and  inclined  gradually  upon 
the  radius  0"",  10°,  20°  and  30° ;  the  three  iron  supports  to  hold 
them  will  have  three  bends  or  angles  of  170°.  The  wheel  will 
make  about  seven  turns  per  minute,  and  its  motion  will  be  com- 
municated without  gearing  to  the  pistons  of  the  blast  cylinder, 
either  by  means  of  cranks,  winches,  balance-beams,  or  by  cams, 
in  the  form  of  eccentric  wheels,  which  will  accompany  them  in 
their  ascent  and  descent. 

The  float-wheel  just  described,  exceeding  13  ft.  in  width,  con- 
suming 141.26  cub.  ft.  of  water  per  second,  with  a  &11  of  5.413 
ft.,  having  thus  a  force  equivalent  to  89  horse-power,  will  be  one 
of  the  most  efficient  which  we  can  have. 

If  charcoal  were  used  in  the  furnace,  wo  should  not  require 
over  17.66  cub.  ft.  of  air  per  second,  with  a  velocity  of  328  ft. 
A  volume  of  water  of  44.14  cub.  ft.  would  be  sufficient  to  move 
the  wheel.  We  should  give  it  a  width  of  only  4.92  ft. ;  its 
floats  might  be  plane  and  1.968  ft.  deep. 

2.   Wheels  established  in  a  circular  water-course  or  curb, 

821.  We  have  seen  (Sec.  303)  that  the  most  advan-  Form  and  dis- 
tageous  disposition  of  the  course  for  float- wheels  is  iiiPo"**®"^^*^**''^ 
curving  it  under  the  lower  part  of  the  wheel  and  eon- 
centric  with  it,  for  a  short  length,  (one  or  two  of  the 
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float  spaces, )  and  consequently  a  very  small  height.  The 
advantage  increases  as  the  height  or  versed  sine  of  the 
curved  part  is  greater ;  so  much  so,  that  now  they  are 
made  as  great  as  possible  compared  to  the  fall ;  and  we 
give  them  two  thirds,  three  quarters,  and  even  a  greater 
proportion  of  its  value.  In  this  way,  we  obtain  wheels 
of  very  good  effect,  perhaps  the  best  that  can  be  had 
with  small  falls,  those  of  eight  feet  and  less.  Figure 
Fig.  61.      61  gives  a  good  idea  of  their  disposition. 

322.  Manifestly,  the  circular  course  or  curb  should 
be  constructed  with  great  care,  and  of  masonry,  if  pos- 
sible ;  its  apron,  or  cylindrical  surface,  should  be  very 
smooth,  well  centred,  and  so  that  its  axis  shall  be 
exactly  the  axis  of  rotation  of  the  wheel  which  the  curb 
or  mantle  encloses. 

The  space  to  be  left  between  its  sur&ce,  that  of  the 
bottom  as  well  as  its  sides,  and  the  edges  of  the  floats, 
should  be  from  0.0328  ft.  to  0.049  ft.  We  should 
never  make  them  less ;  in  the  best  suspended  and  best 
made  wheels,  after  a  while,  some  portions  yield  or  wear 
out,  some  joints  begin  to  play ;  and  if  the  space  is  too 
small,  the  floats  will  soon  rub  and  scrape  against  the 
curb.  This  consideration  should  induce  us  to  establish 
very  solidly  the  walls  or  pillars  upon  which  the  gud- 
geons are  supported. 

The  breadth  of  the  course,  as  well  as  that  of  the 
wheel,  should  be  such  that  the  water,  running  freely 
over  its  bed,  might  not  have  a  depth  of  over  0.656  ft., 
nor  under  0.049  ft. 

The  diameter  of  the  wheel  will  be  determined  in  the 
manner  and  according  to  the  considerations  shown  in 
Sec.  305 ;  generally,  it  is  from  16.4  ft.  to  23  ft. 

The  number  of  the  floats  will  be  such  as  above  de- 
scribed (306).     Their  height  should  never  be  less  than 


IN   A   CIRCULAR  WATER-COURSE.  847 

three  times  the  thickness  of  the  fluid  sheet  of  water  in 
the  course.  They  should  be  placed  in  the  direction  of 
the  radius.  Still,  good  millwrights  give  them  a  slight 
inclination ;  quite  often  they  incline  them  to  the  radius 
with  an  angle  90**  + a,  a  being  given  by  the  equation 

2H 
COS.  a  =  l  —  ^.     Sometimes  they  give  the  forms  in- 
dicated in  Fig.  61  by  a  i  c,  or  a'  V  c\ 

The  sluice-gate  should  be  made  and  disposed  with  all 
the  precautions  indicated  in  Sec.  302,  and  in  such  a 
manner  that  the  water  should  fall  very  nearly  perpen- 
dicular upon  the  float  receiving  the  impulse.  Better 
still,  if  it  can  be  done,  when  we  cause  the  water  to 
&11  by  simply  flowing  over  a  sill  established  at  the 
top  of  the  curved  apron. 

323.  Water  acts  upon  wheels  established  in  such  a     Theoretic 
course,  both  by  its  impulse  and  by  its  weight.  ^  ^ 

If  from  the  point  c,  taken  at  the  surface  of  the  res-  rig.  ei. 
ervoir,  we  drop  the  perpendicular  c/,  upon  the  horizon- 
tal line  passing  through  the  bottom  of  the  wheel,  and 
let  A:  be  a  point  taken  at  the  level  of  the  one  where  the 
water  arrives  at  the  first  float  struck ;  ef  will  represent 
the  total  fall  H;  and  ek  the  portion  h  of  this  fall 
employed  in  the  generation  of  the  velocity  with  which 
the  impulse  is  made.  After  thjs  has  taken  place,  the 
water  spreads  out  upon  the  float,  descends  with  it  press- 
ing upon  its  upper  surface ;  so  that  the  fluid  which  is  in 
the  course,  throughout  the  whole  height  A:/,^  presses 
upon  all  the  floats  found  there,  and  urges .  them  in  the 
direction  of  motion ;  this  action  of  the  weight  will  be 
expressed  (296)  by  P  X  >fc/  or  P  (H— A).     The  action 

P 
of  the  impulse  is  expressed  by  —  (V — v)v^  or  P  (A — 

A' — A")  (297);  or,  more  exactly  still,  with  the  nota- 
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tions  of  Sec.  800,  and  according  to  what  we  shall  here- 
after see  (352),  by  P  (A  — M  — A'— A"),  M  refer- 
ring to  losses  experienced  in  the  velocity  of  the  current 
between  the  gate  and  the  wheel.  Uniting  these  two 
partial  actions,  the  total  action,  or  the  effect  pv  which 
results  from  them,  will  be 

P  {(H  — A)  +  A  — /uA  — A'  — A"}. 

We  have  two  corrections  to  be  made  for  this  expres- 
sion. 

First,  even  when  all  the  water  P  expended  shall 
have  acted  by  its  impulse  upon  the  first  float  it  meets ; 
beyond  that,  when  it  descends  in  the  course,  pressing 
upon  the  succeeding  floats,  the  part  of  the  fluid  which 
is  found  in  the  intervals  between  the  edges  of  the  floats 
and  the  sides  of  the  course  exerts  no  pressure,  and 
has  no  effect ;  and  consequently,  it  should  be  subtracted 
from  P  in  the  expression  P  (H  —  A).  The  amount  of 
this  part  cannot  be  rigorously  determined.  Still,  if 
we  consider,  1st,  that  the  resistance  experienced  by 
this  water  against  the  sides  of  the  course  diminishes 
the  velocity  which  gravity  tends  to  give  it,  more  and 
more  during  its  descent  upon  the  bed  of  the  curb ;  2d, 
that  this  velocity  is  still  more  diminished  by  the  con- 
tinual obstructions  which  the  water  meets  in  its  passage 
through  the  spaces,  vailing  at  each  instant,  for  a  wheel 
is  never  perfectly  centred ;  3d,  finally  and  especially, 
that  the  velocity  is  altered  by  a  continual  mingling  of 
the  water  in  the  spaces  with  that  resting  upon  the 
floats,  we  may  conceive  that  in  nearly  every  case,  the 
velocity  of  one  will  be  that  of  the  other,  and  conse- 
quently equal  to  that  of  the  floats.  In  such  a  case,  if 
we  designate  by  A  the  section  of  the  fluid  sheet  in  the 

course,  and  by  a  that  which  answers  to  the  spaces,  P£ 
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will  be  the  portion  of  the  fluid  which  produces  no  effect ; 
we  must  deduct  this  from  P  in  the  expression  of  effect, 

which  will  become  P  (l  —  x)  ^^  —  ^^' 

Secondly,  the  portion  of  the  bottom  of  the  wheel 
which  plunges  in  the  water  of  the  course,  there  loses  a 
part  of  its  weight  equal  to  the  weight  of  the  fluid 
which  it  displaces.  In  consequence  of  this  loss,  there 
does  not  exist  an  equal  distribution  of  the  weight  of  the 
wheel  around  the  axis  of  rotation ;  and  the  wheel  tends 
to  turn  against  the  current ;  let  /?'  be  the  weight  repre- 
senting the  effort  of  this  tendency;  this  will  be  a  new 
resistance  which  the  motor  must  overcome,  and  it  should 
be  added  to  the  other  efforts  or  resistances  of  which  the 
sum  is  p. 

We  have  then,  n  being  the  coefficient  of  reduction  of 
the  results  of  calculation  to  those  of  observation, 

(j»+/)t;=»P{(H— A)(l— j)+A— iuA— A'— A"}. 

The  example  which  we  shall  shortly  give  will  show 
us  the  manner  of  applying  this  formula. 

324.  For  common  use,  it  may  be  simplified.     The 

quantities  p' and  1 — ~^,    supposing  the  constructions 

equally  well  made,  will  be  very  nearly  proportional  to 
the  force  of  the  machine,  or  to  P ;  and  they  may  con- 
sequently be  comprised  in  the  value  of  w.  Moreover, 
we  shall  see  (354),  that  the  quantity  ^i/A+A'+A" 
always  exceeds  |A,  and  that  it  is  very  nearly  §A.  So 
that  the  equation  is  simply 

E  =  nP(H  — lA). 

325.  Let  us  determine  the  coefficient  n. 

Let  us  see  its  value  in  a  machine,  perhaps  the  most    seaieiftct 
perfect  of  the  kind  we  have  di^pcussed ;  it  is  a  wheel 
established  at  the  chrystal  ware  manufactory  of  Bacca- 
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rat,  near  Lun^ville,  by  two  good  English  constructors, 
and  similar  to  those  in  use  in  their  country.  It  is 
13.14  ft.  in  diameter,  with  a  breadth  very  nearly  the 
same ;  it  has  32  floats,  1.312  ft.  deep ;  and  it  is  hung  in 
a  circular  course,  6.037  ft.  versed  sine^  upon  a  Ml  of 
6.758  fk. ;  the  space  between  the  sides  of  this  course 
and  the  edges  of  the  floats  is  reduced  to  some  milli- 
metres, says  M.  Morin.*  The  motive  water  was  let 
upon  the  wheel  over  a  weir  12.79  ft.  long,  with  the 
head  Aq  above  the  lip  noted  in  the  following  table. 
According  to  the  experiments  of  M.  Castel,  the  volume 
of  water  discharged  will  be  ^.5567x12. 79Ao  VA^; 
whence  we  have  the  values  of  P.  The  fall  was  6.037 
ft.+A,  and  I  have  represented  by  H'  the  factor  H — §A. 
As  for  Pj  the  sum  of  the  resistances  to  motion,  it  is  the 
result  of  experiments  made  by  M.  Morin,  by  means  of 
a  dynamic  brake ;  to  the  effort  immediately  indicated 
by  the  brake,  this  author  has  added  the  passive  resist- 
ances, which  he  determined  by  calculation  ;  finally,  as 
they  do  not  reach  to  ^5  of/?,  a  little  uncertainty  respect- 
ing them  would  be  but  of  small  consequence. 


V 

P 

P 

ho 

pv 
PH 

ft. 
7.64 
3.805 
3.182 
2.723 
2.395 
2.132 

lbs. 

108.04 
227.10 
269.06 
306.50 
348.40 
385.90 

lb8. 

1726.8 
1740.1 
1740.1 
1715.8 
1715.8 
1726.8 

ft. 
.7185 
.7217 
.7217 
.7152 
.7152 
.7185 

0.762 
0.792 
0.783 
0.777 
0.773 
0.755 

0.707 
0.734 
0.726 
0.720 
0.716 
0.700  1 

1  Mean 

.  .  .  . 

1727.5 

.7184 

0.772 

0.717  , 

Thus,  for  the  machine  at  Baccarat,  n  would  be,  as  a 
mean,  0.772. 


*  Experiences  sur  les  roues  hjdraallques,  etc.,  par  H.  Artliar  Morin,  Captaine 
d'artlllerie.  1836. 
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But  we  rarely  meet  a  wheel  with  so  small  a  play  as 
this,  and  it  will  only  be  for  machines  very  carefully 
constructed  and  maintained  that  we  can  admit 
E  =  0.75P(H  — 0.7A). 

326.  The  above  experiments  give  0.717  for  the  ratio 
of  pv  to  PH.  But  where,  as  for  the  wheel  upon  which 
they  were  made,  shall  we  find  the  height  of  the  circu- 
lar curb  so  great  as  j'o  of  the  fall  ?  Most  frequently, 
this  height,  or  more  exactly,  that  upon  which  the  water 
only  acts  by  its  weight,  is  not  over  one  third,  and  we 
generally  have  from 

0.60PH  to  0.65PH. 
In  the  application,  we  shall  not  use  these  expressions, 
but  the  preceding,  0.75P  (H  —  0.7 A);  diminishing  the 
numeric  coefficient  a  little,  if  the  machine  is  in  an  ordi- 
nary condition. 

327.  Upon  a  canal  fed  by  a  river,  we  have  an  iron-mill,  to     Example, 
which  we  wish  to  add  a  rolling-mill  of  thirty  horse-power.     The 
available  fall  at  low  water  is  8.202  ft. :  we  will  employ  a  wheel 

moved  by  the  weight  of  the  vmter.  It  is  required  to  indicate  the 
volume  of  water  necessary  to  put  it  into  action,  and  the  principal 
dimensions  to  be  given  it. 

We  require  for  the  working  of  the  rollers  that  the  wheel  should 
make  six  turns  per  minute,  with  a  velocity  of  7.38  ft.  Accord- 
ingly, its  dynamic  radius  should  be  11.745  ft.  (305),  and  wo  will 
make  the  whole  diameter  24.278  ft. 

It  shall  be  a  wheel  with  floats,  of  which  there  shall  be  forty- 
eight,  and  formed  of  two  planks  \  the  small  one  will  be  placed  in 
the  direction  of  the  radius,  and  will  be  .722  ft.  in  height ;  the 
greater  will  make  with  it  an  angle  of  160°   (=90° +  70°; 

1 —     --  =1 — ^278^~^®*  ^^°  ^^')*  ^^  ^®  ^^^  ^^®  ^'  ^ 
height  of  1.397  ft.,  so  that  the  two  united  sliall  make  1.968  ft. 
in  the  direction  of  radius.     The  counter-floats  will  be  1.148  ft.  in 
breadth. 
We  will  sacrifice  .328  ft.  of  the  total  fall  for  lowering  the 
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apron  immediately  below  the  wheel.  The  height  H  will  then 
be  7.874  ft.  We  take  from  this  6.5G2  ft.  for  the  height  of  the 
curve  to  be  given  to  the  circular  part  of  the  course,  and  there 
remains  1.312  fl.  for  h:  thus  H  — A  ==6.562  ft.  We  have  seen 
thsii  fih'\'hf-{'h"  was  greater  than  0.5A,  and  we  have  made  it 
0.7A ;  consequently,  A  —  ^A — A' — A'' = 0.3A  —  .3936  ft. 
After  this,  the  equation  will  be 

(p+j/)  7.382  =  0.90P  [6.562  (l— -^)+ .3936]. 

Let  us  determine  the  unknown  quantities. 

The  weight  p,  representing  the  sum  of  resistances  to  the 
motion  of  the  wheel,  is  given  by  the  conditions  of  the  problem ; 
the  dynamic  effect  pv  being  equal  to  the  action  of  thirty  horse- 
power, or  to  16280.7*^'*-,  and  v  being  equal  to  7.382  ft.,  we  shall 
have  p  =  2,205.4  lbs. 

To  determine  ;/,  A  and  a,  we  must  have  the  dimensions  of  the 
sheet  of  water  which  descends  upon  the  curved  bed,  and  conse- 
quently know  P,  which  is  precisely  the  quantity  sought.  Let  us 
take  at  first  an  approximate  value  :  for  this  purpose,  let  us  make 

p'  =  132.32  lbs.,  and  -—  =0.1 ;  these  quantities,  substituted  in 

the  equation,  give  P  =  3043.5  lbs.,  or  Q  =  48.736  cub.  ft.  Since 
the  velocity  of  the  fluid  sheet  should  be  7.382  ft.,  its  section,  or 

A,  wiU  be  6.6021  sq.  ft.  ( =  y ^^®) .    We  will  admit  0.6562  ft. 

for  the  thickness  of  this  sheet ;  its  vndth,  or  that  of  the  course, 
will  be  10.061  ft.  Leaving  .0656  ft.  of  space  between  the  sides 
of  the  course  and  the  edges  of  the  floats,  we  shall  have 

a=.0656  [10.061+2  (.6562— .0656)]=.7377'''*':  thu84=.11173. 

To  get  //,  we  will  observe  that  eight  floats  at  least  plunge  contin- 
ually in  the  water  of  the  course,  and  that  they  are  submerged  for 
a  depth  of  .5906  ft.  in  the  direction  of  the  radius,  or  .6299  ft.  in 
reality,  by  reason  of  their  inclination  of  160°  to  the  radius. 
Since  the  width  of  the  floats  is  10.061'*-  — 0.131*^,  or  9.930  ft., 
and  their  thickness  .0984  ft.,  the  weight  of  the  fluid  displaced  by 
each  of  them  vrill  be  38.491  lbs.  (=  9.9411  X  .6299  X  .09842  X 
62.45):  we  will  carry  it  up  to  41.9026  lbs.,  on  account  of  the 
ends  of  the  supports,  which  also  plunge  into  the  water.  This 
weight  is  as  a  force  tending  to  lift  the  floats  vertically:  if 
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we  estimate  it  in  the  direction  of  the  motion  of  rotation,  it  will 
be  41.9026  sin.  t,  t  being  the  angle  made  by  the  radius  of  the 
wheel  with  the  vertical,  at  the  centre  of  immersion  of  the  floats : 
this  radius  being  11.844  ft.,  and  the  dynamic  radius  being  11.745 
ft.  ,t  this  force  referred  to  the  extremity  of  this  last,  or  augmented 
in  the  ratio  of  these  two  numbers,  will  be  42.255  sin.  i.  For  the 
eight  floats,  we  must  multiply  42.255  by  the  sum  of  the  eight 
values  of  the  sin.  t,  which  will  be  4.52049,  the  angles  being,  as 
.a  mean,  10°,  17^°,  25°,  32^°,  40°,  47^°,  55°  and  62^°.  Thus  we 
shaU  have  p  =  191.01  lbs. 

Substituting  these  values  in  the  equation,  it  will  become 
(2,205.4+191.01)  7.382  =  0.90P  [6.562  (1  — .lll73)+.3936], 
and  it  will  give  for  the  second  value  of  P,  3158.8  lbs. ;  tJien  A= 
6.8523  sq.ft.,  a  =.7627  sq.  fl.,//  =  201.13  lbs.'  For  the  third 
value  of  P,  we  have  3169.2  lbs.,  and  10.466  ft.  for  the  width  of 
the  course. 

It  will  be  well  to  augment  this  width  when  the  water  arrives 
in  greater  quantity  ;  we  may  carry  it  to  10.63  ft.,  and  the  width 
of  the  floats  will  consequently  be  10.508  ft. 

The  force  of  the  motor,  3169.2  lbs.,  falling  8.202  ft.,  is  equiv- 
alent to  forty-eight  horse-powers ;  the  dynamic  effect  is  but  two 
thirds  of  this. 

The  rolling-mill  of  which  we  have  been  speaking,  and  whose 
efi^ct  is  but  that  of  thirty  horses,  is  of  an  ordinary  kind :  there 
are  those  which,  with  great  velocity,  produce  the  efiect  of  fifty 
horses  and  upwards. 

328.  In  the  commencement  of  our  observations  upon  wheels 
contained  in  a  circular  course,  we  remarked  that  it  was  best  to 
increase  the  height  of  the  course,  so  as  to  reduce  as  much  as  possi- 
ble the  distance  between  the  float-board,  which  receives  the  first 
impulse  of  the  fluid,  and  the  reservoir.  This  is,  in  fact,  the  method 
of  obtaining  the  greatest  dynamic  effect,  with  the  least  consump- 
tion of  water ;  but  this  condition,  though  worthy  of  great  consid- 
eration, is  not  the  only  one  which  determines  the  choice  and  dis- 
position of  the  wheel  to  be  used.  For  example,  where  we  may 
have  an  abundance  of  water,  we  should  consider  less  its  economy, 
and  rather  regard  the  expense  required  in  a  construction  made 
according  to  the  rules  which  we  have  given :  thus,  instead  of  a 
small  distance  between  the  float-board  impinged  upon  and  the  res- 
ervoir, we  may  sometimes  have  a  very  great  one.  This  is  the  case 


854  WHEELS  WITH  FLOATS 

with  the  iron  mills  of  the  Pyrenees,  where  there  are  great  fiills 
and  large  streams ;  the  wheels  estahlished  there  are  otherwise 
remarkable  for  their  simplicity  and  the  solidity  of  their  construc- 
tion.   I  will  give  a  brief  description  of  them. 

They  are  from  8.20  to  9.84  ft.  diameter,  including  the  floats ; 
their  circumference  is  formed  by  four  segments  or  felloes  of  oak, 
extending  from  one  arm  to  the  other ;  these  arms  consist  of  two 
strong  timbers,  crossing  the  shaft,  with  a  thickness  of  0.49  ft. 
and  a  width  of  1.148  ft.  The  floats,  24  in  number,  are  1.148  ft. 
deep  and  0.2296  ft.  thick :  the  middle  is  hollowed  out  to  half  the 
thickness.  Upon  this  hollow,  as  upon  the  rimmed  plates  of 
Morosi  (239),  falls  a  great  fluid  vein,  issuing  from  a  nearly  ver- 
tical trough,  whose  mean  length  is  9.84  ft.  Above,  there  is  a 
wooden  reservoir,  commonly  with  a  depth  of  6.56  ft.,  and  as 
much  in  breadth.  A  little  below  the  orifice  of  issue  of  the 
trough,  the  water  strikes  the  floats  ;  beyond  this,  it,  as  well  as 
the  wheel,  is  contained  in  a  circular  curb  or  sweep,  whose  sides 
are  0.98  ft.  distant  from  the  edge  of  the  floats. 

Thus,  upon  a  fall  of  24.60  ft.,  or  rather,  of  21.325  ft.  real  £di11, 
admitting  as  a  mean  3.2809  ft.  of  water  in  the  reservoir,  about 
14.764  ft.  will  serve  for  the  impulse,  and  there  remains  but 
6.562  ft.  for  the  weight  to  act.  The  orifice  of  the  trough  being 
usually  0.885  ft.  by  .7^  ft.,  the  head  being  13.124  ft.,  and 
taking  0.97  for  the  coefl^cient  of  contraction  (51),  the  discharge 
or  consumption  of  water  will  be  18.01  cub.  ft. 

Generally,  in  the  forges  of  the  Pyrenees,  it  is  computed  that, 
with  a  fall  of  from  22.96  to  26.25  ft.,  there  is  required  17.658 
cubic  feet  of  water  per  second  to  move  a  hammer  of  from  1323 
to  1543  lbs.  a  height  of  from  0.984  to  1.476  ft.,  which  strikes 
from  one  hundred  to  one  hui^dred  and  twenty  blows  per  minute. 

A  bucket-wheel  of  19.68  ft.  diameter  will  produce  a  like  effect 
with  but  11.654  ft.  of  water  only :  the  economy  would  be  great, 
and  advantage  should  be  taken  of  it  in  a  place  where  there  is  a 
scarcity  of  vrater ;  but  where  there  is  an  abundance,  it  is  possi- 
ble that  it  may  be  better  to  establish  one  of  the  float-wheels  just 
described,  than  to  employ  a  wheel  of  double  the  height,  nearly 
eight  times  the  width,  and  whose  construction,  establishment 
and  maintenance  will  require  a  much  greater  expense. 
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3.  Wheds  moving  in  an  indefinite  fluid. 

329.  These  wheels  are  principally  used  in  boat-mills, 
or  mills  upon  barges  moored  in  the  middle  of  rivers. 

We  suppose,  in  this  case,  that  there  is  no  water-course 
or  other  construction  to  increase  the  natural  velocity  of 
the  current,  on  its  arrival  at  the  wheel. 

The  diameter  of  these  wheels  never  exceeds  from  13 
to  16.4  ft.  The  floats  are  usually  twelve  in  number ; 
it  is  thought,  however,  there  may  be  an  advantage  in 
increasing  this  number  to  18  and  even  to  24.  Accord- 
ing to  Fabre,  who  has  given  particular  attention  to  this 
kind  of  machine,"^  the  height  of  the  floats  should  not 
exceed  ^  of  the  radius  of  the  wheel,  measured  to 
the  centre  of  percussion;  it  will  thus  be  at  most  a 
quarter  of  the  entire  radius ;  quite  often  it  is  but  a  fifth. 
This  author  made  them  to  plunge  entirely  in  the  water ; 
which  may  be  an  advantage  in  deep  streams,  when,  by 
reason  of  some  peculiar  circumstance,  the  greatest  veloc- 
ity is  below  the  surface  of  the  current ;  but  generally, 
their  force  is  greater  when  a  portion  of  the  float  (in  its 
vertical  position)  is  elevated  above  the  surface,  the 
portion  below  remaining  the  same.  Their  width  varies 
from  8  ft.  to  16.4  ft. 


Principal 
dimensloiu. 


330.  Deparcieox,  afler  having  made  the  very  important  obser- 
vation,  that  water  produced  its  greatest  effect  when  acting  by 
its  weight  (for  it  was  before  supposed  that  it  exerted  its  greatest 
action  by  its  impulse),  having  remarked  that  the  water  rose  upon 
the  floats,  as  upon  an  inclined  plane,  as  soon  as-  their  edges 
reached  the  surface  of  the  current,  and  that  it  acted  then  by  its 
weight,  supposed  he  could  increase  this  action  by  giving  the 
floats  a  greater  inclination.  To  verify  this  conjecture,  he  made  a 
small  wheel,  2.85  ft.  in  diameter,  carrying  twelve  floats  0.72  ft. 


Inclination 

of 

floats. 


*  Easal  sur  la  conttructlon  des  roa«a  bydmullqaei,  etc.,  par  M.  Fabre.  1TB8.  p.  297. 
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in  height  by  .656  in  width,  and  to  which,  by  means  of  an  inge- 
nious mechanism,  he  gave  such  an  inclination  as  he  deemed 
best.  This  wheel  raised  different  weights,  by  means  of  a  cord 
passed  oyer  a  palley  fixed  above  it.  It  was  placed  upon  the 
small  river  Bi^vre,  near  Paris,  in  a  place  where  the  velocity  of 
the  current  was  1.148  ft.,  and  it  there  served  for  many  series  of 
experiments.  I  confine  myself  to  citing  the  results  of  one  of 
them.  The  arc  plunged  in  the  water  was  96°,  and  the  weight 
elevated  was  2.85  lbs.  The  angle  of  inclination  r 
of  the  floats  referred  to  the  radius  drawn  to 
their  interior  edge,  is  noted  in  the  first  column 
opposite ;  and  the  time  of  one  revolution  of  the 
wheel,  corresponding  to  this  angle,  is  in  the 
second  column.  The  angle  of  30°  was  that  of 
the  greatest 'efiect;  it  increased  it  in  the  ratio 
of  18  to  39.» 

Bossut,  with  nearly  the  same  apparatus,  also  '. 
made  a  series  of  experiments.  In  one  of  them,  the  inclination 
of  the  floats  being  successively  0°,  15°,  30°  and  37°,  the  eflects 
obtained  were  found  in  succession  to  be  as  the  numbers  1000, 
1081,  1083,  1037.  Here,  also,  the  angle  of  30°  was  found  to  be 
the  most  advantageous,  though  the  increase  was  much  less  than 
in  the  experiment  of  Deparcieux. 

Even  if  there  should  be  some  exaggeration  in  the 
results  given  bj  the  last  philosopher,  it  is  none  the  less 
positive  that  the  inclination  of  the  floats  increases  the 
effect  of  these  wheels.  The  best  method  of  effecting 
this  inclination  appears  to  me  to  be  that  already  men- 
tioned (307  and  320),  which  consists  in  inclining  grad- 
ually the  cross-pieces  which  form  the  floats. 

I  also  believe,  and  for  reasons  given  elsewhere  (252), 
that  borders  or  rims  fixed  upon  the  two  sides  of  each 
float  will  produce  a  marked  increase  in  the  effect. 

331.  Wheels  with  floats  moving  in  an  indefinite 
water-course  having  been  the  object  of  the  first  theory 


*  Mimolres  de  rAcad^mle  dos  Sciences  de  Paris.  1188. 
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given  upon  wheels  in  motion,  I  shall  dwell  for  a  while 
upon  this  matter. 

Before  the  eighteenth  century,  machines  had  only  been  consid- 
ered as  in  a  state  of  equilibrium.  Suppose  it  had  been  a  hy- 
draulic machine ;  eSter  having  estimated  the  efibrt  of  the  current 
upon  it,  a  subject  to  which  Galileo  and  Descartes  had  made  some 
contributions,  they  calculated  the  weight  which,  placed  at  the 
extremity  of  a  lever,  for  example,  should  put  it  in  equilibrium. 
If,  then,  it  was  necessary  to  move  this  weight,  they  either  di- 
minished it,  or  the  length  of  the  lever,  until  they  attained 
the  desired  velocity.  But  to  what  point  should  the  weight  be 
diminished,  or  the  velocity  increased,  that  is  to  say,  the  velocity 
of  the  wheel,  compared  to  the  velocity  of  the  current,  to  obtain 
the  greatest  eflect  ?    As  to  this,  they  were  in  complete  ignorance. 

Parent,  of  the  Academy  of  Sciences  in  Paris,  directed  his 
attention  to  this  object,  and,  after  long  researches,  remarked  that 
the  increase  of  velocity  should  have  a  limit,  beyond  which  the 
eflect,  in  place  of  increasing,  would  go  on  decreasing ;  and  con- 
sequently, that  there  was  a  maximum,  the  knowledge  of  which 
would  be  of  great  importance  in  the  establishment  of  machines : 
he  sought  for  it,  and  published  the  result  of  his  calculations  in  a 
memoir,  quite  remarkable  for  the  period  in  which  it  was  written.* 
After  having  unfolded  some  new  principles  upon  the  action  of 
gravity,  upon  that  of  motors,  and  upon  its  measurement,  he 
shows  that  in  a  hydraulic  wheel  established  on  a  current,  the 
effort  of  the  water  against  the  floats  is  only  due  to  the  excess  of 
its  velocity  over  theirs;  and  he  makes  it  proportional  to  the 
square  of  this  excess  :  he  furthermore  admits  that  it  is  equal  to 
the  weight  of  a  prism  which  has  for  its  base  the  part  of  the  float 
struck  by  the  fluid,  and  for  its  height,  the  simple  height  due  to 
the  diflerence  of  these  two  velocities,  so  that  we  have 

E  =  62.455  ^7"-^  V. 

In  the  case  o£  maximum  of  effect,  the  variable  factor  (V — vy  v, 
beuig  differentiated  and  made  equal  to  zero,  ^ves  r^^^V;  that 
is  to  say,  that  for  the  greatest  effect,  the  velocity  of  the  floats  should 
be  one  third  that  of  the  current.    This  value  of  v,  substituted  in  the 

*  M^inolrefl  At  TAcadimie  Royale  des  Sciences.  Ann^e  1704. 
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expression  of  the  efTort,  changes  it  to  62.455  ^  -g—  =  ^  62.45M 

»=|//,  making  62.455A=«//;  thus  the  effort  will  he  ^  of  the 
xceight  of  equilibrium  77,  employing  the  expression  of  Parent. 
Multiplying  this  effort  by  the  velocity,  JV,  which  answers  to  it, 
we  have  62.45  ^5AV=«^ PA;  that  is  to  say,  that  the  dynamic 
effect  of  such  a  wheel  will  be  -^  of  the  force  of  the  current,  ("  of  the' 
natural  effect  of  the  current,''^)  in  the  words  of  the  author. 

Such  is  the  theory  of  Parent,  regarded  as  a  great  step  made  in 
the  science  of  mechanics,  and,  in  fact,  it  was  the  first.  It  was 
adopted  by  all  the  savans  of  Europe,  and  applied  to  all  wheels 
with  floats. 

Nevertheless,  in  1766,  Borda,  in  the  important  memoir  which 
we  have  already  cited  (297),  showed  that  it  could  not  be 
applied  to  wheels  with  floats  established  in  a  course  ;  that  here 
all  the  particles  which  pass,  with  a  velocity  V,  with  a  section  s 
of  fluid  running  in  the  course,  arrive  upon  the  wheels  and- 
impinge  against  them ;  that  their  number  or  volume  is  aV,  and 

(62  455V     \ 
— '. aajl. 94045V;  that,  in  the  impulse,  they 

lose  V  —  V  of  velocity,  and  consequently,  1.94045V  (V — t?)  in 
quantity  of  motion  ;  now,  the  quantity  of  motion  lost  by  a  fluid 
vein  against  a  plate  measures  the  force  or  effort  of  the  impulse 
(234) ;  thus  the  effort  of  the  current  against  the  floats  will  be 
1 .94045V  (V — u) .  This  theory  of  Borda,  for  wheels  contained  in 
a  course,  is  universally  admitted ;  it  has  been  so  in  this  Treatise. 
It  seems  to  me  that  it  is  applicable  also  to  wheels  moving  in 
an  indefinite  fluid.  Here,  also,  all  the  particles  which  pass  with 
a  velocity  V,  with  a  section  5  of  current  equal  to  that  of  the 
float,  excepting  'some  partial  deviations,  which  we  shall  here- 
afler  notice,  arrive  with  an  impulse ;  their  volume  is  also  5V ; 
and  they  lose,  in  the  collision,  a  quantity  of  motion  expressed  by 
1.94045V  (V  —  v). 

For  wheels  established  upon  an  indefinite  water- 
course, as  well  as  for  those  contained  in  a  course,  we 
have 

E  =  n  1.9404.5V  (V  —  v)v. 

The  section  s  will  be  that  of  the  vertical  portion  of  the 
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float  which  plunges  in  the  water,  and  n  will  be  a  coeflS- 
cient  comprising  the  corrections  due  to  the  deviations  of 
the  fluid  fillets  on  their  approaching  the  wheel,  to  the 
non-pressure  at  the  back  of  the  floats,  &c. 

382.  The  experiments  of  Bossut,  made  upon  a  small 
wheel,  afibrd  us  this  coefficient.  It  was  3.198  ft.  in 
diameter ;  it  had  twenty-four  floats,  0.442  ft.  in  breadth, 
and  plunging  0.354  ft.  in  a  current  having  a  velocity 
of  6.081  ft.  By  means  of 
a  cord,  wound  round  its 
axle,  it  was  made  to  raise 
weights,  gradually  increas- 
ed, which  naturally  reduced 
more  and  more  the  veloci- 
ties. These  weights  and 
their  respective  velocities 
are  noted  in  the  adjoining 
table.  I  remark,  that  the 
passive  resistances  of  the  machine  are  not  comprised 
in  the  weight  p';  so  that  p'v  represents  only  the  useful 
efiect,  and  not  the  total  effect  or  force  impressed  upon 
the  wheel.  Consequently,  the  values  of  w,  calculated 
by  the  formula  p'v  =  n  1.94045V  (V  —  v)  v,  will 
indicate  too  small  coefficients  or  ratios  between  the  real 
and  theoretic  effect;  and  the  coefficient,  which  was  0.84 
for  good  velocities,  would  probably  have  been  about 
0.90,  if  regard  had  been  paid,  as  it  should  have  been, 
to  the  passive  resistances. 

On  the  other  hand,  M.  Poncelet,  who  made  observa- 
tions upon  the  wheels  of  some  boat-mills -established 
upon  the  Rhine,  at  Lyons,  and  who  has  remarked  that 
the  theory  of  Borda  expressed  the  results  of  experiments 
better  than  that  of  Parent,  has  only  had  0.80  for  the 
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coefficient.     Taking  the  mean  term   0.85,   though   I 
believe  it  to  be  rather  small,  we  have 

E  =  1.64935V(V  — t?)v. 

I  have  also  given,  in  the  above  table,  the  coefficients  derived 
from  the  fonnuhi  of  Parent.  They  present  more  variations,  espe- 
cially in  the  neighborhood  of  the  maximum,  than  those  of  the 
formula  of  Borda ;  which  disposes  me  to  favor  the  latter.  Fur- 
thermore, his  coefficients  are  less  than  1 ;  the  others,  on  the  con- 
trary, are  greater  :  now,  in  machines,  there  are  so  many  causes 
of  loss  in  the  effect,  causes  which  theory  cannot  take  into  account, 
that  usually  the  results  of  calculation  exceed  those  of  experiment, 
and  consequently,  the  coefficient  of  reduction  must  he  a  frac- 
tion ;  I  am  so  accustomed  to  this  order  of  facts,  that  it  would  he 
repugnant  to  me  to  admit  the  contrary. 

338.  In  the  experiments  above  cited,  the  maximum 
of  effect  corresponds  to  the  velocity  of  2.641  ft.,  which 
is  to  that  of  V,  or  to  6.081,  as  0.434  is  to  1 ;  making, 
then,  27  =  0.434V,  the  above  expression  of  effect  be- 
comes 0.4055V'  (in  ft.  and  lbs.) ;  let  us  set  it  at 

.4005V», 
a  very  simple  value  of  the  total  effect  which  this  wheel 
can  produce. 

This  is  equivalent  to  .4122PA  (considering  that 
P=62.455V  and  A=.01553V2).  We  have  said  (313) 
that  the  effect  of  wheels  with  floats,  placed  in  a  recti- 
linear course,  was  but  0.32PA;  that  of  wheels  moving 
in  an  indefinite  water-course  would  be  about  a  third 
greater.  But  how  much  more  considerable  is  the  vol- 
ume of  water  that  has  been  used ! 

Whecu  ^^^'  ^^^  paddle-wheels  which  steamboats  carry  on  each  of  their 

or  sides,  and  which,  like  oars,  produce  a  progressive  movement,  are 

Btcamboata.    ^^qq  similar  to  these  wheels.     Consequently,  the  theory  which 

we  have  given  can  bo  applied  to  them.    The  determination  of 
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their  e£fect,  however,  becomes  involved  vdth  a  new  velocity,  that 
of  the  boat.  Moreover,  it  requires  the  determination  of  two  coef- 
ficients by  experiment ;  one,  relative  to  the  resistance  of  the 
boat,  would  be  analogous  to  those  already  mentioned  in  Sees. 
259  —  270  :  the  second  regards  the^action  of  the  fluid  upon  the 
wheels  ;  they  are  placed  in  circumstances  so  difierent  from  those 
of  boat^miUs,  that  the  coeflBicients  determined  for  the  latter  can- 
not serve  for  the  former,  without  verification  and  some  mod- 
ifications. M.  Poncelet,  it  is  true,  has  made  some  experiments, 
by  means  of  the  dynamometer,  upon  the  effort  exerted  by  the 
wheels  of  a  boat  made  fast  in  stagnant  water :  but  these  are  not 
wheels  of  a  boat  in  motion ;  and  the  experiments  do  not  seem  to 
me  to  be  varied  enough. 

Until  we  have  some  experiments  entirely  satisfactory,  profiting 
by  those  for  which  we  are  already  indebted  to  the  philosopher 
just  named,  and  applying  here  the  theory  of  Parent,  which  leads 
to  a  more  simple  expression,  we  will  give,  but  provisionally,  for 
the  expression  of  the  dynamic  effect  of  a  steamboat,  and  conse- 
quently for  the  expression  of  the  force  required  to  be  impressed 
on  it, 

.1142S(^|/|^+3^(±V+U)'; 

S  being  the  immersed  section  of  midships  of  the  boat,  s  the 
surface  of  that  portion  of  the  paddles  which  is  immersed,  (that 
of  two  paddles  supposed  to  be  in  a  vertical  position),  Y  the 
velocity  of  the  fluid,  u  the  absolute  velocity  of  the  boat.  The 
upper  signs  refer  to  the  case  where  the  bcnat  ascends,  and  the 
lower  signs  to  that  where  it  descends  the  stream. 

The  expression  just  given  shows  that  the  moving  force  to  be 
employed  will  be  so  much  smaller,  as  the  impelled  surface  of  the 
paddles  is  greater.  But  the  trouble  from  large  wheels  upon  boats 
causes  us  to  give  these  paddles  a  width  but  two  or  three  times 
their  height,  which  is  from  a  third  to  a  fourth  of  the  radius. 

4.   Wheels  xoith  curved  floats, 

335.  Although  undershot  wheels  with  plane  floats 
are  not  impressed  with  oyer  a  fourth  or  a  fifth  of 
the  motive  force  applied  to  them,  they  hare  still  some 
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advantages,  which  lead  to  their  frequent  use;  their 
establishment,  even  when  well  made,  is  attended  with 
small  expense,  and  they  may  receive  quite  a  great  veloc- 
ity without  any  notable  loss  of  their  effect.  M.  Ponce- 
let  has  undertaken,  witK  a  full  preservation  of  these 
advantages,  to  avoid  their  enormous  loss  of  force,  and 
has  accomplished  his  purpose,  in  a  most  satisfactory 
manner,  by  substituting  curved  floats  for  the  plane. 
He  gave  a  description  of  his  important  machine  in  a  Me- 
moir, (for  which  a  prize  was  awarded  by  the  Institute 
in  1825,)  to  which  he  afterwards  made  some  additions, 
and  which  is  in  the  hands  of  all  engaged  upon  hydraulic 
machines ;  I  shall  confine  myself  to  a  succinct  expo- 
sition of  the  theoretic  principle  of  this  wheel,  and  of 
the  effect  of  which  it  is  capable. 
Principle.  336.  Let  us  suppose  a  wheel  with  curved  floats,  and 
so  disposed  that  when  a  float  has  arrived  at  the  bottom 
of  the  wheel,  the  inferior  element  of  its  curvature  is 
horizontal  and  its  superior  element  vertical.  We  will 
at  first  admit  that  it  is  in  a  state  of  rest,  and  that  a 
fluid  fillet,  animated  with  a  velocity  V,  arrives  horizon- 
tally upon  its  inferior  element.  Continuing  to  advance, 
it  will  rise  up  along  the  curve ;  during  its  elevation, 
gravity  will  by  insensible  degrees  deprive  it  of  its  veloc- 
ity V ;  and  it  will  be  entirely  lost,  conformably  to  the 
general  laws  of  the  ascent  of  heavy  bodies,  when  it 
shall  have  attained  the  height  .015536V^ ;  then  it  will 
descend ;  it  will  rejoin  the  float,  if  it  had  passed  it ;  it 
will  follow  it,  pressing  again  upon  it ;  gravity,  during 
its  descent,  will  restore  the  velocity  of  which  it  had 
deprived  it  during  the  ascent,  and  it  will  quit  the  float 
with  the  velocity  V  which  it  possessed  on  its  arrival. 
Suppose,  now,  that  the  wheel  turns  with  the  velocity  i? 
at  its  periphery. .   As  soon  as  the  fillet,  having  always 
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the  velocity  V,  attains  the  inferior  element  of  the  low- 
est float,  it  will  havO;  relatively  to  it,  the  velocity  V — v; 
it  is  with  this  relative  velocity  that  it  commences 
advancing  and  ascending  upon  the  curve ;  it  will  rise 
nearly  to  the  height  .0155 'ft.  (V  —  t?)*;  and  after 
descending,  and  on  quitting  the  inferior  element,  it  will 
have  then  in  relation  to  it  the  velocity  V  —  v.  But 
this  element  moves  itself,  with  a  velocity  v,  in  a  direction 
exactly  opposite ;  consequently,  the  absolute  velocity  of 
the  fluid  at  its  issue  will  be  V  —  v  —  v  =  Y  —  2v. 
I(  v  =  JV,  it  will  be  V  —  V,  or  zero ;  that  is  to  say, 
if  the  velocity  of  the  wheel  is  half  of  that  which  the 
fluid  had  on  its  arrival,  its  absolute  velocity  on  quitting 
the  floats  will  be  nothing.  We  have  here,  then,  a  motive 
current,  which  experiences  neither  shock  nor  loss  of 
velocity  at  the  instant  it  joins  the  wheel,  and  which 
possesses  none  at  the  moment  of  quitting  it ;  it  has  then 
expended  upon  it  all  its  motion,  and  has  communicated 
to  it  all  its  force ;  the  two  conditions  for  the  production 
of  the  greatest  possible  eSect  (297)  are  thus  fulfilled 
in  the  wheel  of  M.  Poncelet,  such  as  we  have  repre- 
sented it.  Thus,  if  P  is  always  the  weight  of  the  fluid 
furnished  by  the  current  in  1",  and  hi  the  height  due  to 
the  velocity  V,  the  efiect  will  be  expressed  by  PAi- 

But  what  is  true  for  a  simple  fillet  is  no  longer  so  for 
a  mass  or  sheet  of  water  of  a  certain  thickness.  Its 
molecules  strike  the  floats,  making  an  angle  more  or 
less  great  with  the  elements  impressed,  and  so  lose  both 
velocity  and  force.  This  mass,  at  the  moment  of  its 
quitting  the  floats,  no  longer  moves  in  a  direction  exactly 
opposite  to  them.  Moreover,  as  in  all  wheels  which 
turn  in  a  mill-course,  a  part  of  the  motive  water  escapes, 
without  exerting  any  useful  action.     So  that  the  real 
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eflfect  will  no  longer  be  PAj ;  it  will  be  but  a  portion 
of  it. 
Experiments       ^37.  M,  PoHcelet  bas  also  determined  the  amount  of 
^^         this  portion,  that  is  to  say,  the  ratio  between  the  efiect 

M.  Poncelet  r  J  j^ 

Consequences,  roallj  produced,  and  the  force  employed  to  produce  it ; 
he  has  deduced  it  from  many  series  of  experiments. 

He  jGrst  made  use  of  a  small  model  of  a  wheel,  haviog  a  diam- 
eter of  1.64  ft.,  and  of  the  form  indicated  in  Fig.  63 ;  and  he 
made  thirteen  series  of  observations  analogous  to  those  made  by 
Smeaton  upon  a  wheel  with  plane  floats  (312).  I  give  in  the 
following  table  what  relates  to  the  determination  of  the  maximum 
effect,  in  eight  of  these  series. 
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M.  Poncelet  also  operated,  on  a  larger  scale,  upon  a  wheel 
11.745  ft.  in  diameter,  comprising,  between  two  circular  plates 
like  those  of  bucket-wheels,  thirty  floats,  1.246  ft.  high  in  the 
direction  of  radius,  and  2.493  ft.  wide.  I  give  below  the  result 
of  seven  observations,  remarking,  1st,  that  it  was  admitted,  after 
some  preliminary  experiments,  that  the  velocity  V  of  the  fluid, 
on  its  arrival  at  the  wheel,  was  in  the  mean  equal  to  the  velocity 
due  to  the  head  A,  and  consequently,  that  Aj  =  A;  2d,  that  ^ 
represents  solely  the  weight  really  raised  by  the  firiction  brake,  by 
means  of  which  the  experiments  were  made ;  thus  j/t?  is  only  the 
useM  eflfect;  while,  in  the  preceding  table,  p  including  the  pas- 
sive resistances,  ^  was  the  dynamical  effect. 
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Jt  will  be  observed,  in  these  two  tables,  that  the  small  open- 
ings of  the  gate  rendered  an  effect  much  less  than  the  others. 

From  these  experiments  and  observations,  M.  Ponce- 
let  concludes, 

1st.  That  the  velocity  of  the  wheel  which  gives  the 
maximum  of  eflfect  is  0.55  of  the  velocity  of  the  cur- 
rent. It  may,  however,  vary  from  0.50  to  0.60  with- 
out notable  disadvantage. 

2d.  That  the  dynamic  eflfect  is  not  below  0.75PA  for 
small  falls  with  great  openings  of  the  gate,  nor  below 
0.65  for  small  openings  and  great  falls. 

8d.  That  this  same  eflfect,  compared  to  the  entire  force 
of  the  motor,  or  PH,  will  be  0.60  of  it;  and  it  may 
descend  to  0.50  in  very  small  openings. 

338.  For  the  cases  usually  presented  in  practice,  and 
for  wheels  well  arranged,  with  velocities  which  do  not 
diflfer  considerably  from  0.55  of  that  of  the  current,  we 
shall  admit,  having  regard  to  the  passive  resistances, 
E  =  0.75PA  and  E  =  0.60PH. 

We  have  seen  (313  and  314),  that  for  wheels  with 
plane  floats,  the  numerical  coeflBcients  of  these  two 
expressions  of  the  dynamic  eflfect  were  but  0.32  and 
0.25 ;  so  that  the  effect  of  wheels  with  curved  floats  is 
more  than  double  that  of  wheels  with  plane  floats.    This 
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conclusion,  to  which  we  have  arrived  in  such  a  manner 
as  to  combine  the  experiments  which  have  been  made 
on  both,  would  lead  us,  in  good  constructions,  to  avoid 
entirely  wheels  with  plane  floats,  and  to  use  instead 
those  with  curved  floats. 
RaioBreiauvo  839.  I  rcfor  here  to  the  Memoirs  of  M.  Poncelet,* 
to  the  floats.   £^^  ^j^^  j.^j^g  ^^  1^^  followed  iu  the  establishment  of 

wheels  with  curved  floats,  and  I  make  hjre  only  a  few 
observations  upon  their  characteristic  part,  the  floats. 

1st.  Their  number  should  be  double  that  which  we 
have  indicated  for  wheels  with  plane  floats  (806). 

2d.  Their  height  in  the  direction  of  the  radius,  or 
the  distance  between  the  exterior  and  interior  circum- 
ference of  the  wheel,  should  always  be  more  than  a 
fourth  of  the  effiective  fall ;  we  should  give  it  a  third  in 
falls  of  4.593  ft. ;  and  one  half  in  those  which  are 
below  this. 

8d.  The  inferior  element  of  the  curve,  which  we  have 
seen  to  make  no  angle,  or  nearly  none,  with  the  exterior 
circumference,  when  the  sheet  of  motive  water  was 
extremely  thin,  will  make  one  of  24°,  30®,  and,  gener- 
ally, greater  according  as  the  sheet  is  thicker.  We  give 
this  element  its  proper  direction,  and  to  the  floats  the 
curve  which  they  should  have,  by  means  of  the  follow- 
ing draft;  from  the  point  A,  where  the  surface  of 
the  current  BA  meets  the  exterior  circumference,  raise 
Fig.  64.  the  perpendicular  AK,  and  from  the  point  C,  where  it 
intersects  the  interior  circumference,  with  C  A  for  radius, 
describe  the  arc  AE ;  it  will  fix  the  form  of  the  floats. 
They  should  be  made  of  narrow  planks,  united  like 
the  staves  of  a  cask,  or  of  single  large  planks  curved  by 
fire,  or  of  strong  iron  plates. 

*  M6moIrc«  anr  Us  rouoA  Iiydraaliquon  k  aabes  courbcn,  maes  par  dcssoos.  1827. 
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4th.  A  little  beyond  the  vertical  diameter  of  the 
wheel,  we  lower  by  a  sudden  step  the  floor  of  the  tail 
race,  so  that  the  water  may  experience  no  obstacle  in 
issuing  from  the  floats;  otherwise,  the  effect  would  be 
subjected  to  a  considerable  diminution.  Thus,  M. 
Poncelet,  who,  in  the  last  experiment  of  the  above 
table,  had  j»'r  =  0.63PA,  with  a  step  of  0.984  ft.,  had 
but  0.54PA,  the  step  being  0.262  ft. 

340.  In  a  place  where  the  current  presents  a  fall  of  5.24Q  fl.,  Example, 
we  wish  to  establish  a  mill  for  sawing  timber,  which  is  to  saw  Saw-MUi. 
129.168  sq.  fl.  per  hour ;  that  is,  to  make  a  cut  3.2809  ft.  wide 
and  39.371  ft.  in  length.  The  wheel,  or  prime  mover,  is  to  have 
curved  floats,  and  it  is  required  to  indicate  its  dimensions,  as 
well  as  the  quantity  of  water  necessary  to  put  and  keep  the  mill 
in  action. 

We  know  that  a  saw  moved  by  a  force  equivalent  to  a  horse- 
power, will  saw,  as  a  mean,  53.820  sq.  ft.  of  timber  in  an  hour; 
or,  more  generally,  that  the  sawing  of  10.764  sq.  ft.  is  equal  to 
a  useful  effect  of  from  325615  to  434154  ^'"''*',  according  to  the 
quality  of  the  timber  to  be  sawed.*  Let  us  adopt,  to  prevent  mis* 
conception,  the  last  of  these  two  numbers:  the  129.168  sq.  ft.  to 
be  sawed  per  hour,  or  3600^',  will  be  equivalent  to  a  useful  effect 
of  1447.1  "*•**•  per  second.  The  resistances  of  the  carriage,  and 
of  other  parts  of  the  machinery,  will  absorb  nearly  an  equal 
quantity  of  action :  so  that  the  dynamic  effect  to  be  produced  will 
be  2894.3  »»-'»-(=E). 

Upon  a  fall  of  5.249  ft.,  we  will  take  0.4921  ft.  for  dispositions 
relating  to  the  mill-course,  and  0.3937  ft.  for  half  the  opening 
of  the  gate;  there  will  remain,  then,  for  the  head,  but  4.3632 
ft.  (=A). 

With  these  numerical  values  of  E  and  h,  the  formula  E=0.75P^ 
gives  P  =  884.7  lbs.  By  the  formula  E=0.60PH,  we  have 
1105.8  lbs.  We  will  adopt  this  last  value,  and,  making  a  small 
increase,  we  will  count  upon  a  consumption  of  15.892  cub.  ft. 

The  head  being 4.3632  ft.,  the  velocity  due  to  it  will  be  16.758. 


*  Archltocturo  hydraallquc  de  B^lldor  et  M.  Navler.   Tome  I.,  p.  509. 
Calcul  de  Teffet  des  Machines,  par  M.  Coriolis.  p.  246. 
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For  .95  of  this,  or  for  the  velocity  of  the  fluid  ia  the  course  upon 
its  arrival  at  the  wheel,  we  shall  have  15.92  ft. ;  the  wheel  will 
take  nearly  .55  of  this :  thus  the  velocity  at  its  periphery  will 
be  8.756  ft. 

It  corresponds  to  the  mechanism  adopted,  to  have  the  wheels 
make  eight  turns  per  minute.  Consequently,  we  give  it  a  diam- 
eter of  21.3258  ft. ;  the  floats,  in  number  sixty-eight,  will  be 
1.968  ft.  deep,  in  the  direction  of  the  radius,  and  their  breadth 
between  the  shroudings  2.296  ft.  I  will  observe,  in  relation  to 
this  last  dimension,  that  the  thickness  of  the  sheet  of  water  in 
the  course  having  to  be  nearly  0.5249  ft.,  it  would  be  proper  to 

give  it  a  width  above  the  wheel  of  1.9027  ft.  (— 15  912'x  5249)  * 

5.  Bucket- Wheels. 

841.  These  are  the  most  powerful  of  wheels.  Of 
all  hydraulic  motors,  there  are  none  which  combine  in 
the  same  degree,  force  and  simplicity,  or,  at  least,  econ- 
omy in  the  expense  of  establishment  and  maintenance. 
They  are  also  very  frequently  used,  and  should  be  used, 
to  the  exclusion  of  all  other  wheels,  for  falls  between 
9.84  and  89.87  ft.  The  importance  of  the  subject  leads 
me  to  treat  of  it  to  some  extent ;  moreover,  it  is  the 
kind  of  wheel  with  which  I  have  been  most  occupied, 
and  almost  my  favorite  machine. 

a.  Wheels  receiving  water  at  the  summit. 

Principal  parts      342.  Thcsc  whecls,  Called  also  overshot  wheels,  are 

vith  wooden  made  of  wood  or  iron.     The  state  of  our  forests,  not- 

bucketo.     ^withstanding  their  decay,  will  still  admit  of  our  using 

the  first  for  a  long  time,  and  they  are  generally  by  &r 

the  most  economical. 

Such  a  wheel  consists,  1st,  of  an  axle  or  shafl,  with 
its  gudgeons ;  2d,  of  different  arms,  with  their  auxilia- 
ries ;  8d,  of  a  crown  or  shrouding,  with  its  lining  and 
its  buckets. 
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343.  The  shaft  is  formed  of  a  piece  of  sound  oak. 
Its  length  depends  upon  the  breadth  of  the  wheel ;  and 
it  is  made  from  1.64  to  2.62  ft.  square.  Its  two  ends 
are  rounded,  slightly  conical  in  form,  so  as  to  receive 
the  great  iron  rings,  whose  purpose  is  to  consolidate 
these  extremities,  weakened  by  the  notches  which  have 
been  made  for  the  reception  of  the  gudgeons. 

These  journals  are  of  iron,  and  they  turn  wponplum- 
mers  of  the  same  material,  or,  in  machines  carefully  con- 
structed, of  brass.  Their  diameter,  foi^  great  wheels 
weighing  from  26465  lbs.  to  32082  lbs.,  is  from  0.65 
ft.  to  0.82  ft. 

Aocording  to  a  rule  given  by  the  English  engineer  Tredgold, 
calling  9  the  weight  which  a  gudgeon  should  support,  its  diam- 
eter should  be  .0.00287  >v/  -w ;  prudence  requires  us  to  carry  it 
to  0.0038  >v/  9.  The  same  engineer  gives  to  the  length  of  his 
gudgeons  but  five  sixths  of  their  diameter. 

The  gudgeons  make  a  part  of  the  cranks,  which  are  very  often 
used  to  transmit  the  motion.  I  remark,  on  the  subject  of  this 
transmission,  that  when  a  wheel  is  required  to  communicate  a 
movement  of  vibration  to  a  beam,  for  example,  or  a  reciprocating 
motion  to  rods,  the  crank,  notwithstanding  the  irregularity  of 
velocity  which  it  occasions,  is  still  the  best  means  to  be  used ; 
it  is  preferable  to  cams,  and  even  to  eccentric  wheels :  it  accom- 
panies better  the  pieces  to  be  moved,  and  it  also  prevents 
shocks  and  jarring,  great  causes  of  the  depreciation  and  ruin  of 
machines. 

844.  The  arms  should  never  pass  through  the  axle, 
as  they  would  weaken  this  principal  part.  They  are 
united  to  it  in  pairs ;  and  the  two  couples,  disposed  in  the 
form  of  a  cross,  leave  between  them  a  square  embra- 
cing the  axle,  and  upon  which  it  is  fixed  by  means  of 
wooden  wedges,  driven  forcibly  home,  among  which  are 
also  inserted  some  small  iron  wedges ;  there  is  not  a 
more  convenient  or  solid  connection  to  be  had.    Each  of 
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these  crosses  with  four  arms  sustains  one  of  the  two 
cheeks  of  the  crown ;  there  are  thus  required  eight  prin- 
cipal arms.  They  are  strengthened  by  cross-pieces,  in 
wheels  exposed  to  severe  shocks,  as  those  which  set  in 
motion  forge  hammers.  In  great  wheels,  the  increased 
strength  is  effected  more  conveniently  by  eight  auxili- 
ary arms,  placed  and  disposed  as  we  see  in  Fig.  54, 
(the  crown  of  which,  in  proportion  to  the  arms,  should 
have  only  one  half  of  the  size  represented). 

When  the  wood  (oak  or  fir)  is  sound,  and  no  partic- 
ular considerations  require  a  great  weight  of  wheel, 
we  may  dispense  with  giving  to  the  arms  such  large 
dimensions  as  are  usually  adopted.  In  the  greatest  and 
most  elegant  of  those  which  I  have  seen,  which  had  a 
diameter  of  42.65  ft.,  and  served  for  draining  the  water 
of  the  mine  of  Huelgoat  in  Brittany,  the  arms  were 
only  0.62  ft.  square  near  the  axle,  and  0.46  ft.  square 
at  their  extremity. 

In  modern  constructions,  in  place  of  uniting  the  arms 
in  the  manner  just  indicated,  they  are  disposed  as  radii, 
such  as  we  see  in  Figs.  51  and  63.  They  are  main- 
tained at  their  extremity  opposite  the  crown  by  great 
cast  iron  rings,  previously  fastened  to  the  axle  by  means 
of  wedges. 

345.  The  crown  is  formed  of  two  cheeks,  or  circular 
plates,  composed  of  planks  from  0.196  to  0.262  ft.  thick, 
dressed  and  connected  like  the  felloes  of  a  wagon  wheel. 
They  are  lined  upon  the  exterior  face  with  planks  hav- 
ing half  their  thickness;  sometimes  this  lining  only 
covers  the  joints  of  the  felloes  and  the  part  of  the 
crown  which  receives  the  extremity  of  the  arms.  For- 
merly, they  gave  to  the  cheeks  a  width  of  1.31  ft.  and 
even  1.64  ft. ;  then  it  was  reduced  to  1.06  ft.  ]  and  in 
the  beautiful  English  wheels,  we  have  but  from  0.85 
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to  0.88  ft.  We  may  adopt  0.98  ft.  for  wheels  of  all 
sizes,  even  for  those  which  receive  a  great  volume  of 
water,  and  move  with  a  great  velocity ;  in  this  case,  we 
increase  the  width  of  the  wheel,  that  is  to  say,  the  dis- 
tance between  the  cheeks ;  we  shall  soon  see  (849)  on 
what  considerations  it  is  determined. 

When  it  is  fixed,  and  the  two  circular  plates  have 
been  placed  accordingly^  we  nail  against  their  inner 
edge,  that  which  is  toward  the  axle,  cross  planks  from 
.098  to  .181  ft.  thick,  and  which  stretch  from  one  plate 
to  the  other ;  we  join  them  as  close  as  possible,  like  the 
staves  of  a  barrel ;  the  cylinder  thus  presented  is  the 
bottom  or  lining  of  the  crown. 

Between  these  two  plates,  and  in  the  mortises  cut  for 
this  purpose  upon  their  interior  face,  We  place  the  two 
planks  or  plates,  which,  with  the  lining,  constitute 
the  bucket.  As  this  is  the  essential  part  of  the  wheel 
in  regard  to  the  dynamic  effect  which  it  may  pro- 
duce, I  dwell  a  while  upon  its  form,  that  is  to  say,  upon 
the  position  to  be  given  to  the  plates. 

846.  I  indicate,  first,  the  design  that  experience  has     nnn  of 
recognised  as  that  uniting  the  greatest  advantages  with     backou. 
the  most  simplicity,  in  the  countries  where  the  con- 
struction of  bucket- wheels  has  received  the  best  care 
and  consideration. 

The  height  or  the  diameter  of  the  wheel  being  once 
fixed  upon,  with  its  half,  as  a  radius,  we  describe  the 
exterior  circumference;  the  are  AS  forms  a  part  of  it: 
then,  with  a  radius  less  by  AB,  the  width  of  the 
crown,  we  trace  the  interior  circumference  BQ;  AB, 
which  we  have  generally  fixed  at  0.984  ft.,  is  the 
depth  of  the  buckets.  Finally,  from  the  common 
centre,  with  a  radius  ending  at  C,  CB  being  the  third 
of  AB,  we  describe  the  third  circumference,  CDE: 


Fig.  86. 
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the  centre  of  gravity  of  the  water  contained  in  the 
backets  being  usually  found  upon  it,  or  very  near  it, 
its  radius  will  be  the  dynamic  radius  of  the  wheel. 
The  distance  from  one  bucket  to  the  other,  measured 
upon  this  last  circumference,  is,  as  a  mean,  1.049  ft. ; 
but  as  constructors  commonly  divide  the  wheel  into 
quarters,  and  place  in  each  an  integral  number  of  buck- 
ets, this  distance  experiences  a  small  variation,  accord- 
ing to  the  size  of  the  wheels.  Conse- 
quently, the  number  of  buckets  will 
not  be  exactly  proportional  to  the  diam- 
eter; it  will  be  that  indicated  in  the 
adjoining  column.  The  diameter  desig- 
nated in  the  first  column  is  that  of  the 
exterior  circumference;  this  is  the  diam- 
eter of  the  wheel,  properly  speaking, 
and  we  designate  it  by  D. 

The  circumference  being  divided  into 
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as  many  equidistant  points,  G,  D,  E,  &c.,  as  it  is  to 
have  buckets,  from  each  of  these  points,  we  draw, 
towards  the  centre,  the  lines  CB,  DF,  EG,  &c.:  they 
fix  the  position  of  the  small  plates.  That  of  the  great, 
AD,  HE,  &c.,  is  determined  by  the  following  consid- 
eration: it  is  necessary  that  the  angle  HEGr,  comprised 
between  the  two  pieces  of  the  same  bucket,  should 
have  the  least  possible  opening,  so  that  the  bucket  may 
retain  the  water  a  longer  time;  but,  at  the  same 
time,  it  is  necessary  tha^  it  should  be  sufficiently  open, 
so  that  the  space  Db  may  not  be  contracted  to  such  a 
degree  as  to  cause  any  difficulty  in  the  arrival  of  the 
water  upon  the  bottom  or  shoulder  of  the  bucket,  and 
so  that  there  shall  be  no  rebounding  and  tendency  to 
throw  the  water  outwards,  before  it  has  reached  it 
Consequently,  it  is  necessary  that  Di  should  be  some- 
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what  greater  than  the  thickness  of  the  flaid  sheet 
which  &lls  upon  the  wheel:  by  widening  this  sheet,  as 
well  as  the  backets,  it  is  true,  we  can  diminish  this 
thickness  nearly  at  will :  still,  we  should  not  give  to 
D6  less  than  from  0.86  ft.  to  0.89  ft.-  For  this  pur- 
pose, we  make  the  angle  HEG  from  llO""  to  US'", 
according  as  the  wheels  are  from  18.1  ft.  to  89.87  ft. 
in  diameter;  so  that  the  inclination  of  the  great  plate 
or  arm  of  the  bucket  referred  to  the  exterior  circum- 
ference of  the  wheel,  that  is  to  say,  to  its  tangent  at 
the  point  of  contact,  will  be  about  81® :  it  never  should 
be  over  38**.  In  my  practice,  I  obtain  these  advantages 
of  a  good  construction,  and  very  simply,  by  producing 
the  extremity  H  of  the  arm  of  the  bucket  from  .098 
to  0.131  ft.  beyond  the  point  cf,  which  is  the  extremity 
of  the  radius  passing  through  the  point  F. 

347.  Another  form,  quite  common  in  France,  con- 
sists in  making  IK = J  IP,  and  in  extending  the  edge 
of  the  arm  only  to  L,  the  extremity  of  the  prolonga- 
tion EL  of  the  small  plate  of  the  anterior  bucket. 

Sometimes  the  form  seen  in  NOP  is  given  to  the 
great  plate:  the  water  is  then  retained  a  longer  time. 
But  the  workmen  are  reluctant  in  taking  hold  of  con- 
structions which  are  not,  either  in  execution  or  in 
repairs,  extremely  easy;  consequently,  in  many  cases, 
they  place  the  small  plate  perpendicular  to  the  great, 
simply  because  the  joint  of  a  right  angle  is  the  most 
simple  and  easy  of  execution.  Without  any  such 
obstacle,  it  would  be  best  to  curve  the  great  plate,  as 
indicated  by  the  arc  BS,  whose  extremity  S  makes  a 
very  small  if  any  angle  with  the  circumference:  in  this 
method,  which  is  recommended,  and  easily  executed 
with  iron-plate  arcs,  the  buckets  hold  the  water  even 
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to  the  lowest  point  of  the  revolution.  Finally,  if  these 
last  dispositions,  which  we  have  just  indicated,  are 
more  favorable  for  holding  the  water  upon  the  wheels, 
thej  are  a  little  less  for  its  entrance  into  the  buckets. 
Frequently,  the  small  plate  or  shoulder  of  the  buck- 
ets is  pierced  with  two  or  three  holes  of  0.13  ft.  in 
diameter.  When,  after  having  passed  the  lowest  point 
of  the  wheel,  a  bucket  rises,  the  exterior  air,  entering 
through  these  holes,  prevents  the  vacuum  tending  to  be 
formed  there,  and  which  would  be  formed  if  it  were 
exactly  closed,  and  in  consequence  of  which  the  bucket 
would  bear  with  it  a  mass  of  water  acting  in  an  opposite 
direction  to  the  motion  of  the  machine.  Moreover,  it 
is  through  these  holes  that  the  buckets  are  emptied 
when  the  wheel  is  stopped. 
Mode  of  con-  348.  As  to  the  mode  of  bringing  water  upon  over- 
^tocbiTck^te^  shot  wheels,  there  are  two  cases  to  be  distinguished: 
that  where  the  level  of  the  reservoir  is  nearly  constant, 
and  that  where  it  presents  great  variations. 

In  the  first  case,  at  one  or  two  decimetres  (or  from 
0.328  to  0.656  ft.)  below  this  level,  we  establish  the 
mill-course,  to  which  we  give  a  width  nearly  equal  to 
that  of  the  wheel.  At  its  origin,  it  is  widened,  so  as 
to  avoid  the  contraction  of  the  fluid;  and,  at  the 
extremity  of  the  widening,  we  establish  the  gate, 
which  serves  to  regulate  the  quantity  of  water  to  be 
let  upon  the  wheel.  Beyond  this,  the  mill-course  is 
directed  in  a  right  line  towards  the  wheel,  with  a  slope 
of  about  ^:  it  passes  to  some  centimetres  (centim.= 
0.39  in.)  only  above  its  summit;  it  continues  for  a 
length  of  from  1.64  to  1.97  ft.,  gradually  contracting, 
in  such  a  manner  that  its  width,  at  the  extremity,  shall 
be  about  a  decimetre  (.328  ft.)  smaller  than  that  of 
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the  buckets.  The  sheet  of  water  which  it  conducts, 
arriving  at  the  end,  falls  freely  in  the  second  or  third 
bucket,  reckoning  from  the  summit. 

If  the  level  of  the  reservoir  is  subject  to  frequent 
rise  and  fall,  we  adapt  to  the  bottom  of  this  reservoir  a 
course  closed  at  the  top,  and  whose  upper  face  is  inclin- 
ed, as  we  see  in  Fig.  54.  It  is  terminated  by  a  trough, 
like  the  frustum  of  a  pyramid,  whose  faces  make  with 
the  axis  an  angle  of  B'^  or  1° ;  and  this  axis  is  inclined 
and  directed  towards  the  upper  part  of  the  small  plate 
of  the  bucket,  which  faces  against  it  in  such  a  manner, 
that  it  may  be  struck  as  directly  and  perpendicularly  as 
possible ;  the  action  of  gravity,  as  well  as  the  movement 
of  the  wheel,  approaching  the  direction  of  impulse  on 
the  inferior  plate.  The  width  of  the  orifice,  or  its  hor- 
izontal dimensions,  should  be  a  little  smaller  than  that 
of  the  buckets,  and  its  height  should  not  exceed  0.328 
ft.;  nearly  always,  it  is  much  less.  These  course- 
troughs,  much  used  at  the  forges  of  Dordogne  and  of 
Lot,  bear  the  very  significant  name  of  duck-bills. 

In  many  places,  these  troughs  are  fitted  to  boxes  or 
small  reservoirs,  established  inside  the  mills  and  above 
the  wheels;  they  are  called  ^^  water-chambers.^^  Their 
water  is  brought  from  the  great  reservoir,  by  tunnels  or 
conduits.  The  resistance  of  the  sides  of  these  conduits, 
diminishing  the  force  of  the  current,  the  water  is  always 
at  a  lower  level  in  the  chamber  than  in  the  reservoir 
(182) ;  here  is  a  loss  of  fiill  upon  the  wheel,  and  con- 
sequently a  loss  of  moving  force,  without  being  com- 
pensated by  any  special  advantage. 

349.  The  width  of  the  buckets,  that  of  the  wheel  wiuth 
between  its  two  shrouds,  is  determined  by  the  volume  whcei. 
of  water  it  is  to  receive  and  carry. 

Let  Q  be  the  volume  issuing  from  the  mill-course 
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in  1",  rfthe  distance  between  the  buckets,  reckoned  upon 
the  exterior  circumference,  and  v'  the  velocity  of  the 
points  of  this  circumference ;  it  is  evident  that  there 
will  pass  in  one  second,  at  the  mouth  which  discharges 

the  water,  a  number  of  buckets  equal  to  ■^,  and  conse- 
quently, that  each  of  them  will  receive  a  volume  of 
water  equal  to  Q  divided  by  -^,  or  to  Q  -p .  It  is  ne- 
cessary that  the  bucket  should  contain  not  only  this 
quantity,  but  also  a  quantity  three  times  as  great; 
otherwise,  the  water  would  be  discharged  too  quickly. 
If  /  represents  the  width  of  a  bucket,  S  the  area  of  its 
transverse  section,  or  rather,  the  section  of  the  fluid 
mass  which  it  can  contain  the  instant  that  it  is  imme- 
diately under  the  jet  issuing  from  the  mill-course,  S/ 

will  be  its  capacity,  and  it  is  requisite  that  S/^  3  -^ 

=  180v^,  M  being  the  number  of  buckets  of  the 
wheel,  and  N  the  number  of  turns  which  it  makes  in  a 
minute,  since  rf=  ^  and  vf  =  -^g""*  '^^^^  >'=  ^^^ 
-jj^ ;  such  will  be  the  width,  in  practice,  to  give  the 

wheel.  The  quantity  Q,  introduced  into  this  expres- 
sion, is  what  the  wheel  should  consume,  to  produce  its 
total  effect,  and  we  shall  see  hereafter  (866)  what  this 
quantity  is ;  N  will  be  the  number  of  turns  made  in  T, 
under  the  same  circumstances,  and  S  will  be  determined 
upon  the  section  of  the  bucket. 

In  my  method  of  disposing  a  wheel  and  its  backets  (346) ,  we 

ttD 
have,  with  slight  variations,  S  =  0.775  sq.  ft.,  and  M  =-  .. . ,  , 

and  consequently,  /=  82.29  i^. 
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Theoretic  I^ect, 
850.  The  force  of  a  current  which  conveys  a  quan-  Theoreuccifect, 

or  the  force 

tity  P  of  water  in  one  second,  and  which  falls  from  a  impreued  apon 
height  H,  is  PH  (280).  If,  in  its  &11  upon  a  machine,  ****'*'***^*- 
it  there  exerts  all  the  motive  action  of  which  it  is  capa- 
ble, it  will  impress  this  same  force  upon  it ;  but  this  is 
rarely  the  c&se  in  practice,  and  the  force  really  impress- 
ed is  less  than  PH  (283).  In  a  bucket-wheel,  all  the 
fluid  of  the  current  acts  upon  it,  from  the  point  where 
it  first  meets  it,  to  that  where  it  leaves  it  (for  we  may 
always  admit,  and  we  shall  admit,  that  it  quits  it  instant- 
ly) ;  thus  the  factor  P  undergoes  no  diminution.  It 
will  then  be  experienced  by  the  other  factor  H,  and 
consequently  a  part  of  the  total  fall  will  be  as  it  were 
lost.  So  that,  to  have  the  force  effectively  impressed 
upon  a  bucket-wheel,  we  have  only  to  determine  the 
different  losses  of  fall  which  have  occurred  between 
the  level  of  the  reservoir  and  the  bottom,  of  tJie 
wheel,  and  to  subtract  them  from,  H,  in  the  expres- 
sion PH. 

Let  there  be  a  wheel  ERF,  receiving  its  water  from  Fig.  m. 
the  reservoir  M.  Take  A6,  the  vertical  distance 
between  the  level  of  M  and  the  extremity  F  of  the  ver- 
tical diameter,  to  represent  the  total  fall  H.  Divide 
this  distance  into  three  parts;  AC  (=A),  comprised 
between  the  surface  of  the  reservoir  and  the  point  where 
the  water  strikes  the  wheel ;  CD,  equal  to  fg,  the 
height  of  the  arc  charged  with  water;  and  DB,  the 
distance  between  the  point  where  the  water  is  supposed 
to  issue  from  the  buckets,  and  the  bottom  of  the  wheel. 
Let  us  point  out  and  estimate  the  value  of  these  losses, 
upon  each  of  these  parts. 

351.  It  is  at  once  manifest,  that  there  can  be  no  loss 
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Force  impressed  upon  the  height  CD  of  the  arc  charged  with  water; 
contiSiertatoe  *^®  ^^^^  ^i  acting  constantlj  and  with  all  its  weight 
bQckets.     upon  the  portion  of  the  wheel  corresponding  to  this 
height,  will  impress  upon  it  a  force  P  .  CD. 

Though  this  assertion  may  be  regarded  as  evident,  and  though 
it  is  an  immediate  consequence  of  what  has  been  said  upon 
motors  and  their  efiects,  I  proceed  to  give  a  direot  and  synthetic 
demonstration. 

In  the  first  place,  the  effort  made  to  produce  the  motion  of 
rotation,  by  the  weight  of  the  fluid  borne  by  the  arc  charged  with 
water,  that  is  to  say,  by  the  weight  of  the  fluid  contained  in  the 
buckets,  from  the  level  of  the  point  C  to  that  of  the  point  D,  is 
equal  to  the  effort  which  would  be  exerted-  by  the  weight  of  a 
prism  of  water  6H,  placed  at  the  extremity  R  of  the  dynamic 
radius  OR,  of  which  GH=sCD  will  be  the  height,  and  which  will 
have  for  its  base  the  section  of  the  fluid  arc  (the  water  of  the 
buckets  being  supposed  to  be  uniformly  distributed  upon  this 
arc).  To  demonstrate  this,  it  is  sufficient  to  show  that  the  mo- 
menta of  these  two  effi>rts  are  equal.  For  this  purpose,  let  as 
suppose  that  the  arc  charged  with  water  is  divided  into  an 
infinity  of  small  elementary  arcs,  such  as  tnn;  designate  by  a 
the  section  of  the  fluid  arc,  and  by  q>  the  specific  weight  of  the 
water;  a  ,mn.q>  will  be  the  weight  of  the  small  arc  mn;  since 
it  acts  vertically,  the  distance  between  the  direction  of  its  efbet 
and  the  centre  of  rotation  wiU  be  the  horizontal  rs :  thus  we 
shall  have  for  its  momentum,  a  ,mn.q>  ,rs;  as  the  similar  trian- 
gles, mnt  and  rOs,  give  mn .  r5  bs  Or .  pq,  we  shaU  also  have 
<r  .q>  .Or.pq,  The  sum  of  all  these  partial  momenta,  or  the 
momentum  of  the  entire  arc,  will  be,  then,  the  common  factor 
(<T  .qi ,  Or),  multiplied  by  the  sum  of  the  small  heights  pq  of 
the  elementary  arcs ;  now,  this  sum  is  evidently  fg  or  CD  ;  its 
momentum  will  consequently  be  a .  9) .  Or .  CD.  That  of  the 
prism  QH  is  manifestly  a .  9  .  GH  .  OR.  And  since  GH  =  CD, 
and  Or  SB  OR,  the  two  momenta  are  equal. 

In  the  second  place,  the  eflbrt  exerted  at  R,  and  in  the  direc- 
tion of  motion,  being  a .  <p  .  CD,  and  the  velocity  of  the  point  R 
being  v,  the  force  impressed  will  be  a  .  9 .  CD  .  r  (278).  Since  Q 
is  the  volume  of  water  passing  in  a  second,  and  since  in  this  time 
this  volume  should  pass  through  the  section  a  with  the  velocity 
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V,  which  is  likewise  that  of  the  fluid  after  it  has  reached  the 

wheel,  we  shall  have  Q=ot7:   moreover,  we  have  P=5  9Q. 

Taking  the  values  of  a  and  of  <p,  in  these  two  equations,  and 

substituting  them  in  the  above  expression  of  the  force  impressed,  it 

Q     P 
becomes  —  .  77  .  CD  .  v  =  P  .  CD,  as  we  had  already  deter- 

mined  it. 


352.  We  come  now  to  the  losses  of  head  which  take  Losses  of  head 
place  above  the  arc  charged  with  water,  that  is  to  say,  ai/ciT^edwiui 
upon  the  height  AC.  '^•*"' 

AC  or  h  is  the  height  due  to  the  velocity  with 
which  the  fluid  arrives  at  the  wheel,  and  with  which  it 
gives  the  impulse,  provided  it  has  suffered  no  diminu- 
tion between  the  reservoir  and  the  buckets :  but  this  is 
not  usually  the  case,  and  when  the  fluid  meets  the 
wheel,  the  height  due  its  velocity  is  only  hi,  a  quantity 
smaller  than  h  by  juiA,  since  hi=h  (1  —  jul)  =:  A  —  juiA 
(300).  The  value  of  the  coefiicient  fA  depends,  1st, 
upon  the  loss  of  velocity  occasioned  by  the  contraction 
which  the  fluid  sheet  undergoes  in  its  passage  through 
the  orifice  of  the  reservoir;  2d,  from  the  resistance 
which  it  meets  against  the  sides  of  the  mill-course 
which  conducts  it  to  the  buckets;  3d,  from  the  dispers- 
ing of  the  fluid  fillets,  many  of  which  strike  upon  the 
edges  and  sides  of  the  bucket,  losing  a  portion  of  their 
velocity  before  reaching  the  small  plate,  or  the  water 
which  covers  it ;  4th,  from  the  oblique  direction  with 
which  the  sheet  arrives  upon  this  plate ;  this  obliquity 
is  often  as  much  as  30°,  whence  results  then  a  diminu- 
tion of  0.14  in  the  value  of  A,  and  consequently  of  the 
force  of  the  impulse.  These  causes  combined  may 
bring  fi.  np  to  0.1,  to  0.2,  and  even  to  0.3,  according  to 
local  circumstances,  such  as  a  more  or  less  perfect  ar- 
rangement of  the  gate- way.  We  may  determine  its  value 
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according  to  these  circumetanceB:  however,  we  shall 
have  only  an  approximation;  for  a  rigorous  determina- 
tion is  an  impossibility.  Let  Ka  be  the  portion  of  the 
fall  AC  representing  this  value,  the  remaining  part, 
aC,  will  be  Aj,  or  the  height  really  due  to  the  velocity 
V  of  the  fluid,  and  consequently  equal  to  .01654V'. 

353.  According  to  what  has  already  been  said  (297), 
this  height  will  still  be  subject  to  two  other  diminutions 
or  losses,  ab  and  bd;  the  one  K  (=.01554t;'),  which 
is  the  height  due  to  the  velocity  v  of  the  wheel,  and 
increases  with  this  velocity;  the  other  A",  or  .01554 
(V — v)',  which  is  the  height  due  the  velocity  lost  by 
the  shock,  and  which,  on  the  contrary,  is  diminished 
when  this  same  velocity  v  increases.  The  sum  of  these 
two  losses  will  be  the  smallest  possible,  or  .01554 
{t;*-f  (V  —  v)*}  will  be  a  minimum^  where  t7=jV; 
they  will  be  equal  to  each  other,  each  one  will  be 
j0.01554V^=jAi,  and  the  two  combined  (ad)  will  be 
equal  \hi.  In  this  case,  that  of  the  minimum  of  loss, 
the  remaining  part,  cfC,  which  alone  remains  the  effec- 
tive fall  (inasmuch  as  we  have  for  the  impressed  force 
but  P  X  rfC),  will  be  equal  to  jAi  (=  JaC),  and  it  will 
consequently  be  smaller  than  \h  (=J AC). 

If  the  sum  of  the  two  losses  h'  and  h"  are  not  less 
than  JA|,  it  may  be,  and  most  generally  will  be,  much 
greater;  it  will  be  so  much  the  greater,  according  as 
the  inequality  between  h'  and  A"  is  the  more  consider- 
able; it  will  be  at  its  maximum,  if  one  of  these  two 
quantities,  A",  for  example,  becomes  nothing,  which 
would  be  the  case  if  we  had  V  =  t?;  in  this  case,  we 
should  have  A' =  0.01554V  =  A„  or  a6  =  aC;  and 
there  would  remain  nothing  for  the  effective  £adl.  But, 
in  reality,  this  will  not  happen :  V,  which  cannot  be 
less  than  r,  will  predominate;  h"  will  have  a  real 
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value,  and  there  will  always  be  an  effective  &11,  though 
it  maj  be  exceedingly  small. 

354.  Recapitulating,  we  say,  that  this  fall  is  essen- 
tially smaller  than  0.5A;  that,  in  very  good  disposi- 
tions of  the  wheel,  it  may  be  0.4A;  and  that,  in 
ordinarily  good  dispositions,  it  will  not  be  over  0.33 A. 
So  that,  in  hydraulic  wheels,  about  two  thirds  of  the 
height  comprised  between  the  level  of  the  reservoir 
and  the  point  where  the  fluid  strikes  the  wheel,  is 
lost  for  all  effective  work. 

The  effect  due  to  this  height  A,  and  which  is  gener- 
ally P  (A  —  fx-A  —  A' — A"),  will  then  be,  most  com- 
monly, P  (A  —  §A)  =  3PA.  This  result  is  analogous 
to  that  which  experience  has  given  for  the  best  wheels, 
moved  solely  by  the  impulse  of  water,  as  we  have  seen 
in  Sec.  313. 

356.  Since  a  third  only  of  the  part  of  the  fall  above 
the  point  where  the  water  strikes  the  wheel  is  effective, 
while  the  part  which  is  below,  even  to  the  point 
of  discharge  of  the  buckets, — that  is  to  say,  the 
height  of  the  arc  charged  with  water, — is  entirely  so, 
there  is  a  manifest  advantage  in  increasing  the  latter  at 
the  expense  of  the  former ;  that  is  to  say,  that  in 
establishing  a  bucket-wheel  so  as  to  receive  from  the 
motive  current  all  the  force  which  it  can  impress 
upon  it,  we  should  make  the  distance  between  its 
summit  and  the  level  of  the  reservoir  as  small  as 
possible.  There  would,  however,  be  no  benefit  in 
diminishing  it  to  such  a  point,  that  the  fluid  would 
arrive  at  the  wheel  with  a  velocity  less  than  that  of  the 
buckets ;  it  would  not  act  upon  them,  until,  in  contin- 
uing to  descend,  it  had  acquired  a  velocity  equal  to 
theirs.  (Whence  it  happens,  that  at  the  point  where 
the  fluid  exerts  its  action,  we  should  not  have  !?>-¥.) 
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Finally,  this  distance  between  the  point  of  action  and  the  level 
of  the  reservoir  will  always  have,  in  reality,  a  notable  valae. 
We  should  never  establish  the  sommit  of  the  wheel  at  less  than 
0.984  ft.  below  this  level ;  and  between  the  summit  and  the 
point  where  the  fluid  may  act  directly  or  indirectly  upon  the 
plates,  there  will  always  be  about  0.984  ft. ;  so  that,  usually,  h 
will  be  1.968  ft.,  at  least.  Let  us  admit  such  a  value ;  make 
fjL  a=  0.2,  and  consequently  fth  » .3936  ft. ;  there  will  remain  ^a 
1 .574  ft.  Taking  the  quarter  of  this  quantity  for  V,  we  shall  have 
V  =  5.0294  ft. :  this  will  be  the  velocity  with  which  the  wheel  will 
render  its  greatest  eflect,  (deducting,  however,  a  slight  dimi- 
nution, produced  by  the  velocity,  in  the  height  of  the  arc  charged 
with  water). 

If  we  diminish  the  velocity  5.0329  ft.,  for  example,  to  3.2809 
it.,  we  shall  diminish  the  efiect ;  in  place  of  the  eflective  head  of 
.7874  ft.  (=-1.9685— .3937— .3937— .3937  or  A— «/*— A'— ;i-), 
we  shall  only  have  one  of  .4594  ft.  (=1.9685  — .3937— .1640— 
.9514);  and  the  two  effects  will  be  to  each  other  as  a  -f-  .7874  is 
to  a  -j-  .4594,  a  being  the  height  of  the  arc  charged  with  water. 

In  case  we  give  the  wheel  all  the  velocity  it  can  have  with 
A  =  1^685  ft.,  which  would  be  the  velocity  of  the  fluid  V= 
A/'lghi  =5  10.072  ft.,  there  would  no  longer  be  an  effective  head, 
and  the  effect,  compared  to  the  preceding,  would  not  be  greater 
than  a. 

LoMofmii        356.  Let  us  examine  now  what  takes  place  below 

below  the  arc     -  ,  •»       ..-i 

charged  the  arc  charged  with  water, 
with  water.  rpj^^  portion  of  the  fell  DB  found  there  is  evidently 
entirely  lost.  It  is  composed  of  two  parts ;  the  one  eB 
is  lost  by  reason  of  the  form  of  the  buckets,  that  is  to  say, 
by  reason  of  the  inclination  of  their  great  plate ;  and  the 
part  Dc  is  lost  by  an  eflfect  of  the  velocity  of  the  wheel, 
or  rather,  by  the  centrifugal  force  resulting  from  it. 

Leaving  out  of  the  account  the  action  of  this  force, 
the  sur&ce  of  the  water  contained  in  the  buckets  is 
horizontal.  According  as,  by  reason  of  the  revolution 
of  the  wheel,  the  buckets  descend,  this  surface  ap- 
proaches gradually  the  edge  of  the  great  plate  or  arm ; 
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the  instant  after  liaving  attained  it,  and  having  assumed 
in  consequence  the  position  hi,  the  pouring  of  the 
water  from  the  buckets  begins ;  and  it  ends  when  this 
plate  has  arrived  at  the  horizontal  position  kL  The 
arc  FA,  which  measures  the  distance  from  the  bottom 
of  the  wheel  to  the  point  where  the  water  begins  to 
pour  out,  will  be  the  arc  for  the  commencement  of  dis- 
charge, and  FA:  will  be  that  for  the  end  of  the  dis- 
charge. 

This  last  is  equal  to  the  angle  ukl,  which  the  great 
plate  makes  with  the  tangent  at  the  circumference,  an 
angle  which  is  known  from  the  rules  adopted  in  the 
tracing  of  the  buckets,  and  which  we  shall  designate  by 
a.  The  arc  FA  is  equal  to  FA  +  kh,  and  kh  is  equal 
to  the  angle  xhi  which  the  great  plate  makes  with  the 
surface  of  the  water,  at  the  commencement  of  the  dis- 
charge, an  angle  which  we  shall  call  z;  thus,  Vk=a-\-z, 

Whatever  may  be  the  magnitude  of  these  two  arcs, 
or  the  law  by  which  the  volume  of  water  discharged  at 
each  instant  by  the  same  bucket  is  diminished,  from  the 
beginning  to  the  end  of  the  discharge,  we  may  always 
admit  a  mean  arc  of  discharge;  such  that  the  quan- 
tity of  motive  action  due  to  the  water  borne  by  the 
wheel  remains  the  same,  whether  all  the  water  P  is 
entirely  preserved  by  the  buckets  even  to  the  extremity 
of  this  mean  arc,  where  it  may  be  discharged  suddenly, 
or  whether  the  discharge  is  effected  gradually,  from  the 
end  of  the  first  arc  to  that  of  the  second.  Usually,  the 
distance  between  these  two  extremities  is  inconsider- 
able, and  we  may,  without  sensible  error,  take  the  arith- 
metical mean ;  the  mean  arc  will  then  be  a4-lz,  or  Fe', 
the  point  ef  being  at  an  equal  distance  from  h  and  k. 

If  upon  AB  we  take  e  at  the  level  of  c',  Be  will  be 
the  loss  of  fall  sought.     Now,  Be  is  equal  to  the  versed 
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sine  of  the  mean  arc  Fa',  an  arc  whoso  radius  is  the 
semi-diameter  of  the  wheel ;  thus,  T>  being  the  diame- 
ter, we  shall  have 

Bc=jD  {1  — COS.  {a  +  lz)}. 

357.  The  anglo  z  which  the  fluid  surface  makes,  at  the  com- 
mencement of  the  discharge,  with  the  arm  or  great  plate,  depends 
upon  the  volume  of  water  received  by  the  buckets,  as  well  as 
upon  their  form  and  dimensions ;  form  and  dimensions  which 
will  be  known  either  by  the  rules  followed  in  the  construction  of 
the  wheel,  or  by  measurements  directly  made.  The  determina- 
tion of  this  angle  being  an  operation  of  pure  geometry,  I  pro- 
pose to  indicate  it :  the  examination  of  the  figure  will,  moreover, 
satisfy  us  as  to  the  reasoning  adopted. 
Fig.  5&  ^^  -^^^  ^  AB(V  be  a  section  of  a  portion  of  the  bucket  con- 

taining the  water  at  the  moment  when  the  discharge  oommences, 
and  let  us  make  AB=  a,  BC  =  6,  AC =y ;  the  angle  ACB=a'; 
BAG  =  6',  ABC  =  y';  the  surface  ABC  =  y.  From  what  has 
been  said  (349),  s  being  the  area  of  the  section  of  the  fluid  mass 

contained  in  the  bucket,  5=  -  —  . 

Iv 

We  have  two  cases  to  distinguish :  that  where  the  fluid  sur&ce 

Aa  is  below  AC,  then  s  <^  sf;  said  that  where  this  surfaoe  is 

above  at  A</,  then  5  >  5^.    In  the  first,  by  making  —  =  e  (this 


is  the  line  ab  of  the  figure) ,  we  have  tang,  z  =  —7- — — — ,- ; 

*  "7"  *  cot*  \  1 80    "^  ) 

in  the  second,  «  =  ff'-|-  01,  and  making =  e'  (this  is  the 

y 

line  i/c),  we  have,  without  sensible  error,  tang,  cu  = . 

y — •'  tang.  «' 

Txnsdae  ^^^'  ^^  remaiDS  now  to  determine  the  loss  arising 
***"*®  .  from  the  centrifugal  force:  a  loss  sometimes  considera- 
force.  ble,  and  which,  notwithstanding,  has  not  yet  been  taken 
into  consideration.  A  short  time  since,  M.  Poncelet, 
having  devoted  his  attention  to  this  object,  determined  a 
theorem  as  remarkable  for  its  simplicity  as  happj  in  its 
consequences,   and  he  made  it  serve  in  a  complete 
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demonstration  of  this  important  point  in  tlie  theory  of 
backet- wheels.  He  has  had  the  kindness  to  communi- 
cate with  me,  and  I  proceed  to  expose  the  principal 
results  of  his  labors. 

But  first,  I  call  to  mind,  that  when  a  body  partici- 
pates in  a  rotatory  motion,  each  one  of  its  particles  is 
animated  with  a  centrifugal  force.  If  m  is  the  mass  of 
one  of  them,  u  its  velocity,  and  r  its  distance  from 

the  centre  of  rotation,  its  centrifugal  force  will  be  — 

(298) ;  it  will  also  be  expressed  by  mnt^^  if  w  is  the 
angular  velocity  of  the  body,  that  is  to  say,  the  veloc- 
ity of  the  particles  situated  at  one  foot  from  the  same 
centre,  since  w  =  w?r. 

Thus,  each  particle  of  fluid  contained  in  the  buckets  ^-  ^^- 
of  a  wheel  in  motion  is  subject  to  the  action  of  two 
forces,  gravity  and  the  centrifugal  force.  Let  e  be  one 
of  these  particles ;  let  us  take  ep  to  represent  the  first 
force  mgj  and,  upon  the  direction  of  the  radius  Ce,  eq 
for  the  second  mv^r;  the  diagonal  er  of  the  parallelo- 
gram will  be  their  resultant ;  and  it  will  be  the  same  as 
if  the  particle  was  subjected  to  the  sole  action  of  the 
force  which  er  represents  in  intensity  and  direction.  If 
we  prolong  er  up  to  the  vertical  drawn  through  the 
centre  G  of  the  wheel,  it  will  meet  it  in  the  point  0, 

such  that  CO  =  -^  ;  since  CO :  Cc  (=r) ::  ep  (=  mgy 

pr  {=mv^r).  Now,  this  distance  CO,  not  depending 
in  any  wise  upon  the  position  of  the  particles,  will  be 
the  same  for  all ;  all  ^e  directions  of  forces  will  coin- 
cide then  towards  0,  and  this  point  will  be,  as  it  were, 
the  centre  of  action  where  they  are  directed. 

The  surface  of  a  fluid  being  always  perpendicular  to 
the  direction  of  the  force  acting  upon  its  particles,  tiiat 


cases. ) 
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of  the  water  contained  in  the  backets  will  then  be  per- 
pendicular to  the  lines  drawn  from  0  to  its  different 
points,  and  consequently,  the  section  of  this  surface 
St  will  always  be  the  arc  of  a  circle  having  its  centre 
in  0. 

In  the  revolution  of  the  wheel,  the  extremity  s  of 
this  arc  will  approach  gradually  the  edge  of  the  great 
plate  or  arm  of  the  bucket,  and  it  will  reach  it  when 
the  bucket  shall  have  arrived  at  the  position  ABI ;  then, 
or  immediately  after,  the  discharge  commences.  It  will 
cease  when  the  bucket  shall  have  descended  into  the 
position  A'BT,  so  that  the  arc,  the  limit  of  the  fluid, 
shall  have  passed  under  the  plate  A'B'. 

Such  are  the  grounds  admitted  by  M.  Poncelet. 
(ordiDary  859.  In  most  cascs,  those  where  the  diameter  of  the 
wheel  is  not  below  13.12  ft.,  and  where  the  velocity  at 
the  periphery  does  not  exceed  9.84  ft.,  we  may  regard 
the  sur&ce  of  the  water  in  the  buckets  as  plane ;  and 
consequently,  it  will  be  perpendicular  to  a  line  drawn 
from  the  point  0  to  the  centre  of  its  figure. 

With  this  supposition,  I  determine  the  two  arcs  of 
discharge  AE  and  A'E.  The  first,  or  the  angle  AGE, 
for  which  it  serves  as  a  measure,  is  equal  to  GAF  = 
GAB  +  BAD  +  DAF  =  a  +  ;r  +  y,  calling  y  the  an- 
gle DAF  or  its  equal  aOC,  the  point  a  being  the  mid- 
dle of  AD.  Draw  ag  perpendicular  to  aC,  and  call  A 
the  angle  which  the  first  of  these  lines  makes  with  the 
tangent  AG-,  (supposing  them  prolonged),  an  angle 
which  is  equal  to  ACa;  the  angle  OaO  or  its  equal 
g-aD==GAD — b;  moreover,  the  triangle  OaC  gives  sin. 
aOC  (=sin.  y)  :  aC  {=t^)  ::  sin.  OaC  {=a-\'Z—b): 

OC  (=^=^), whence  the  sin.y='^-^°^:r:^^ 

/  is  the  semi-diameter  of  the  wheel  diminished  by  one 
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half  the  depth  of  the  backets.  The  angle  b  Tfill  gen- 
erally be  ver jr  small ;  it  -will  have  but  a  small  influ- 
ence upon  the  value  of  y,  and  consequently  but  little 
upon  that  of  the  arc  of  discharge ;  we  may  neglect  it 
without  sensible  error ;  but,  by  way  of  compensation, 
we  will  substitute  for  /  the  dynamic  radius  r,  which  is 

somewhat  smaller,  and  then  the  sin.  y =  — .  sin.  {a-\-z). 

The  arc  A'E  is  equal  to  the  angle  a-f-y',  calling  t/  the 
angle  a'OE ;  and  in  a  manner  analogous  to  that  employ- 

ed  for  y,  we  shall  find  sin.  y'=  -     .  sin.  a. 

Here  also  we  may  admit  a  mean  arc  of  discharge,  and 
without  error  for  application,  taking  an  arithmetical 
mean  between  the  two  determined  arcs,  we  shall  have 
for  its  value  «  +  J^r  +  Jy  +  W- 

Its  versed  sine,  being  equal  to  BD  (Fig.  54),  will  be 
the  loss  of  fall  arising  both  from  the  form  of  the  buck- 
ets and  from  the  centrifugal  force ;  calling  it  h"%  we 
shall  have 

A'"=lD{l-cos.  (a+J^+Jy+Jy')}. 

I  show,  by  way  of  an  example,  the  mode  of  calculatiDg  this 
loss  of  ML, 

The  wheel  is  37.303  ft.  in  diameter ;  it  has  ninety-two  backets, 
with  a  width  of  3.5499  ft.  and  1.0652  ft.  deep,  and  the  following 
dimensions  (Fig.  66):  AB=a=:  1.5223  ft.,  AC  =  y  =  1.6831  ft. ; 
the  angle  GAB,  which  AB  makes  with  the  tangent  AG  at  the 
circmnference,  where  a=«3P  37',  BAG  =  ^=9°  08',  ACB  = 
a'=s53*»  10' ;  the  surface  of  the  triangle  ABC=5'=0.20344  sq.  ft. ; 
finally,  the  distance  between  the  backets  or  (2  =  1.2247  ft. 

At  the  time  of  the  obsenration  which  gave  rise  to  the  present 
example,  the  wheel  received  in  1",  5.2974  cub.  ft.  of  water  (=Q); 
its  velocity,  at  the  extremity  of  the  dynamic  radius  of  17.939  ft. 
(=r),  was  8.2022  ft.  (=»). 

The  section  of  the  water  in  the  backet  before  it  commenced  the 

outpour  or  5  =-9^  =  5^2974X1.2247  ^ q  22282  sq.  ft.    This  sec- 
^  lo        3.5499X8.2022  ^ 
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tion  being  greater  than  0.20344  sq.  ft.»/,  to  get  the  an^e  z 
(357) ,  we  shall  have  e'  =  ?ii:=i3  =  ^^^^  =  .023028  ft. ; 

and  coneeqaently,  the  tang.  »=,.683i_^SLs.  53°  lo" 
which  gives  i>.  —  0°  47'  54";  thne  «—«'+«»=« 9°  08'+47'54''= 

9<'65'54".  P<»yandy.Bin.y=l?:!?^^»^-^+f*5:^^ 
^  ^'  ^  32.182X17.939 


y=4°  ay,  and  sin.  y=^-:::-^T;^;.,i^  giTesy'=3»30'. 


(8.2022)«  8irh31°37' 
32.182X17.939 

Whence  a  +  i^+iy  + 4^=^40°  39^  27%  and  A*'  =  J37.303 
(1  — eos.  40°  3y  270  *=  4.499  ft. 

Decompose  this  doable  loss.  That  which  proceeds  from  the 
form  of  the  buckete,  or  Be«iD[l  — cos.  {a  +  iz)]=^iZ7MZ 
(1  —  COS.  36°  34'  57'')  —  3.672  ft.  There  remains,  then,  for  cD, 
or  for  the  loss  due  to  the  centrifugal  force,  0.827  ft :  this  force 
has,  then,  increased  the  loss  of  fall,  below  the  arc  charged  with 
water,  in  the  ratio  of  100  to  122. 

360.  It  is  thus  that  we  should  calculate  this  loss,  when  we 
wish  to  determine  the  dynamic  e£Eect  of  a  wheel.  StiU,  when  it 
is  intended  to  establish  a  wheel,  and  we  wish  to  have  at  sight 
the  loss  of  effect  resulting  firom  the  discharge  of  the  water,  we  may 
have  recourse  to  the  following  table,  where  the  values  of  hT  are 
expressed  in  fractions  of  the  difuneter. 


DZAMSTKX 

LOSS    OP    PALL   h'". 

of 

THB  VKLOCITT  BBIKO 

thewbeel. 

0^ 

3.2809^ 

6.562^ 

9.843^ 

13.124*^ 

16.404'^ 

feet 

9.843 

0.15  D 

0.16  D 

0.23  D 

0.36  D 

13.124 

0.15  " 

0.16" 

0.21  " 

0.35" 

0.46  D 

16.404 

0.14  " 

0.15  " 

0.20" 

0.25" 

0.36" 

0.46  D 

19.685 

0.14  " 

0.15" 

0.18  ** 

0.23" 

0.32" 

0.45  " 

26.247 

0.14  " 

0.15  " 

0.17" 

0.20" 

0.26" 

0.34" 

32.809 

0.14  « 

0.14  " 

0.16  " 

0.18  " 

0.23" 

0.29" 

39.371 

0.13  " 

0.13  " 

0.14  " 

0.16" 

0.20" 

0.24" 

This  table  has  been  calculated  under  the  supposition,  1st,  that 
the  buckets  are  of  the  number  and  form  indicated  in  Sec.  346 ; 
2d,  that  they  carry  one  half  of  the  water  which  the  bucket  that 
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first  airiyes  under  the  current  can  receive.  This  last  supposition 
is  the  occasion  of  the  loss  here  noted  being  nearly  always  supe- 
rior to  what  we  shall  have  in  reality.  For  example,  if,  as  usual, 
the  buckets  should  have  but  a  third  of  the  water  which  the  first 
can  contain,  the  six  multipliers  of  D,  for  the  wheel  of  19.685  ft., 
would  be  0.12,  0.13,  0.15,  0.195,  0.27  and  0.38.  The  smaU 
anomalies  in  the  members  of  the  same  column  arise  from  the 
number  of  the  buckets  not  being  exactly  proportional  to  the 
diameter.  This  table  affords  evidence  of  the  effect  of  velocity : 
thus,  for  the  wheel  of  19.685  ft.,  the  velocity  being  3.2809  ft., 
the  loss  of  &11  below  the  arc  charged  with  water  has  been  but 
2.952  ft.,  and  it  will  be  6.299  ft.,  more  than  double,  vrith  a 
velocity  of  13.124  ft. 

861.  The  mode  of  determining  the  effects  of  the  cen-  com 
trifugal  force  given  in  Sec.  859,  will  apply  to  nearly  ^'^J^^JJ*"*^ 
all  cases  occurring  in  practice;  but  we  should  not  velocities. 
employ  it  for  small  wheels,  which  move  with  great 
velocities,  such  as  those  which  put  in  play  the  hammers 
of  iron  mills ;  there  are  some  which  are  not  over  8.2  ft. 
in  diameter,  which  make  thirty-five  turns  per  minute, 
and  which  consequently  have  a  velocity  15.026  ft.  at 
the  periphery.  The  centre  0  of  forces  descends,  then, 
below  the  crown  of  the  wheel ;  from  this  it  results,  that 
the  upper  buckets  cannot  receive  the  water,  or  but  a 
very  little  of  it ;  those  which  follow  will  contain  more ; 
but  the  quantity  diminishes  rapidly,  and  the  discharge 
is  soon  finished.  Fig.  58,  where  the  dotted  lines  repre- 
sent the  surface  of  the  water  in  each  bucket,  shows  this 
state  of  things. 

To  have  the  force  impressed  on  such  a  wheel,  we  will 
divide,  mentally,  the  arc  charged  with  water  into  a 
certain  number  of  parts,  ten  or  twenty ;  we  will  sup- 
pose a  bucket  placed  successively  in  the  position  corre- 
sponding to  each  of  these  divisions ;  from  the  point  0, 

CO  being  always  ^,  we  will  describe  in  the  bucket, 


Fig.  58. 
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and  for  each  of  its  positions,  the  limiting  arc  of  the 
fluid,  and  we  will  calculate,  by  the  rules  of  geometry, 
the  section  of  the  mass  of  water  which  is  below  it.  Let 
9i)  92}  93)  &<^-9  ^^  these  sections,  and  q  that  whose 
value  is-j^  (849);  let,  then,  Ai,  A^,  Aj,  &c.,  be  parts  of 

the  vertical  diameter,  or  the  falls  from  one  position  to 
the  other;  the  weight  of  water  passing  in  1"  in  the 
bucket,  considered  at  each  of  its  successive  positions, 

will  be  P  -^,  P  — ?2j  &c.,  and  consequently,  the  force 

impressed  upon  the  wheel  will  be  equal  to 

P 

yC?!  Ai+?2  A2+&C.). 

Analytic         362.  Conformably  to  the  principle  of  our  theory 
^^^^cffcct"  °   (850),  subtracting  from  the  total  fall  H  the  four  losses 
whose  value  we  have  assigned,  we  shall  have,  for  the 
force  impressed,  or  total  effect,  the  product, 
P  (H— M— A— A"— A'"). 

But  this  expression  is  deduced  from  theoretic  consid- 
erations; and  consequently  will  not  be  employed  in 
practice,  until  after  having  been  put  in  accordance  with 
the  results  of  experiment.  Let,  as  above  (288),  n  be 
the  coefficient  of  reduction,  we  shall  have 

E  =  nP(H  — f*A  — A'  — A"  — A'"). 

The  effect  of  a  bucket-wheel  will  then  be  so  much 
the  greater,  as  the  five  quantities  f*.  A,  A',  A",  and  A'", 
are  smaller,  or,  according  to  what  we  have  said  in  Sees. 
352 — 855  and  359^  in  proportion  as, 

1st.  The  gate-fixtures  and  mill-course  are  disposed 
in  a  more  perfect  manner ; 

2d.  The  diameter  of  the  wheel  is  the  greater,  rela- 
tively to  the  fall ; 

3d  and  4th.   For  a  difference  between  the  fall  and 


of 
Smcatoii. 
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the  diameter,  or  rather  for  a  given  value  of  A,  K  and 
K'  approach  the  nearer  to  equality ;  this  condition  will 
be  the  better  satisfied,  in  proportion  as  the  velocity 
of  the  wheel  shall  approach  nearer  to  the  half  of  that 
of  the  fluid,  on  its  arrival  upon  the  plates ; 

5th.  Finally,  by  reason  of  a  good  disposition  of  the 
buckets,  and  of  a  small  velocity,  they  will  hold  the 
water  at  a  greater  height. 

Itedl  Effea, 

We  pass  to  experiments  which  should  give  us  the 
value  of  coefficients,  and  make  known  the  principal  cir- 
cumstances of  the  motion  of  our  wheels. 

363.  Smeaton  had  already  made,  in  1769,  upon  a  Esperimcntii 
small  wheel  2  ft.  in  diameter,  a  series  of  experiments, 
similar  to  those  which  he  had  executed  upon  the  wheel 
with  floats,  and  which  we  have  already  discussed  (312). 
But  various  details,  especially  upon  the  dimensions  of 
the  buckets,  which  would  be  necessary  for  an  applica- 
tion of  the  formulse,  are  wanting.  Consequently,  I 
shall  confine  myself  to  giving  the  principal  results  at 
which  that  author  arrived. 

1st.  Tracing,  in  his  experiments,  the  ratio  between 
the  force  employed  and  the  effect  produced,  he  saw  that, 
relatively^to  this  effect,  the  fall  could  be  divided  into 
two  parts;  the  one  would  be  the  diameter,  and  the 
other  would  be  found  above  it ;  this  latter  would  pro- 
duce a  much  less  effect  in  proportion  to  its  magnitude ; 
and  he  concluded  that  it  was  best  to  give  to  the  wheel 
the  greatest  possible  height. 

2d.  In  view  of  the  small  action  of  the  upper  part  of 
the  fall,  he  sought  a  ratio  between  the  effect  and  the 
lower  part,  that  is  to  say,  the  diameter  of  the  wheel, 
and  had  quite  constantly  pt?=0.80PD.     (Some  Ger- 
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man  authors,  using  a  ratio  of  the  same  kind,  admit 
pt;={PD ;  that  is  to  say,  according  to  them,  the  effect 
would  be  I  of  PD). 

3d.  Smeaton  moreover  found,  that  when  the  fall  did 
not  exceed  the  diameter  but  by  a  small  quantity,  he  had 
pt;=0.72PH. 

4th.  He  concluded  then,  from  his  various  observa- 
tions, especially  from  those  made  upon  mill-wheels, 
that  the  velocity  of  a  bucket-wheel  ought  to  be 
from  three  to  six  feet.  He  was  governed,  moreover, 
by  the  established  principle,  that  a  bucket-wheel  is 
the  more  effective,  the  slower  it  turns.  What  we 
have  already  seen  (853,  855  and  362),  enables  us 
to  appreciate  this  assertion  according  to  its  proper 
value;  and  we  have  established  a  limit  of  velocity, 
below  which  we  cannot  safely  go  without  diminishing 
the  effect.  Finally,  we  may  subject  the  velocity  of  the 
wheel  to  nearly  all  the  variations  that  we  may  judge 
proper ;  we  may  go  as  high  as  ^.2  ft.  and  more,  pro- 
vided that  the  height  of  the  arc  charged  with  water, 
that  great  element  of  the  force  of  bucket- wheels,  does 
not  experience  any  marked  diminution. 

I  shall  not  stop  to  consider  the  experiments  which 
Bossut  made  with  a  small  bucket-wheel,  and  which 
may,  moreover,  be  seen  in  his  Hydrodynamique  {§§ 
1048 — 1051);  he  has  taken  no  account  of  the  passive 
resistances ;  and  therefore,  we  cannot  draw  any  conclu- 
sion from  them. 

864.  I  myself  made,  in  1805,  at  the  mine  of 
madoat  Poullaoucn  iu  Brittany,  in  concert  with  its  director, 
M.  Duchesne,  some  series  of  experiments  upon  a  very 
large  wheel  used  for  the  draining  of  the  mine.  The 
heavy  loads  which  we  put  upon  it  were  weighed,  as  it 
were,  by  means  of  a  strong  dynamometer,  which  we 
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graduated  oarselves,  by  loading  it  successivelj  with 
different  weights,  up  to  19849  lbs.  Our  experiments 
were  given  in  detail  in  vol.  XXL  of  the  ^^  Journal 
des  Mines j''^  to  which  I  refer  the  reader,  and  I  confine 
myself  to  citing  some  of  them,  to  show  the  coefficients 
n  and  m  which  they  indicate ;  but  first,  I  give  an  idea 
of  the  machine. 

The  whoel,  which  was  37.303  ft.  in  diameter,  and  whose  prin- 
cipal dimensions  we  have  given  in  Sec.  359,  carried,  at  each 
extremity  of  the  revolving  shaft,  a  great  crank,  which,  through 
the  intervention  of  a  horizontal  rod  121  ft.  long,  and  of  a  bent 
lever,  commonicated  a  reciprocating  motion  to  a  vertical  rod 
321.5  ft.  long,  which  descended  into  one  of  the  pits  of  the  mine  : 
it  there  put  in  action  seven  pumps,  placed  one  under  the  other, 
and  which  were  in  the  mean  1.066  ft.  in  diameter  and  31.1  ft.  in 
height;  their  piston  was  hooked  to  an  iron  arm  fixed  and 
braced  to  the  rod.  Thus  the  machine,  working  fourteen  pumps, 
could  elevate  two  columns  of  water,  weighing  together  24,260 
lbs. ;  usually,  it  did  not  raise  more  than  from  11,000  to  15,000 
lbs. 

When  we  commenced  our  operations,  M.  Duchesne  first  caused 
all  the  pumps  to  be  detached  from  the  two  rods,  and  we  examined 
the  circumstances  of  motion  in  this  case,  where  the  load  consisted 
only  of  these  two  rods,  which  were  in  equilibrium  with  each 
other.  Then  to  one  of  the  rods  we  fastened  at  first  four  pistons, 
(without  raising  water);  then,  and  leaving  them  as  they  were, 
we  put  in  operation  the  first  pump  ;  then,  and  in  succession,  we 
increased  the  load  of  this  same  rod  by  a  second  pump,  a  third,  a 
fourth,  a  fifth,  and  finally  a  sixth.  Hie  load  remaining  the  same, 
we  sometimes  varied  the  velocity.  The  dynamometer,  which  was 
suspended  at  one  end  upon  the  extremity  of  the  horizontal  arm  of 
the  lever,  and  which  at  the  other  bore  the  rod,  indicated  in  each 
experiment  the  weight  of  the  load  raised. 

This  load,  whieh  represents  the  active  resistaDce,  being  referred 
to  the  extremity  of  the  dynamic  radius  of  the  wheel,  equalled  the 
.0426  of  weight  indicated  by  the  dynamometer.  The  passive 
resistances  arising  from  the  friction  of  the  gudgeons  of  the  wheel, 
as  well  as  from  the  supports  of  the  horizontal  rods  and  of  the 
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bent  lever,  were  ealoulated  at  diflbrent  times.  Still,  I  must  not 
conceal  the  fact,  that  there  was  some  uncertainij  as  to  their  true 
value,  as  well  as  to  that  of  the  quantity  of  water  discharged; 
but  as  both  can  only  be  erroneous  by  excess,  and  as  one  occupies 
the  place  of  numerator  while  the  other  is  in  the  denominator  of 
the  values  of  the  coefficients,  I  do  not  believe  any  error  of  conse- 
quence can  exist  in  these  last  values. 

The  entire 'height  H,  firom  the  level  of  the  reservoir  to  the 
bottom  of  the  wheel,  was  38.944  ft. ;  and  the  part  A,  comprised 
between  this  same  level  and  the  point  where  the  water  struck  the 
buckets,  was  2.952  ft.  I  made  ^=0.3,  and  consequently,  /iA  = 
0.8856 :  the  other  losses  of  fall,  Tjf,  k"  and  A'"",  were  calcu- 
lated by  the  methods  above  mentioned.  These  four  losses  being 
subtracted  from  H,  gave  the  effective  head  W,  that  which,  multi- 
plied by  P,  expresses  the  force  impressed  upon  the  wheel. 

The  following  table  presents  the  results  of  six  of  our  experi- 
ments ;  the  four  last,  where  the  loads  were  better  proportioned  to 
the  size  of  the  machine,  deserve  our  chief  consideration. 


Real  effect 

deduced  ftom 

tbeoretic 

effect 


KB8I8TANCE8 


0.0426 
C 


lbs. 
374.9 
2194.4 
3987.2 
6004. 
12132. 
12132. 


pa»- 
liye. 


lbs. 

15.8 

93.5 

173.8 

2  255. 


Ib8. 
185.8 
192.9 
200.2 
.81210.3 
517.71240.7 
517.7  240.7 


ft 
11.28 
7.03 
8.53 
8.39 
7.51 
8.20 


11 

ft* 


llM.ft 

2279 
2301 
3118 


8 


lbs. 

78.0 

74.9 

106.5 


3900,131.6 
5694  191.6 


L088K8 

Of 

FALL. 


*' 


ft 

1.96 
1.01 
1.14 
1.08 
0.88 


6215i213.4|1.05 


h» 


196 
131 
164 
229 
164 


*«" 


ft 

4.26 
3.64 
3.83 
3.93 
4.06 
4.23 


1^1? 


ft 
31.82 
32.20 
32.94 
32.87 
32.87 
32.61 


RATIO 

Of  effect  to 
thefbrce 


Isjg 


0.917 
0.874 
0.909 
a901 
0.904 
0.893 


0.749 
0.745 
0.769 
0.760 
0.763 
0.748 


The  mean  of  the  four  last  values  of  n  is,  then,  0.902 

And  that  of  the  values  of  m 0.760 

In  reality,  I  believe  these  coefficients  rather  too  small 
than  too  great,  for  the  wheel  at  PouUaouen. 

865.  Notwithstanding  this  remark,  and  in  default  of 
other  determinations,  I  shall  admit  for  n  the  value  just 
found,  and  in  view  of  P=62.45Q,  we  shall  have 
E=56.203Q(H— A*A— a:— A"— A'"). 
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Such  is  the  formula  to  which  we  have  been  led,  and 
which  we  shall  use,  when  we  wish  all  the  exactness 
afiforded  by  science  in  its  actual  state. 

866.  But  it  may  be  simplified  so  as  to  make  its  ap- 
plication easier.  The  three  quantities  /uA,  K  and  K\ 
taken  together,  are  equivalent  to  \h  (854) ;  moreover, 
except  in  extraordinary  cases,  K"  varies  but  from 
}D  to  iD  (360) ;  so  that  the  effect  will  be  expressed  by 
n'Q  (H  —  \h  —  JD).  Taking  the  coefficient  given,  for 
this  new  form,  by  the  experiments  at  Poullaouen,  we 
have 

E  =  59.325Q  (H  — §A  — JD). 

This  expression  will  also  serve  to  determine  the  quan- 
tity of  water  necessary  to  produce  a  given  effect. 

867.  In  bucket- wheels,  the  effect  can  also  be  deduced  Bauoor  eotet 
from  the  motive  force.  ^ouT^. 

Our  experiments  have  indicated  that  at  Poullaouen  it 
was  0.76  of  this  force. 

Smeaton,  it  is  true,  never  found  it  above  0.78,  in  his 
observations  upon  the  small  wheel  of  2  ft.  diameter ; 
but  he  himself  felt  but  little  satis&ction  with  the  ratios 
which  he  found  between  the  effect  and  PH ;  and  the 
expression  0.80PD,  which  he  adopted  in  preference, 
corresponds  nearly  to  0.75PH,  for  great  wheels,  in 
which  the  &11  exceeds  the  diameter  but  by  a  few  deci- 
metres. 

Lately,  M.  Morin  has  made  several  experiments,  by 
means  of  the  friction  brake,  upon  two  small  bucket- 
wheels,  well  established;  that  of  11.22  ft.  diameter 
has  given  him  for  effect,  comprising  the  passive  resist- 
ances, 0.71PH  as  a  mean,  and  sometimes  0.80PH;  for 
the  other,  having  only  7.48  ft.  diameter,  he  had,  as  a 
mean  term,  0.81PH;  the  coefficient  varied,  however, 
from  0.71  to  0.90.  . 
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Finally,  M.  Egen,  who  made  a  great  number  of  obser- 
vations upon  wheels  of  different  kinds,  admits  for  good 
bucket-wheels  from  0.75  to  0.80.* 

Adopting  the  smaller  of  these  two  numbers,  we 
have 

E  =  0.76PH=46.837QH. 

I  will  observe,  that  in  bucket-wheels,  the  real  effect, 
the  force  really  impressed  upon  the  wheel  by  a  given 
current,  is  obtained  by  the  simple  measure  of  the  height 
of  the  arc  charged  with  water,  in  a  much  surer  and 
easier  manner  than  by  the  dynamometric  brake,  and 
even  that  of  the  direct  elevation  of  a  weight ;  for  these 
two  means  not  giving  all  the  passive  resistances,  there 
remains  some  one  which  always  must  be  determined  by 
calculation,  which  throws  some  uncertainty  into  the 
results,  as  I  have  proved  and  mentioned  while  on  the 
subject  of  my  experiments  at  PouUaouen.  When  the 
buckets  take  all  the  water  of  the  current,  and  preserve 
it  to  the  point  of  discharge,  which  is  the  case  with  all 
well  arranged  wheels,  their  total  effect  is  to  the  force  of 
the  motor  at  least  as  the  height  of  the  arc  charged  with 
water  is  to  the  total  fall;  I  say  at  lectst^  for  there 
always  remains  something,  for  useful  effect,  in  the  por- 
tion of  the  &I1  which  is  above  the  arc.  In  most  cases, 
the  height  of  this  arc  will  equal  five  sizths  of  the  diam- 
eter, minus  two  or  three  decimetres. 

MMhine         368.  Let  us  ahow,  by  an  example,  the  mode  of  applying  the 
theprodacte  formula  which  we  have  established. 

of  a  mine.  Near  a  ooal  mine,  we  have  a  water-coarse,  from  which  we  can 
procnie  a  fidl  of  22.966  ft. ;  we  wish  to  use  it  by  establishing 
there  an  overshot  wheel,  for  the  purpose  of  raising  one  thousand 
hectolitres  (or  3531.6  cub.  ft.)  of  coal  from  a  depth  of  984  ft.,  in 

•  nntertachungon  Uber  den  Effekt  einiger  In  Bhelnland-Westplulen  iMstehenden 
WaiBenrerke,  p.  91  et  paaalm. 
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twentyofoor  honn.  We  require  the  volume  of  crater  necessary 
as  a  motor,  and  the  principal  dimensions  to  be  given  to  the 
wheel. 

The  hectolitre  of  coal  drawn  from  the  mine  weighs  198.49  lbs. 
The  twenty-four  hours  of  work,  considering  the  time  lost  in 
emptying  and  filling  the  butts  which  carry  the  coal,  will  be 
reduced  to  eighteen  hours,  or  64800^.  Thus  the  effect  to  be  pro- 
duced will  amount  to  the  raising  of  198491  lbs.  a  height  of 
984.27  ft.  in  64800",  or  3014  lbs.  raised  1  ft.  in  V:  this  is  the 
useful  effect.  We  should  increase  it  at  least  a  quarter,  on 
account  of  the  passive  resistances  of  the  machine :  it  will  consist 
of  a  great  drum,  in  two  compartments,  mounted  upon  the  shaft 
of  the  wheel ;  upon  each  compartment  is  wound  a  cable,  passing 
over  one  or  two  great  puUies  (^^ moieties^*),  and  carrying  at  its 
extremity  a  coal  bin ;  one  is  raised  while  the  other  descends. 
We  shall  therefore  estimate  the  dynamic  efibct  at  3907.3>'"'  '^  «*  £. 

The  fall  being  22.966  ft.,  we  may  establish  a  wheel  21.654  ft. 
in  diameter.  We  give  it  64  buckets,  having  a  depth  of  0.984  ft., 
and  whose  two  plates  make  an  angle  of  114°  with  each  other ; 
the  breadth  of  the  small  one  will  be  0.328  ft.  ^  with  this  dispo- 
sition, it  follows  that  the  distance  between  the  buckets  will  be 
fcO.99853 ft. /^M21:654-L312)\  ^ ^^ ^j^^ ^^ ^^^ ^^ ^^^^ 

the  arm  or  great  plate  makes  with  the  circumference  of  the  wheel 
is  30°  63'  (cos.  a=.sin.  114°  ^^'^^tZ!'^^^^  •    Th«  ^^r  will 

21.654         / 

reach  the  wheel  at  about  2.296  ft.  below  the  surfiice  of  the  reser- 
voir; thus  we  shall  have  A  =3^2.296  ft.,  and  we  will  adopt 
A«  =  0.2. 

Consequentiy,  the  height  ^,  due  the  velocity  of  arrival,  will 
be  1.836  ft.  (=»  2.296—0.2  X  2.296),  and  this  velocity  will  be 
y  a  A/2ghi  a  10.873  ft.  We  will  cause  the  wheel  to  turn  five 
times  per  minute,  whence  results  a  velocity  v :» 5.3255  ft. 
/    5.^  (21.654 -1.312)\      Furthermore,  we  have  H  -  22.966  ft. 

3907  3 

The  fimnula  B-46.837QH.  gives  hero  Q  - ie^^,  x  j^ee 

=  3.6325  cub.  ft.  for  the  volume  of  water  to  be  expended. 

Let  us  see  now  what  that  of  Sec.  365  gives.  For  the  diminu- 
tions  which  H  undergoes,  we  have 
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let.  itiA  =  0.2X2.296 4592ft. 

2d.  A' =  . 01553c* 4406 

3d.  A"=.01553(V— «)• 4782 

For  h^'y  aooording  to  what  we  have  said  as  to  the  size 

and  disposition  of  the  buckets,  we  have  SsQ — = 

?:??^^?5?=.6811  sq.  ft.;    admitting   that  they 

oarrj  one  third  of  the  water  which  they  contain  when 
fall,  we  shall  have  s  ^  .25522  sq.  ft.  By  the  methods 
given  (357  and  359) ,  we  find  z  =  12°  59',  y  =»  3^  26',  and 
y=s2°33':  the  half  sum  of  these  three  angles  being 
9°  29',  we  have, 
4th.  A^'«10,827  {1  —  008.  (30°53'+9°29')}  .    .    2.577 


Sam  of  losses  of  &11, 3.9557 

ThnsQ  — ^^^ =  3.657  cub.  ft.;   a  value 

•^"'"'*       56.203(22.966  —  3.9557)  '  * 

nearly  identical  with  the  preceding. 

There  will  b^  nearly  the  same  quantity  given  by  the  formula 

of  Sec.  366,  viz.,  Q  =»  .»  ^o.  /»»  !^!'^   .  . . . ,  x  ="  3.6916  cub.  ft. 
'         '^      59.326(22.966—5.1411) 

Notwithstanding  this  agreement,  to  have  at  least  all  the  effect 
desired,  wo  vnll  raise  the  volume  of  water  to  be  expended  up  to 
4.2379  cub.  ft. 

With  such  a  consumption  of  water,  the  width  of  the  wheel 

should  be  (349)  ^-^-^??IL=.3.5  ft,,  and  its  exterior  width 
wiU  be  4.156  ft. 


Bucket-wheeift,  369.  The  bucket-wheels  which  we  have  been  discuss- 
greathetght    iQg  ^^e  generally  of  great  diameter,  always  above  9.84 

^'th«*rom^r*  ^^'J  *^^  ^^^  summit  elevated  within  a  short  distance 
from  the  level  of  the  reservoir.  But  there  are  cases 
where  the  destination  of  the  wheel  does  not  admit  of 
such  a  plan,  and  we  are  compelled,  as  in  the  case  of 
wheels  bedded  in  a  circular  course  (828),  to  depart 
from  a  disposition  the  most  favorable  for  the  production 
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of  a  great  effect,  and  to  leave  a  great  height  between  the 
reservoir  and  the  point  where  the  water  strikes  the 
wheel,  which  then  has  a  diameter  much  inferior  to  the 

These  cases  usuallj  occur  for  those  bucket-wheels 
which  put  in  plaj  the  hammers  of  iron  mills.  The 
great  shocks  to  which'  the  different  parts  of  the  mecha- 
nism are  exposed,  do  not  admit  the  use  of  gearing,  and 
as  we  require  rapidity  of  motion,  we  are  constrained  to 
give  to  the  wheels  thirty  or  more  turns  per  minute,  and 
to  impress  them  with  velocities  from  13  to  16  ft. ;  to 
obtain  this,  we  require  heads  from  2.95  to  3.94  fl.,  at 
least.  Moreover,  the  action  of  the  hammers  is  inter- 
mittent, and  it  is  rarely  the  case  that  they  are  in  action 
twelve  hours  in  the  twenty-four ;  in  order  not  to  lose 
the  force  which  the  current  constantly  imparts,  it  is 
stored,  during  the  interval,  in  a  reservoir  or  basin  estab- 
lished a  short  way  above  the  forge ;  during  the  work,  it 
imparts  a  force  double,  and  at  certain  periods,  more 
than  triple  that  of  the  natural  current ;  then  it  expends 
more  water  than  it  receives,  and  its  level  is  lowered,  so 
that  to  have,  towards  the  end  of  the  hammering,  a  head 
of  1.96  ft.  for  example,  we  should  require,  at  the  com- 
mencement, one  of  6.56  ft.  Whence  it  happens,  that 
in  many  places  we  see  wheels  of  6.56  ft.  height  only, 
with  &lls  of  13  ft.  In  such  cases,  a  forge-wheel  would 
be  quite  well  disposed,  if  it  had  a  height  of  water  of  4.92 
ft.  upon  the  sill  of  the  penstock,  0.98  ft.  for  the  slope 
of  the  course,  and  7.22  ft.  for  the  diameter. 

870.  Naturally,  the  dynamic  effect  of  such  a  wheel 
would  be  determined,  as  we  have  already  remarked,  by 
the  method  due  to  M.  Poncelet,  and  which  has  been 
shown  in  Sec.  861. 

The  formula  56.203Q  {R—fih—h'—K'—h'')  how- 
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ever,  is  not  applicable  here ;  Q  experiences  losses,  and 
K"  cannot  be  calculated  by  the  rules  of  Sec.  359. 

Still,  an  endeavor  has  been  made  to  learn  the  ratio 
between  the  effect  and  the  force  of  the  motor ;  M.  Egen, 
who  has  devoted  much  time  in  this  research,  has  seen 
it  vary  from  0.37  to  0.67. 

Water  fitUing  from  a  great  height,  and  impetuouslj,  upon  a 
wheel  moving  very  quick,  does  not  enter  entirely  into  the  buck- 
ets; a  portion,  especially  that  which  strikes  the  edge  of  the 
plates  and  crowns,  is  thrown  back  and  borne  away  by  the  oentrif- 
ugal  force:  this  force,  moreover,  hastens  the  emptying  of  the 
buckets.  We  can  prevent  a  part  of  these  losses,  and  lessen  their 
bad  efl^ts,  by  covering  the  front  of  the  wheel,  from  the  part 
which  receives  the  fluid  to  its  lower  extremity,  vnth  a  wooden 
curb,  similar  to  a  circular  course.  This  enclosure,  whose  good 
effects  have  been  tested  by  experience,  returns  back  into  the 
buckets  the  water  which  was  at  first  expelled  ;  if  it  cannot  rest 
there,  it  is  alvrays  retained,  and,  descending  along  its  concavity, 
a  portion  presses  the  plates  of  the  buckets,  nearly  the  same  as  it 
presses  the  floats  of  wheels  contained  in  curved  courses. 

371.  One  of  the  data  most  frequently  needed  by  the  millwright 
is  the  knowledge  of  the  quantity  of  water  necessaiy  for  a  wheel 
to  put  in  play  a  given  hammer.  The  rational  determination  of 
this  quantity  would  require  a  theory  of  hammers:  but  not- 
withstanding the  outline  of  such  a  theory  which  M.  Poncelet  has 
given  us,  we  have  not,  as  yet,  a  complete  one ;  meanwhile,  exper^ 
iment  must  supply  the  want,  and  I  indicate  here  some  results 
which  it  has  given :  the  three  first  are  due  to  M.  E^n,  and  the 
two  last  I  have  observed  myself. 


FLAOB 
Of 

Observation. 

HAMHEB. 

DIAX. 
Of 

Wheel. 

Fall. 

Water 

expend'd 

Inl". 

Force 

of 
Motor. 

Weight 

Lift 

BIowBin 
1'. 

lbs. 

ft. 

a 

ft 

cab.  ft 

bn.  p'n. 

Wcstpballa, 

66 

0.59 

313 

8.82 

16.27 

10.806 

201 

u 

154 

1.54 

224 

7.48 

14.04 

22.249 

35.5 

" 

496 

2.88 

103 

7.74 

12.40 

21.542 

31.5 

Sweden,  .  . 

705 

90 

9.18 

11.74 

15.892 

21.5 

Agennais,  . 

1323 

2.13 

85 

6.72 

11.15 

15.185 

19.5 

it 

705 

2.29 

110 

6.86 

11.81 

15.892 

21.6 

WHEELS  With  buckets. 


401 


I  will  remark  y  that  the  quantity  of  water  needed  for  a  hammer 
increases  in  a  much  greater  ratio  than  the  velocity  to  be  given  it, 
(nearly  as  the  cube  of  this  ve- 
locity,) as  is  shown  from  the  ob- 
servations made  upon  the  first  of 
the  machines  noted  in  the  above 
table,  and  the  results  of  which 
are  seen  in  the  adjoining  table. 
During  these  observations,  the 
wheel  made  from  twenty  to  thir^ 
ty-seven  turns  per  minute  ;  with 
this  last  velocity,  each  bucket 
received  but  one  cubic  foot  of  water,  and  could  contain  2.82  cubic 
feet. 


Water 
Inl". 

Veloci- 
ty of 
wheel. 

SEBIES    OF 

VELOCITIES. 

simple. 

cube. 

cab.  ft 

1.55 

2.47 

4.41 

1  6.46 

10.27 

ft 

9.12 
11.08 
14.14 
15.81 
17.19 

1.00 

1.59 

2.84 
4.16 
6.58 

1.00 
1.21 
1.54 
1.73 

1.88 

1.00, 
1.78 
3.67| 
5.16 
6.63, 

h,  Breast'Wheels. 

372.  In  overshot  wheels,  the  water-leader,  after  hav-  character 
ing  passed  their  summit,  delivers  the  water  in  the  sec-  "°^*"*™**k*^* 
ond  or  third  bucket  in  front  of  it.  Their  lower  part  thew  wheels 
moves  in  a  direction  opposite  to  that  of  the  current  in 
the  tail-race ;  so  that  if,  by  any  accidental  cause,  such  as 
frequently  occurs  in  mills,  there  should  be  any  swell  of 
the  water  or  backwater,  the  wheel  plunges  in  a  fluid 
endowed  with  motion  in  a  direction  opposite  to  its 
own ;  its  velocity  is  retarded,  and  the  effect  undergoes 
sometimes  a  notable  diminution.  We  remedy  this  evil 
by  delivering  the  water  upon  the  back  of  the  wheel ; 
its  lower  part,  moving  then  in  the  same  direction  with 
the  tail-race  current,  can  be  submerged  two  or  three 
decimetres,  or  from  .65  to  6.98  ft.,  without  its  velocity 
being  sensibly  changed ;  which  enables  us  to  lower  it  as 
much,  and  in  consequence  to  increase  the  useful  &11  ^  a 
real  and  sometimes  an  important  advantage. 

Breast- wheels,  or  ^^ roues  par  derriere,^^  as  they  are 
called  in  certain  localities,  {Ruckenschldchtige  Rdder, 
wheels  struck  in  the  rear),  have  also  another  advan- 
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tage.  Since  they  receive  the  water  below  their  sum- 
mit, we  may  raise  it,  and  it  is  usually  raised,  above  the 
level  of  the  reservoir ;  their  diameter  is  then  greater 
than  the  height  of  the  fall.  This  excess  of  elevation 
is  profitable  in  certain  respects,  in  small  falls,  those 
from  8  to  16.5  ft. ;  the  wheel  being  a  third,  a  fourth,  or 
a  fifth  higher  than  an  overshot  wheel,  in  the  same  place, 
has  greater  force,  or  rather,  maintains  better  that  with 
which  it  has  been  impressed.  It  is  necessary,  however, 
to  take  care  lest  this  advantage  may  not  be  more  than 
compensated  by  a  great  loss  of  head  below  the  arc 
charged  with  water ;  a  loss  which  we  shall  soon  con- 
sider. 

Manner         373.  In  the  whccls  we  are  now  discussing,  the  water 
letting  on  the  is  either  let  on  the  buckets  immediately  by  a  leader, 

^*®''      which  is  then  open  at  its  extremity,  —  but  in  this  case, 

the  velocity  of  the  fluid  should  be  small ;  or  it  is  de- 

,  livered  through  a  trough,  analogous  to  that  of  which 

we  have  spoken  (348),  and  which  is  represented  in 

Fig.  59. 

When  the  wheels  are  well  constructed  and  kept  in 
careful  repair,  like  the  great  cast  iron  wheels,  the  water 
is  let  on  by  simply  letting  it  flow  smoothly  over  a 
sill  placed  immediately  above  the  buckets.     The  plate 

Fig.  eo.  AB,  instead  of  being  raised,  as  in  ordinary  sluices, 
is  lovrered,  and  so  much  the  more,  as  a  greater  supply  is 
required.  When  it  is  lowered,  its  upper  edge  A  con- 
stitutes the  sill  of  the  overfall ;  after  passing  it,  the  fluid 
fiJls  into  a  sort  of  rack,  or  system  of  tunnels,  which 
direct  it  into  the  buckets ;  and  for  this  purpose,  we  dis- 
pose the  great  plates  or  arms  so  that  when  they  arrive 
opposite  the  rack  enclosures,  they  shall  have  the  same 
direction,  which  is  generally  vertical.  These  sluice- 
gates, as  well  as  the  iron  wheels  to  which  they  are 
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adapted,  are  much  used  in  England,  whence  they  passed 
oyer  into  France  many  years  since. 

I  shall  not  enter  upon  a  description  of  these  iron  wheels ;  it 
may  be  found  in  many  works  on  industrial  mechanics,  in  the 
'^TraiU  des  Machines  de  Af.  Hachette''  (p.  127),  &c.  I  shall 
merely  observe,  that  the  shaft  of  these  wheels,  as  well  as  of 
some  of  our  wooden  wheels,  is  a  cylinder,  or  a  prism  of  six  or 
eight  faces,  of  good  cast  iron,  hollow,  and  often  swelled  in  the 
middle.  Its  diameter  (that  of  the  circle  inscribed  in  the  poly- 
*  gon  presented  by  the  section  made  at  one  end)  depends  upon  its 
length,  and  upon  the  weight  it  has  to  support ;  designating  by 
I  this  length,  and  by  «r  this  weight,  it  will  be,  according  to 

Tredgold,  0.01634'*-\/irx«.  We  should  give  to  the  interior  diam- 
eter three  fourths  of  this  value.  The  buckets  are  generally  made 
of  strong  iron  plates;  and  their  width,  which  is  that  of  the 
wheel,  may  be  as  great  as  from  16.5  to  19.68  ft* 

874.  The  dynamic  effect  of  wheels  receiving  water     DTnamic 
below  their  summit  is  also  given  by 

0.90P(H— §A— A'"). 

In  this  expression,  h'"  will  be  greater  than  in  over- 
shot wheels,  since  it  is  proportional  to  the  diameter, 
which  is  here  greater  compared  to  H.  So  that,  as  a 
result  of  this,  the  effect  would  be  less,  if  we  did  not 
give  to  H  a  greater  height,  and  we  have  seen  that  this 
can  usually  be  done. 

Let  us  see  now  what  will  be  the  effect  of  a  good  wheel 
of  this  kind,  of  the  best  wheel,  after  the  English  pat- 
tern, now  in  France,  and  perhaps  the  best  on  the  conti- 
nent, and  which  operates  the  spinning  mill  of  MM. 
Schlumberger,  at  Guebwiller,  on  the  upper  Rhine.  It 
is  29.85  ft.  iu  diameter,  10.38  ft.  in  width;  it  carries 
ninety-six  buckets,  held  between  two  crowns,  having  a 
width  of  0.984  ft. ;  it  is  made  of  wrought  and  cast  iron, 
and  weighs  55.186  lbs.    The  water  is  let  on  at  about  50° 


effect 
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from  the  summit,  by  a  sluice-gate,  like  that  mentioned 
in  the  preceding  number.  The  fall  varies  from  25.26 
ft.  to  25.59  ft.  Among  the  experiments  made  by  M. 
Morin  upon  this  wheel,  I  give  those  which  seem  to  have 
been  executed  under  the  most  favorable  circumstances. 
The  moving  force  employed,  with  a  discharge  of  12.007 
cubic  ft.,  equalled  19001  lbs.  ft.,  or  thirty-five  horse- 
powers; the  velocity  was  5.052  ft.,  or  3.28  turns  per 
minute ;  the  effect  produced,  given  by  a  dynamometric 
brake,  if  we  add  to  it  1165  lbs.  ft.  for  the  passive  resist- 
ances, would  be  as  high  as  14978  lbs.  fl. ;  it  would 
be  the  0.788  of  PH. 

Such  a  result  is  a  maximum  but  rarely  attained ; 
even  in  great  wheels,  very  well  established,  we  usually 
have  below  0.75;  and  in  general,  I  think  we  should 

admit  only 

E=0.70PH. 

375.  The  loss  of  head  A'",  being  proportional  to  the 
diameter,  there  would  be  an  advantage  in  making  it  as 
small  as  possible,  always  keeping  it  at  least  ^^tsd^to 
the  fall,  since  the  nature  of  the  wheels  M'^'^btoliob^ 
requires  that  their  summits  should  not  be  betetf  ^e'i^^ 
of  the  reservoir ;  in  other  words,  the  d^ii^inld  4JfliMrtf 
will  be  BO  much  the  greater,  as  the  letti^:(M  %F'JGti^ 
water  is  less  distant  from  the  summit  of  t^  tifii^li  i^ 
most  cases,  this  distance,  measured  upioW  th^  ^^Iditor 
circumference,  would  be  30**,  and  even  lte8<^»ftij{  wti^eliy 
of  19.68  ft.  and  more;  in  small  wheels,  iib  is  necessary 
to  increase  it  to  40^.  English  constructors  go  as  far  as 
52^  45' ;  it  is  a  rule  which  they  have  adopted,  and  for 
which  I  find  it  difficult  to  assign  a  reason. 

Can  this  rule  have  been  governed  by  the  condition  of  keeping 
vertical  the  rack  enclosures  of  the  penstock  ?  But  such  a  condi- 
tion would  cause  a  variation  in  this  arc,  according  to  the  size  of 
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tiie  diameter,  and  the  number  and  form  of  the  buckets.  As  to  the 
effect,  there  would  be  a  loss,  rather  than  an  advantage,  in  follow- 
ing it. 

If  letting  on  the  water  to  the  buckets  at  62**  from 
the  summit  of  the  wheel  diminishes  the  effect,  it  would 
be  decreased  much  more,  should  we  deliver  it  at  90*^, 
that  is  to  say,  upon  the  middle  of  the  wheel,  as  has 
often  been  done. 

It  would  be  worse  still,  if  we  descend  below  the  mid- 
dle, as  has  been  the  practice  of  some  countries ;  scarcely 
will  the  fluid  have  entered  the  buckets,  when  it  will 
quit  them ;  the  height  of  the  arc  charged  with  water, 
on  which  the  effect  almost  wholly  depends,  will  be  too 
small ;  it  would  be  better,  in  this  case,  to  have  a  wheel 
of  less  diameter. 

Finally,  when  the  fall  is  below  8  ft.,  and  we  wish  to 
profit  by  the  advantage  gained  in  causing  water  to  act 
by  its  weight,  in  place  of  carrying  it  in  buckets,  we  let 
it  into  a  course,  enclosing  very  nearly  the  part  of  the 
wheel  which  is  below  the  level  of  the  reservoir,  and  we 
then  find  ourselves  in  the  case  or  condition  of  float- 
wheels  established  in  a  circular  course,  of  which  we 
have  already  treated  (321  —  327).  By  proceeding 
thus,  we  obtain  two  advantages ;  that  of  causing  the 
motive  water  to  exert  its  action  upon  the  wheel,  even  to 
the  lowest  point  of  its  revolution ;  and  that  of  freeing 
the  wheel  from  the  weight  of  this  water,  which  is  now 
transferred  to  the  course.  But,  on  the  other  hand,  we 
experience  two  disadvantages ;  a  portion  of  the  water 
which  would  have  entered  the  buckets  escapes  through 
the  space  left  for  the  play  of  the  wheel  in  the  course ; 
2d,  the  portion  of  the  floats  which  plunges  in  the  water 
of  the  course,  loses  a  part  of  its  weight  there ;  and  this 
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loss  is  as  a  new  resistance  to  motion  (323).  Finally, 
with  the  falls  in  question,  those  below  8  ft.,  the  advan- 
tages outweigh  the  disadvantages. 

ARTICLE    SECOND. 

Horizontal  Wheels, 

Different  876.  If  vortical  wheels  are  most  genei^Uy  used  in 
the  north  of  Europe,  horizontal  wheels  are  most  in  use 
in  the  south ;  thej  operate  nearly  all  the  mills  in  the 
southern  departments  of  France.  We  must  admit  that 
they  are  eminently  adapted  to  this  kind  of  mills ;  they 
require  the  most  simple  mechanism,  and  dispense  with 
all  gearing  and  transfer  of  motion;  the  same  axle 
which  receives  the  wheel  upon  its  lower  part,  carries 
the  moveable  millstone  at  its  upper  extremity.  In  the 
usual  construction,  it  turns  upon  a  pivot  in  a  socket 
sunk  in  the  middle  of  a  piece  of  wood  or  step  (/^a/ier), 
which  is  raised  or  depressed  at  will,  according  as  we 
wish  to  enlarge  or  diminish  the  space  between  the  run- 
ner and  the  bed-stone. 

The  wheels  of  our  ancient  mills  consist  of  a  simple 
nave,  on  the  circumference  of  which  are  embedded  floats, 
nearly  always  curved,  and  of  different  forms,  as  we  may 
see  in  the  Architecture  Hydraulique  of  B^lidor.  On 
some,  the  motive  water  is  injected  in  an  isolated  vein, 
through  a  trough ;  others,  placed  at  the  bottom  of  a 
tub  open  beneath,  are  impelled  by  the  whirl  of  water 
cast  upon  them. 

Towards  the  middle  of  the  last  century,  and  still 
later,  rotating  machines  were  designed  and  executed, 
where  the  water  operated  principally  by  reaction,  and 
which  have  attracted  the  attention  of  mathematicians. 
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More  lately,  in  1825,  M.  Bordin,  engineer  of  mines, 
after  having  distinguished  himself  bj  his  writings  upon 
the  theory  of  machines,  and  by  different  inventions,  in- 
troduced into  mechanics  a  new  kind  of  machine,  possess- 
ing a  movement  of  rapid  rotation  around  a  vertical 
shaft,  and  to  which  he  gave  the  name  of  turbinej  he 
has  disposed  them  so  as  to  fulfil  the  conditions  of 
greatest  effect.  A  short  time  afterwards,  M.  Fourney- 
ron,  one  of  his  pupils,  designed  one  of  a  new  kind, 
which  he  has  established  in  many  places ;  with  a  quite 
simple  arrangement  of  its  parts,  it  is  every  where  re- 
commended by  the  greatness  of  its  effects,  and  by  its 
peculiar  advantages;  froin  the  first,  it  has  ranked 
among  the  best  hydraulic  machines,  and  is  now,  if  I 
may  so  express  myself,  the  order  of  the  day  among 
mechanicians. 

Let  us  treat  of  these  different  wheels,  following  the 
order  of  the  synoptic  table  given  in  Sec.  295. 

1.  Wheels  moved  by  the  impulse  of  an  isolated  vein. 

377.  These  are  very  common  in  mountainous  regions ;  '^^^^  ^^^^ 
in  the  Alps  and  Pyrenees,  they  work  the  mills  there 
called  ^^atrompe^^  or  ^^ a  canelle,^^  &c. ;  because  the 
water  is  oast  upon  the  floats,  either  through  a ' '  trompe, ' ' 
(a  sort  of  pyramidal  trough  somewhat  inclined,  and 
analogous  tathat  mentioned  in  Sec.  51,)  or  through  a 
trough  inclined  fi*om  20  to  45**,  called  "canelle,^^ 

The  wheel  of  one  of  the  first  kind  of  mills,  repre- 
sented in  Fig.  53,  is  5.249  ft.  in  diameter  and  0.656  ft.  j.,g  55. 
in  height.  The  floats,  or  "  wi//er«  "  (ladles),  as  they  are 
called  in  the  provincial  phrase,  eighteen  in  number,  have 
a  length  of  1.312  ft.  in  the  direction  of  the  radius.  In 
each,  the  part  which  receives  the  action  of  the  impulse 
is  concave,  and  with  an  oblique  surface ;  its  intersec- 
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tions,  by  a  series  of  vertical  planes,  perpendicular 
to  the  direction  of  the  radius,  form  curves,  whose  cur- 
vature increases  in  proportion  to  their  distance  from  the 
centre ;  their  superior  element  is  vertical,  and  the  infe- 
rior, from  what  has  been  said,  is  more  inclined  the 
nearer  we  approach  the  end,  where  it  is  nearly  horizon- 
tal, and  where,  consequently,  the  curve  is  very  nearly 
a  quarter  of  a  circle. 
EflTect  378.  The  motive  water,  being  cast  upon  the  floats 

with  velocities  from  23  to  26  ft.,  and  frequently  more, 
acta  almost  wholly  by  impulse.  Let  us  first  admit 
that  it  acts  only  in  this  manner;  and  to  reduce  the 
question  to  its  most  simple  expression,  let  us  suppose 
that  a  fluid  filament  strikes  an  elementary  plane  of  the 
floats.  If  we  designate  by  i  the  angle  which  the  fila- 
ment makes  with  this  plane,  and  by  j  the  angle  which 
this  same  element  makes  with  the  direction  of  motion, 
which  is  horizontal,   the  effect  of  impulse   will  be 

expressed  (243)  by —  (V  sin.  i  —  v  sin.  7)  sin.  j;  F 

being  the  weight  of  fluid  which  falls  in  1"  upon  the  ele- 
ment. Multiplying  by  the  velocity  v  of  this  element, 
we  shall  have  for  the  dynamic  effect, 

---  V  sin.  j  (V  sin.  i  —  v  sin.  j). 

The  sum  of  all  these  elementary  eflbcts  will  be  the  total 
effect. 
For  the  maximum  of  effect,  we  find,  by  the  usual 

method,  i  =  90**  and  v=^  7—r=  ^^^^^.   These  val- 
'  2  em.  J        2  sin.  j 

ues,  substituted  in  the  above  equation,  will  change  it  to 

So  that,  if  the  float  was  entirely  plane,  P  being  the 
sum  of  the  values  of  F,  we  should  have 
E  =  JPA„ 
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an  expression  similar  to  that  which  we  had  for  vertical 
float- wheels  (811). 

379.  The  real.efiect  will  naturally  be  below  the  the- 
oretic eflFect.  A  great  number  of  fluid  filaments,  being 
scattered,  will  not  touch  the  floats,  the  height  of  which  is 
very  small ;  most  of  the  others  will  not  impel  perpen- 
dicularly the  surfaces  which  they  strike,  a  condition 
required  by  the  expression  i=  90** ;  and  these  surfaces 
will  not  have  the  velocity  required  by  the  second  con- 
dition.. On  the  other  hand,  and  compared  with  other 
float- wheels,  the  number  of  fluid  particles  which  exert 
no  action  is  very  great ;  those  which  do,  impel  with  a 
velocity  due  nearly  to  the  entire  fall  H ;  and  the  con- 
cavity which  receives  them  performs  the  oflSce  of  the 
rim  enclosures  of  Morosi  (289).  Moreover,  the  parti- 
cles which  descend  upon  the  curved  part  of  the  floats,  act 
there  both  by  their  weight  and  their  centrifugal  force. 
Thus,  we  very  often  see  the  dynamic  effect  exceed  a 
third  of  the  force  of  the  motive  current,  while  for  ver- 
tical wheels  with  plane  floats,  it  is  rarely  a  fourth  of  it. 
(814.)     Notwithstanding,  I  shall  generally  admit  only 

E  =  }PH. 

Let  us  see  what  experience  teaches  as  upon  this  subject. 

In  1822,  MM.  Tardy  and  Piobert,  officers  of  artilleiy,  then 
residing  at  Toulouse,  made,  by  means  of  the  djnamometric 
brake,  experiments  upon  the  various  mills  of  the  environs  of  this 
town;  among  others,  upon  that  ^^des  Mtnimes,^*  whoae  wheel, 
represented  in  Fig.  53,  has  been  described  above  (377).  Unfor- 
tunately, they  left  Toulouse  without  completing  their  labor. 
Still,  the  results  which  they  obtained,  and  for  the  knowledge  of 
which  I  am  indebted  to  a  courteous  communication  from  them, 
will  give  at  least  a  good  idea  of  this  important  matter,  upon 
which  we  have  hardly  any  positive  knowledge. 

The  brake  which  they  used  was  fitted  immediately  upon  the 
vertical  shaft ;  a  dynamometer  indicated  the  efSbrt  with  which  it 
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tended  to  be  drawn  along  with  it.  We  will  remember  that  II 
being  this  effort,  L  the  length  of  the  arm  at  the  extremity  of 
which  it  is  exerted,  and  N  the  number  of  turns  of  the  wheel  in 
a  minute,  the  effect  is  given  by  the  expression  O.lOSnLN**^**- 
(292). 

I  limit  myself  to  presenting,  in  the  following  table,  the 
results  of  fiye  of  the  eighteen  experiments.  Previous  observa- 
tions had  given  0.95  for  the  value  of  m  in  the  expression  of  the 
expenditure  of  water  mS  >\/2^H.  I  will  remark,  that  the  eflect, 
and  consequently  the  ratio  of  the  effect  to  the  force,  is  a  little 
greater  than  that  shown  in  the  table,  because  the  resistance  of 
friction  of  the  pivot  against  the  socket  is  not  given  by  the  brake. 


FORCE. 

EFFECT. 

KATIO 

Arm 

Tarns  of 

of  effect 

Fall. 

Water 

Effort 

of 

wheel 

to 

of 

liil". 

Brake. 
ft 

inl'. 

force. 

rtoV. 

ft. 

cub.  ft 

Ibe. 

13.97 

10.69 

67.7 

3.74 

110 

0.312 

0.862 

13.87 

10.66 

73.2 

3.70 

104 

0.320 

0.818 

13.68 

10.56 

77.6 

3.67 

102 

0.330 

0.811 

13.25 

10.38 

99.6 

3.67 

86 

0.403 

0.694 

12.99 

10.31 

83.1 

4.16 

90 

0.382 

0.736 

We  see  firom  the  two  last  columns,  that,  with  an  equal  force, 
the  effect  increases  as  the  velocity  of  the  wheel  diminishes,  com- 
pared to  that  of  the  current ;  and  perhaps,  if  the  velocity  had 
been  lowered  to  a  certain  term,  the  ratio  of  effect  to  the  force 
might  have  attained  its  theoretic  limit,  0.50. 

The  simplicity  of  the  wheels  just  discussed,  and  con- 
sequently the  small  expense  required  in  their  establish- 
ment and  maintenance,  bring  them  into  frequent  use ; 
and  it  may  not  always  be  best  to  replace  them  by  oth- 
ers, even  haying  a  superior  dynamic  effect.  They  are 
among  the  number  of  wheels  to  be  established  with 
advantage  in  certain  localities. 
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2.  Wheels  placed  in  a  WeU  or  Pit. 


380.  The  percussion  wheels  which  we  have  just  con-     Principal 

*■  dlBposltlon*. 

sidered  are  principally  in  use  on  small  water-courses 
with  great  falls ;  but  upon  rivers,  for  example,  upon 
the  Garonne,  the  Aude,  the  Tarn,  the  Aveyron,  the 
Lot,  &c.,  where  there  is  much  water  and  little  fall, 
instead  of  these  trough-mills,  we  use  tub-mills,  {mou- 
lins  a  cuve).  In  fact,  the  wheel  is  there  placed  in  a 
well  or  cylinder  of  masonry  and  sometimes  of  car- 
pentry, open  at  both  ends.  This  kind  of  mill  is  well 
known,  from  the  description  given  by  B^lidor,  over  a 
hundred  years  since,  of  the  Mill  of  Bazaclcj  at  Tou- 
louse, which  he  regarded  as  the  most  simple  and  inge- 
nious of  water  mills  {Architecture  Hydraulique,  tome 
I.,  <J  669).  Moreover,  nearly  all  those  existing  upon 
the  rivers  we  have  named,  as  well  as  on  their  tributa- 
ries, are  disposed  very  nearly  in  the  same  manner. 

The  wheel  is  usually  but  3.28  ft.  in  diameter,  with  a 
height  of  0.656  ft.  It  carries  nine  floats,  very  nearly  *'*8-  ®- 
in  form  like  those  of  the  trough-mills  (377) ;  each  half 
is  made  of  one  piece  of  elm,  cut  by  the  miller  himself, 
and  these  two  halves  are  united  and  held  by  two  iron 
bands. 

The  well  is  generally  8.34  ft.  in  diameter  and  6.56 
ft.  in  depth ;  the  wheel  is  placed  very  near  the  bottom. 
The  mass  of  masonry,  in  the  middle  of  which  it  is 
placed,  is  pierced,  for  its  whole  height  above  the  level  of 
the  wheel,  with  a  channel  serving  as  a  water  lead ;  this 
contracts  towards  the  well,  and  on  emptying  into  it,  it 
is  only  0.722  ft.  wide.  One  of  its  sides  is  tangent  to 
the  interior  side  of  the  well,^  as  is  seen  in  the  figure. 

381.  The  motive  water,  after  having  passed  under  ^o««o^*ctioii 
the  gate  at  the  entrance  of  the  course,  is  borne  with    the  water. 
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rapidity  upon  the  adjacent  part  of  the  cylindric  wall 
of  the  pit;  in  striking,  it  is  at  first  considerably  raised; 
then  following  its  circuit,  it  descends  and  reaches  the 
floats,  upon  which  it  acts  by  impact  and  its  weight ;  it 
bears  them  along  in  its  whirl. 

On  account  of  the  circular  motion,  the  centrifugal 
force  urges  and  presses  the  water  against  the  interior 
face  of  the  well,  upon  which  it  consequently  forms  a 
lining  of  some  thickness,  so  that  if  it  finds  in  its  descent 
a  space  between  this  face  and  the  wheel,  (and  such 
must  be  the  case  to  allow  for  the  necessary  play  of  the 
wheel,)  a  great  portion  passes  through  it  without  any 
action  upon  the  floats.  This  statement  of  itself  shows 
how  prejudicial  is  every  interval,  however  small  it  may 
be;  so  that,  in  new  constructions,  those  made  within 
a  few  years,  it  has  been  suppressed.  We  place  the 
wheel  immediately  under  the  well,  and  give  it  a  diam- 
eter somewhat  greater  than  its  own ;  so  that  nearly  all 
the  motive  water  arrives  upon  the  floats.  Though  it 
acts  there  after  losing  a  part  of  its  velocity,  and  with 
some  disadvantage,  I  have  still  found,  that  by  this  dis- 
position solely,  there  has  been  a  saving  of  over  a  third. 
In  these  constructions,  instead  of  the  long  course  of 
6,  10  and  18  ft.,  we  have  made  them  in  castings  not 
over  a  foot  long;  we  have  also  reduced  to  a  trifling 
amount  the  mass  of  masonry,  hitherto  so  very  consider- 
able. 
•meory  382.  Bcforo  examining  the  efiect  really  produced,  we 
**cnr?e*d  floati!*  8^^®  ^^  thcory  of  whccls  with  curved  floats  in  general, 
and  deduce  it  &om  the  principle  already  mentioned 
(297) :  in  order  that  a  fluid  should  impress  all  its 
dynamic  action  upon  a  wheel,  it  is  necessary  that  it 
should  enter  and  act  without  shock,  and  that  it  should 
issue  without  velocity. 
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Suppose  (thougli  it  may  seem  difficult  to  realize  for 
a  wheel  in  motion)  that  a  particle,  or  a  series  of  fluid 
particles  A,  arrives  in  the  direction  AB  upon  the  curve 
BC,  in  a  vertical  plane  perpendicular  to  the  part  B,  of 
the  float  of  which  BC  would  be  the  section  made  by 
this  plane. 

Let  BD=V= V2^TBH=V2g^  be  the  velocity 
of  the  particle  in  its  direction  AB. 
BE=t7  the  horizontal  velocity  of  the  point  B  of 

the  wheel. 
ABE'=  i  the  acute  angle  made  by  AB  with  the 
horizon. 

Take  BE'=BE,  and  construct  the  parallelogram 
BDFE' ;  the  diagonal  BF,  the  resultant  of  the  two 
velocities  V  and  v,  or  rather  V  and — v,  will  represent, 
in  direction  and  magnitude,  the  relative  velocity  of  the 
fluid  the  moment  it  meets  the  curve.  That  there  should 
be  no  shock  at  the  point  of  meeting,  it  is  requisite  that 
the  first  element  of  this  curve  should  have  the  direc- 
tion BF. 

In  order  that  the  fluid  may  still  act  without  shock  in 
descending  from  B  to  C,  so  as  to  lose  none  of  its  veloc- 
ity, it  is  sufficient  that  BC  should  be  a  curve,  free  from 
uneven  and  salient  points. 

That  the  particles  may  issue  without  velocity,  that  is 
to  say,  in  order  that  in  quitting  the  extremity  C  of  the 
curve,  they  may  have  no  motion,  but  may  fall  verti- 
cally by  their  weight  alone,  it  is  necessary  that  the 
velocity  they  have,  upon  the  last  element  of  the  curve, 
should  be  equal  and  directly  opposite  the  velocity  v  of 
this  element.  Since  this  velocity  is  horizontal,  it  is  ne- 
cessary that  that  of  the  particles  upon  the  last  element 
should  be  so  also ;  and  consequently,  it  will  be  requir- 
ed, that  this  element,  which  directs  tiiem,  should  be  itself 


Fig.  100. 
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horizontal.  The  velocity  of  the  fluid  at  B,  npon  the 
top  of  the  float,  being  the  diagonal  BF  of  the  parallel- 
ogram of  which  V  and — v  are  the  sides,  will  be  equal 
a/Y^  +  v^ — 2  V  V  COS.  t.  This  initial  velocity,  if  we 
neglect  the  friction  on  the  float,  will  not  experi- 
ence a  loss  from  B  to  C ;  on  the  contrary,  it  will  be 
increased  by  the  velocity  which  gravity  will  impress 
upon  the  particles  during  this  descent,  of  which  the 
height  IC  is  that  due  to  the  increase  of  velocity ;  so 
that  the  total  velocity  will  be  (38) 

^Vi  +  v»  — 2Vi;cos.i  +  2g-.IC= 

A/2gh+v'—'2v  COB.  i  V  2^+2^.10  =V2^H+u«— 2t7  oos.  i  V2yA 

observing  that  h  or  BH  plus  IC  equals  the  entire  &11 
H.  Such  is  the  velocity  with  which  the  fluid  will  tend 
to  quit  the  point  C,  and  with  which  it  would  quit  it,  in 
the  direction  GG,  if  this  point  were  immovable.  This 
velocity,  we  have  just  said,  should  be  equal  to  v,  thus 

V  =  A/2gJl  +  V*  —  it?  COS.  i  A/2gh; 

whence  i?= 


iA/2gh' 

Recapitulating  the  conditions  of  greatest  effect,  it  will 
be  requisite,  1st,  that  the  first  element  of  the  float  should 
be  in  the  direction  of  the  resultant  of  the  two  velocities 
y  and  V,  the  latter  being  taken  in  a  contrary  direction; 
2d,  that  the  concavity  of  the  float  present  a  continuous 
curve  (without  salient  points) ;  3d,  that  the  velocity  of 

the  float,  or  v,  should  be  —   -/^^-    These  conditions 
'  '  C08. 1 V  2^A 

being  fulfilled,  we  shall  have 

E  =  PH. 

383.  From  what  has  just  been  said,  the  determination  of  a 
general  expression  for  dynamic  efiect  will  be  rendered  easy. 
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The  absolute  velocity  which  the  flaid  possesses  on  quitting  the      oenerai 
wheel,  being  estimated  in  the  direction  of  motion,  or  from  G  to  expression  or 
C,  will  be  the  yelocity  v  of  the  float  on  which  it  is  borne,  minus 
that  which  it  has  in  a  contrary  direction,  and  consequently  it 
will  be 

t,  — A/2^H+tJ»--2»cos.i^2^ 

That  which  it  had  on  its  arrival  at  the  wheel,  also  estimated  in 
the  direction  of  motion,  was  the  horizontal  component  of  V,  and 
oonsequently,  V  cos.  i  =  cos.  i  A/2gh,  It  has,  then,  lost  cos.  i 
A/2^—v  +  ^2gR  +  v'-^2DcoQ.r^2^,  Multiplying  this 
value  by  the  mass  -—  of  fluid  impinging  on  the  wheel,  we  shall 
have  the  quantity  of  motion  lost,  and  oonsequently,  tho  effort 
exerted  by  the  fluid  against  the  wheel  (242).  This  e£brt,  multi- 
plied by  the  velocity  v,  will  give  the  efiect  E,  and  we  shall  have 
the  equation  established  by  Borda  in  1767, 

E  =  y  |cos. i  A/2gh  — 1>  +  yy2g'H+  v*  —  2i?  cos.  i  ^^,\ 
For  the  nuumman  of  eflect,  we  have  w== ~ — >-^^,  and  this 

COS.  I  A^'igh 

value,  put  in  the  above  equation,  reduces  it  to  E  >=  PH,  which, 
we  have  already  seen,  answers  to  this  nummum. 

Thus,  a  horizontal  wheel  with  curved  floats,  accord- 

Reftl  eflect. 

ing  to  the  suppositions  we  have  made,  would  produce 
an  effect  equal  to  the  entire  force  of  the  motor ;  this 
would  be  a  perfect  machine. 

384.  But  what  is  true  for  a  filament,  for  a  thin  fluid 
sheet,  properly  directed  upon  a  float  suitably  disposed, 
is  no  longer  so  for  the  great  Tolumes  of  water  arriving 
en  masse  upon  the  wheels  of  our  pit  mills.  A  portion 
escapes  through  spaces,  without  exerting  any  action 
upon  the  wheels;  and  the  other  portion  is  far  from 
exerting  it  in  the  most  advantageous  manner,  it  impin- 
ges against  and  impels  the  floats  often  under  great 
angles,  and  in  issuing  from  them  preserves  a  marked 
velocity.     The  lower  edge  of  the  floats  is  not  horizon- 
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tal,  as  the  theory  of  the  fluid  filament  indicated  that  they 
should  be ;  if  it  were,  the  mass  of  water  would  not  free 
itself  with  sufficient  ease.  Thus  this  kind  of  wheel, 
perfect  in  theory,  is  one  of  the  most  imperfect  in  real- 
ity, and  even  in  favorable  circumstances,  its  dynamic 
effect  will  be  nearly  always  below  J  PH.  It  can  only 
be  in  mills  which  have  adopted  all  the  new  dispositions 
spoken  of  above  (381),  that  we  can  have  generally 

E  =  0.25PH. 


Here,  also,  the  experiments  of  MM.  Tardy  and  Piobert  show 
us  what  it  really  is. 

They  made  some  series  upon  a  wheel  of  the  same  mill  of 
Bazacle,  a  wheel  having  the  dimensions  above  mentioned  (380). 
The  fall  was  7.81  fl. ;  the  volume  of  water  passing  through  an 
orifice  of  the  gate  was  determined  by  the  common  formula,  with 
0.66  for  the  coefficient : 
finally,  the  volumes  of 
water  noted  in  the  an- 
nexed table  can  only  be 
regarded  as  approximate, 
and  we  may  admit  that 
they  are  sensibly  the 
same  in  each  of  the  three 
series ;  —  series  arranged 
according  to  the  ratio  of 
their  velocities.  A  brake, 
applied  immediately  to 
the  axle,  indicated  the 
efiect,  exclusive  of  the 
friction  upon  the  pivot: 
in  consequence  of  this 
last  circumstance,  the  ef- 
fect recorded  in  the  table 

is  somewhat  too  small. _^ 

The  mean  term  of  its  ratio  to  the  force,  or  of  the  numbers  of  the 
last  column,  in  the  twenty-two  experiments  of  MM.  Tardy  and 
Piobert  (here  we  have  given  but  twelve),  was  0.125 ;  that  is  to 
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say,  that  the  effect  was  not  over  the  eighth  part  of  the  force  em- 
ployed to  produce  it. 

On  another  wheel  of  the  same  mill,  they  had  0.15. 

Finally,  upon  another  pit  wheel,  but  better  dispoped,  that  of 
the  hospital,  they  found  this  ratio  as  high  as  0.27,  and  at  a  mean 
as  high  as  0.20. 

In  these  different  experiments,  as  well  as  in  those  which  were 
made  at  the  trough  mills,  the  effect  was  diminished,  and  that  con- 
siderably, with  the  increase  of  the  velocity ;  most  probably,  that 
which  gives  the  maximum  of  dynamic  efiect  will  be  below  the 
velocities  adopted  by  the  miller. 

885.  Notwithstanding  tlie  small  effect  produced  bj 
the  pit  wheels,  compared  to  the  water  which  they  con- 
sume, their  simplicity  and  solidity  of  construction  cause 
them  to  be  in  frequent  use,  especially  in  places  where 
there  is  an  abundance  of  water. 

They  have,  moreover,  a  remarkable  advantage,  that  of 
being  able  to  work  while  submerged,  and  consequently 
in  the  freshets  of  rivers,  so  long  as  there  is  a  marked 
difference  of  level  between  the  upper  and  lower  reach. 
We  sometimes  find  them  in  certain  localities,  where 
there  is  but  a  slight  fall,  and  where  it  is  important  that 
none  of  it  be  lost,  established  below  the  level  of  this  lat- 
ter reach;  thus,  upon  the  Aude,  where  the  &lls  are  only 
from  4.26  ft.  to  5.25  ft.,  they  are  placed  at  from  1.64 
fl.  to  2.29  ft.  below  the  sur&jce  of  the  common  stages 
of  this  river. 

3.  Turbine  of  M.  Foumeyron, 

386.  The  great  expense  of  water  for  horizontal  wheels  prfncipie. 
with  curved  floats,  when  every  thing  indicated  a  requi- 
sition for  but  little,  denoted  a  great  &ult  in  their  dispo- 
sition. It  was  noticed  by  some  authors,  who  observed 
that  the  evil  might  be  remedied  by  causing  the  water  to 
arrive  through  many  mouths  or  inclined  tubes,  distrib- 
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uted  upon  the  periphery  of  the  wheel.*  Some  trials 
were  made;  but  the  proposed  machines,  though  well 
contrived  (404),  were  unwieldy  or  complicated;  and 
the  problem  remained  to  be  solved,  as  £u:  as  concerns 
its  application  to  practice.  It  has  lately  been  solved,  in 
a  manner  almost  as  successful  as  one  could  hope,  by  M. 
Fourneyron. 

This  young  mechanist,  instead  of  putting  the  wheel 
in  a  cylinder,  as  was  done  in  pit  mills,  placed  it  out- 
side. Like  a  ring,  it  surrounds  the  lower  part,  leaving 
a  small  play  for  the  motion;  this  part,  pierced  with 
orifices  throughout  its  circuit,  delivers  the  water,  in  a 
direction  which  it  is  constrained  to  follow,  upon  the 
floats,  which  thus  are  properly  struck,  and  all  at  once. 
From  this  simple  disposition  results  one  of  the  best 
hydraulic  machines  in  existence ;  a  glance  at  the  Figs. 
Figs.  101  and  103. 101  and  102  will  give  a  first  idea  of  it. 

Hifltoricai  ^^*^'  ^'  Fourneyron,  after  having  conceived  the  idea, 
nouce.  made  a  profound  study  of  the  principles  on  which  it  was 
based,  and  of  the  dispositions  which  should  insure  its 
success ;  and  in  1827,  he  built  one  of  six  horse-power, 
in  Franche-Gomt^.  Its  success  surpassed  all  expectap- 
tions ;  the  effect  was  seen  to  be  raised  above  0.80  of  the 
force  of  the  current ;  and  what  increased  the  astonish- 
ment, in  a  country  where  pit  mills  were  not  known, 
was  that  the  effect  was  not  anywise  diminished,  even 
when  the  wheel  was  entirely  submerged  in  water. 

Four  years  passed  away,  however,  before  the  author 
had  occasion  to  make  a  second.  It  was  made  to  move 
the  bellows  of  the  high  furnace  at  Dampierre ;  it  is  rep- 
resented in  Fig.  101 ;  it  is  remarkable  for  the  elegance 
of  its  form,  and  for  its  small  size ;  it  has  only  a  diame- 

*  Arcbltoctare  bjdraaliqne  do  BAIIdor  et  Navler.  Tom«  I.,  p.  4S4. 
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ter  of  2.034  ft.,  with  a  force  of  from  seven  to  eight 
horse-powers.  Its  substitution  in  place  of  an  old 
wooden  wheel  was  so  advantageous,  that  the  proprietor 
of  the  establishment  ordered  another  of  fifty  horse- 
powelr  for  his  forges  at  Fraisans,  five  leagues  from 
Ddle.  It  was  established  in  1882,  upon  the  Doubs, 
and  below  the  level  of  the  water  of  the  river.  We  will 
describe  it  hereafter. 

A  short  time  before  this  period,  the  Society  for  the 
encouragement  of  national  industry  offered  a  prisse  of 
6000  francis  for  "Mc  best  application,  on  a  great 
scale,  of  the  hydraulic  turbines,  or  wheels  with 
curved  floats,  of  BSlidor,  to  mills  and  manufac- 
tories,^^  After  the  constructions  which  we  have  just 
mentioned,  the  prize  was  justly  given  to  M.  Fourney- 
ron.  Agreeably  to  the  programme,  he  published  in  the 
Bulletin  of  the  Society  the  description  of  his  machine, 
with  some  practical  directions,  to  serve  as  a  guide 
to  those  who  might  wish  to  make  similar  constructions."^ 
I  should,  however,  observe,  on  this  subject,  that  the 
author,  having  taken  out  a  patent  for  his  turbines,  has 
the  sole  right  to  construct  them  during  the  period  for 
which  it  is  granted. 

In  1834,  he  built  one  for  a  spinning  mill  at  Inval, 
near  Gisors,  sixteen  leagues  northwest  of  Paris ;  it  has 
been  the  object  of  many  trials,  made  in  some  respects 
officially,  and  they  accordingly  serve  better  than  others 
to  fix  our  opinions  as  to  the  effects  of  which  the  machine 
is  capable ;  we  shall  report  upon  them  hereafter.  Since 
then,  the  author  has  not  ceased  to  multiply  his  tur- 
bines, in  Germany  as  well  as  in  France.  In  the  first 
of  these  countries,  at  St.  Blasien,  in  the  Black  Forest, 

•  Bulletin  de  la  sQciet6  d^encoangement  pour  rindostrle  nationale.  1834.    Cahien 
da  Janvier,  F^Trier  et  Maxa. 
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he  built  one  of  forty  horse  power,  though  it  was  but 
1.8  ft.  in  diameter;  it  worked  under  the  enormous  fall 
of  854  ft.  Finally,  this  very  year  (1838),  he  has  put 
up  four  near  Paris,  at  the  mill  of  St.  Maur,  where 
they  drive  forty  mill-stones,  (ten  each). 

Description  388.  Turbines  are  divided  into  two  classes,  quite  different  in 
t*^bin  *beip  construction :  those  designed  to  work  continually  under 
water  (the  submerged  turbines),  and  those  which  are  not.  We 
will  give  an  idea  of  the  first  by  a  short  description  of  that  at 
the  smelting  works  of  Fraisans.  It  is  one  of  the  greatest  that 
we  have ;  it  is  of  fifty  horse  power ;  and  can  discharge  141.2  cub. 
fl.  of  water  per  second,  under  a  &11  of  4.59  ft. 

Like  all  turbines,  it  is  composed  of  three  principal  parts  :  the 
turbine  properly  so  called  AB,  with  its  shaft  C ;  the  cylinder 
DEFG,  with  its  bottom  HH  and  the  bottom  supporter  LL ;  and 
the  gate  MM.    The  whole  is  of  cast  iron. 
Fig.  102.  The  turbine,  or  rotating  part,  consists  of  two  annular  plates 

or  crowns  of  cast  iron,  between  which  are  placed  the  floats.  The 
exterior  diameter  is  9.514  fl.,  and  the  interior  diameter  is  7.874 
fl. ;  the  width  of  the  crowns  ab  is  accordingly  0.82  ft.  The 
space  between  them,  or  the  height  be  of  the  floats  which  they 
enclose,  is  1.148  ft.:  their  number  is  36.  They  are  vertical, 
made  of  strong  iron  plates,  with  a  simple  curve :  their  first  ele- 
ment, d,  is  very  nearly  perpendicular  to  the  interior  circumfer- 
ence, and  the  last  element,  e,  makes  an  angle  of  about  15*^  with 
the  exterior  circumference.  The  turbine  is  supported  by  a 
spherical  disc  ff,  cast  in  the  same  mould  with  the  lower  crown : 
its  centre  is  pierced  with  a  hole  ^,  through  which  the  revolving 
axle  c  passes,  and  to  which  it  is  fastened.  This  axle  is  of 
wrought  iron ;  .it  is  0.574  ft.  square  and  17.55  ft.  long.  It  is  ter- 
minated at  its  lower  end  by  a  steel  pivot  A,  which  turns  in  a 
socket  II,  contained  in  a  strong  cast  iron  shoe  U,  By  an  inge- 
nious contrivance,  the  socket,  and  consequently  the  shaft,  may 
be  raised,  according  to  the  wear  of  the  pivot,  so  that  the  system 
remains  always  at  the  same  height. 

This  situation  of  the  pivot,  as  well  as  of  the  socket,  had  a  great 
disadvantage.  The  rubbing  sur&ces,  working  continually  in 
water  sometimes  salt,  and  sometimes  charged  with  sand,  &c., 
were  destroyed  in  a  short  time,  and  it  was  necessary  to  change 
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them.  In  his  later  constructions,  M.  Foorneyron  has  remedied 
the  evil  by  a  method  as  simple  as  it  is  skilful  and  efficacious. 
He  fastens  the  socket  upon  the  revohing  shaft;  below  and 
within  this  is  found  a  pivot  with  a  steel  head,  contained  in  a  cast 
iron  shoe,  which  can  be  raised  by  the  above-mentioned  contriv* 
ance :  between  its  exterior  sur&ce  and  the  interior  surface  of  the 
socket  a  small  space  is  lefl.  A  small  tube,  whose  lower  end 
passes  through  the  body  of  the  pivot  where  it  is  fixed,  empties 
into  this  space ;  the  other  part  passes  under  the  machine,  and 
goes  up  into  the  edifice  above ;  there  the  oil  is  poured  in ;  it 
descends  through  the  tube,  and  arrives  at  the  space  between  the 
pivot  and  the  socket ;  by  virtue  of  its  less  specific  weight,  it  rises 
into  the  upper  part,  and  forces  the  water  which  it  finds  there  out 
of  the  way ;  and  thus  these  sur&ces  revolve  as  it  were  in  an  oil 
bath,  and  show  but  little  depreciation  in  the  course  of  a  year. 

Let  us  return  to  the  machine  at  Fraisans.  The  cylinder  has  a 
diameter  DG  of  7.87  ft.,  and  a  height  DE  of  1.64  ft.  only.  On 
its  upper  part  there  is  a  rim  or  collar  0.59  ft.  in  width,  by  which 
it  is  fastened  to  the  flooring  NN,  forming  the  top  of  the  enclosure 
of  the  turbine,  which  has  no  other  opening  than  that  occupied  by 
the  cylinder.  This  cylinder  does  not  descend  as  low  as  the 
wheel ;  its  lower  part  is,  as  it  were,  replaced  by  the  circular  gate 
MM.  When  it  is  lowered,  the  water  of  the  upper  level,  which 
fiUs  the  cylinder,  cannot  issue  forth :  but  as  soon  as  this  gate  is 
raised,  it  is  precipitated  against  the  floats,  forcing  them  to  yield, 
and  to  be  put  in  motion ;  then,  passing  beyond,  it  enters  and  is 
lost  in  the  lower  reach.  The  bottom  HH  of  the  cylinder,  which 
is  established  on  a  level  with  the  lower  crown  of  the  wheel,  is  a 
strong  cast  iron  disc ;  it  has  a  tube  11  in  its  middle,  1.96  ft.  in 
diameter,  and  as  much  in  height.  Against  it,  and  upon  the  disc, 
are  &stened  the  gitide  curves  0,  O,  O,  twelve  in  number,  with  a 
height  of  1.97  ft.,  and  a  form  represented  in  the  figure:  their 
extreme  part  mn,  for  a  length  of  nearly  0.820  ft.,  is  directed  in  a 
right  line,  and  makes  an  angle  of  about  30°  with  the  outer  cir- 
cumference. This  disc  rests  upon  a  projection  which  the  disc 
supporting  pipe  LL  presents  in  its  lower  part ;  this  pipe  is  1.31 
ft.  in  diameter  and  11.48  ft.  in  height.  By  its  upper  part, 
which  is  disposed  for  this  effect,  it  is  as  if  suspended  on  a  chair 
or  platform  let  into  a  framing  of  carpentry.  See  the  Memoir  of 
M.  Foumeyron  for  all  the  details  of  its  construction  and  estab- 
lishment. 
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The  gate  is  also  a  cylinder,  placed  beneath  and  within  the 
first,  as  the  figure  shows.  Its  height  is  also  1.64  ft. ;  bat  its 
diameter,  in  place  of  being  7.87  ft.,  is  only  7.382  ft. :  the  space 
between  them  is  closed  by  a  leather  packing  9,  which  prevents 
the  passage  of  the  water.  The  interior  of  this  moveable  cylinder 
carries  a  lining  formed  of  wooden  blocks  0.59  ft.  thick,  which  is 
placed  between  the  guide  curves.  By  this  disposition,  when  the 
gate  is  raised  a  certain  quantity,  the  lower  part  of  the  cylin- 
der or  reservoir  presents,  throughout  its  circuit,  as  it  were  a 
series  of  prismatic  orifices,  whose  lower  part  is  the  bottom 
of  the  cylinder,  whose  sides  are  the  guide  curves,  and  whose 
upper  part  is  formed  by  the  bottom  of  the  gate  :  we  have  thus 
a  series  of  additional  tubes,  which  deliver  the  water  upon  the 
turbine  in  the  direction  of  the  guides.  Without  these  wooden 
blocks,  the  fluid  would  deviate  from  this  direction,  and  would 
approach  a  perpendicular  to  the  circumference.  Naturally,  the 
lower  edges  of  the  blocks  will  be  rounded,  so  as  to  reduce  the 
contraction  of  the  vein.  We  shall  also  see,  in  the  memoir  of 
M.  Foumeyron,  the  skilful  mechanism  with  which  he  raised  and 
lowered  at  will  these  circular  gates. 

389.  We  will  give  a  short  notice  of  the  beautlM  little  wheel 
represented  in  elevation  in  figure  101,  a  kind  of  machine  princi- 
pally designed  for  great  falls,  and  for  wheels  not  immersed, 
though  they  also  are  able  to  work  under  water. 

The  cylinder  B  is  entirely  closed  at  the  top,  and  narrowed 
at  its  lower  end ;  it  is  2.95  ft.  in  diameter  and  4.36  ft.  in  height. 
At  C  is  a  tube  connecting  with  the  water  leader  D. 

Below  is  the  turbine  AA,  which  is  2.95  ft.  in  the  outer  diam- 
eter, and  2.03  ft.  in  the  interior.  It  has  twenty-seven  floats, 
having  a  height  of  0.295  ft.  only ;  they  are  of  cast  iron,  and  cast 
in  the  same  mould  with  the  rest  of  the  turbine.  Against  the 
lower  contraction  of  the  cylinder,  and  within  it,  is  the  circular 
gate  ad^  disposed  like  that  at  Fraisans,  which  is  raised  and  low- 
ered by  a  system  of  toothed  wheels,  and  by  three  iron  rods,  whose 
ends  are  seen  at  6,  6,  h :  upon  the  top  of  the  shaft  is  a  bevel 
wheel,  by  which  motion  is  transmitted  to  a  blast  engine. 

Such  a  turbine,  however  great  the  fall,  may  be  established  in 
any  part  of  the  mill  thought  best,  for,  as  M.  Foumeyron  remarks, 
it  takes  up  no  more  room  than  a  stove  or  furnace. 
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890.  The  expression  for  dynamic  effect  deduced  Tbeorotic 
(383),  from  the  theory  of  Borda,  for  other  horizontal  *"^*- 
wheels  with  curved  floats,  will  not  answer  for  turbines. 
In  these  wheels,  the  water,  in  descending  along  the  floats 
composed  of  elements  more  and  more  inclined  to  the  hori- 
zon, will  impress  them,  at  every  instant  of  its  descent, 
with  a  new  quantity  of  motive  action,  imparted  by 
gravity.  It  is  not  so  with  the  floats  of  turbines,  which 
are  formed  of  a  series  of  vertical  elements ;  the  water 
does  not  act  by  its  weight  upon  them;  but  while  it 
advances  upon  them  from  its  entrance  to  its  discharge, 
another  force,  the  centrifugal  force,  presses  against  this 
series  of  elements,  and  so  produces  the  motion  of  rota- 
tion. So  that,  in  a  well  arranged  turbine,  the  water 
acts  neither  by  its  weight  nor  its  impulse,  nor  even  by  its 
reaction,  but  only  in  virtue  of  its  centrifugal  force ;  it 
is  perhaps  the  only  kind  of  hydraulic  machine  in  which 
this  condition  is  fulfilled.  This  consideration  induces 
us  to  dwell  upon  some  effects  of  this  force ;  they  are 
produced,  it  is  true,  in  a  manner  more  or  less  striking, 
by  most  rotating  machines ;  but  much  the  most  forcibly 
in  turbines. 

391.  Let  ABCD  be  a  cylindrical  vessel,  containing  water  np  to      ^ig,  67. 
the  level  IE.    If  we  impress  with  it  a  uniform  motion  of  rotation 
around  its  vertical  axis  EF,  the  fluid  surfece,  by  reason  of  the  ^™„*^*^^^ 
centrifugal  force,  will  quit  the  plane  and  horizontal  form ;  it  will  water  contain- 
be  lowered  in  the  middle  O,  and  raised  towards  the  sides,  taking    edinareMei 
in  its  vertical  section  the  curved  form  OOH,  a  curve  which  we    tory  motion  is 
proceed  to  determine.  gi^c"- 

Since  the  movement  of  rotation  is  uniform,  the  fluid  surface 
will  have  a  permanent  figure  ;  its  particles  will  then  be  in  equi- 
librium, and  wiU  consequently  be  equally  pressed  in  all  direc- 
tions, so  that  if,  upon  the  horizontal  OR,  we  take  any  particle, 
at  P,  for  example,  it  will  be  as  much  pressed  from  above  down- 
wards by  the  vertical  filament  MP,  as  from  the  left  to  the  right 
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by  the  horizontal  filament  OP :  these  two  pressures  will  be  equal. 
Agreeably  to  the  method  adopted  in  questiooB  of  hydrostatics, 
we  will  consider  only  the  two  filaments,  without  regard  to  the 
rest  of  the  fluid  mass,  and  we  will  suppose  them  enclosed  in  the 
small  tube  0PM,  open  at  both  ends.  For  the  filament  MP,  the 
action  of  the  centrifugal  force  upon  its  particles,  being  directed 
perpendicularly  to  the  sides  of  the  small  tube,  will  be  destroyed 
by  their  resistance :  the  particles  will  experience  no  other  action 
but  that  imparted  by  gravity,  and  consequently,  the  pressure  at 
P  will  be  equal  to  the  sum  of  their  weights:  the  weight  of  each 
is  mg ;  their  height  MP,  which  we  will  designate  by  x,  or  the 
number  of  its  points,  represents  the  wsxjfi.  of  the  particles  of  the 
filament :  so  that  their  total  weight  will  be  mgx.  For  the  fila- 
ment OP,  its  particles  resting  on  a  horizontal  plane,  the  action 
of  gravity  on  them  will  be  destroyed :  they  will  only  be  ani- 
mated with  a  centrifugal  force ;  the  force  of  that  which  at  O, 
upon  the  axle  of  rotation,  will  be  zero ;  and  the  force  of  that 
which  at  P,  making  OP  =sy,  will  be  mu^y,  w  being  the  angular 
velocity :  firom  the  point  O  to  the  point  P,  the  forces,  as  well  as 
the  distances  to  which  they  are  proportional,  will  increase  in  an 
arithmetical  progression,  and  their  sum  will  be  mu^y .  ^y,  y  rep- 
resenting here  the  number  of  terms  of  the  progression :  this  sum 
will  be  that  of  the  efibrts  made  by  the  particles  of  the  filament 
OP,  in  passing  from  O  to  P,  or  in  pressing  upon  this  last  point. 
We  shall  have,  then,  \muh^^=mgx:  whence  we  deduce  y*= 

■^  X,  the  equation  of  a  common  parabola  of  which  -^  is  the 

parameter. 
Action  of  the  392.  Suppose  now  that  at  the  point  R,  on  the  prolongation  of 
centrifugal  ibrce  QP,  we  make  an  orifice,  through  which  the  water  issues  from  the 
tyof  iflsae^^tnp^  vessel,  while  it  turns  around  its  own  axis  ;  suppose,  moreover,  that 
posing  thf  water  it  constantly  receives  as  much  water  as  it  loses :  calling  X  and  Y 
nei^  the'oriflce  *^®  Coordinates  HR  and  RO  of  the  point  R,  and  v  its  velocity  of 
has  acquired  au  rotation,  we  have  V  =3  tcY  :  moreover,  the  equation  of  the  curve 

the  angular  vc-  •«■¥*  «■ 

lodtyofuio    OMH  gives  X  =  ^  :  thenX  =  ^;  that  is  to  say,  that  the 

veescL  ^ff  ^ff 

height  to  which  the  centrifugal  force  will  raise  the  water  above 
the  orifice  R,  open  on  a  level  with  0,  is  equal  to  the  height  due 
the  velocity  of  rotation  of  this  orifice.  X  is  also  the  head  at  R, 
and  consequently,  the  velocity  of  discharge  there  will  be  that  due 
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to  -Z-  J  that  is  to  say,  that  it  will  be  equal  to  the  velocity  of  rota- 
tion of  the  orifice. 

If  the  water  were  brought  to  the  vase  by  a  tube,  having  the 
same  axis,  with  a  horizontal  section  considerably  greater  than 
thai  of  the  orifice  of  issue,  and  in  which  the  fluid  is  maintained 
at  L  during  the  period  of  rotation,  the  vra.ter  will  issue  at  R,  in 
virtue  of  its  height  X  and  of  the  new  head  LO  (=  H') ;  thus  the 

height  due  the  velocity  of  issue  vrill  be  H'-{-  n—  >  and  the  ve- 
locity =  \/2iH^+^. 

Even  should  a  physical  obstacle,  such  as  a  horizontal  plate 
placed  in  the  vase  a  little  above  the  point  0,  obstruct  the  rising 
of  the  fluid  above  the  orifice  R,  the  efibrt  X  resulting  from  its 
tendency  to  rise,  or  from  the  centrifugal  force,  will  none  the  less 
produce  its  effect  upon  the  velocity  of  issue,  which  will  always 

If,  in  the  horizontal  plane  passing  through  OP,  we  make,  at 
R',  for  example,  a  second  orifice,  placed  at  the  distance  T^  firom 
the  axis  of  rotation,  the  height  due  to  the  velocity  of  water 

issuing  from  it  will  be  Bf-^-^-^ ,  just  as  it  was  at  the  first  ori- 

fioe,  H'-{-  -^ .    Admit,   then,  that  through  one,  as  through 

the  other,  there  issues  the  same  quantity  of  water,  P^*  in 
F,  its  dynamic  force  at   the  first  orifice   vrill  equal    (280) 

p  (H'4-^yandattheseconditwillbeP(H'+-^V  Sub- 
tracting the  former  from  the  latter,  we  shall  have  for  the  increase 
offeree  of  the  same  quantity  of  water,  from  one  point  to  another, 

p 
(an  increase  solely  due  to  the  centrifugal  force,)  ^wt"  (YJ  —  Y*); 

a  value  identical  with  that  which  we  have  already  given  in  Sec. 

p 
298,  observing  that —  is  equal  to  m,  the  mass  of  the  running 

vrater. 

393.  Let  us  see  now  what  will  be  the  physical  con- 
sequences of  the  two  theorems  we  have  just  demon- 
strated, in  the  case  of  turbines  in  motion. 
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Since  the  water  contained  in  a  vase  endowed  with  a 
movement  of  rotation  around  its  vertical  axis  is  de- 
pressed near  this  axis,  the  water  of  the  basin  in  which 
a  submerged  turbine  turns,  will  tend  to  a  depression 
around  the  cylinder  which  delivers  the  motive  fluid. 
From  this  tendency  will  arise,  against  the  orifices  of 
issue  of  this  cylinder,  a  less  pressure,  or  a  non-pres- 
sure^ analogous  in  its  nature  and  effect  to  that  describ- 
ed in  Sees.  244  and  245 ;  the  interior  pressure,  by  vir- 
tue of  which  the  discharges  take  place,  and  which,  in  a 
state  of  repose,  is  H,  or  the  difference  of  the  two  reaches, 
will  be  increased,  the  velocity  of  exit  and  the  discharge 
of  water  will  be  considerably  greater,  and  the  force  of 
the  machine  will  thus  be  increased ;  it  will  be  so  much 
the  greater  as  the  wheel  turns  more  swiftly.  It  may 
even  happen  that  this  increase  of  force  will  more  than 
compensate  the  increased  resistance  experienced  by  a 
turbine  moving  in  a  fluid  eight  hundred  times  more 
dense  than  the  air ;  and  we  may  see,  what  seems  para- 
doxical, but  what  experience  nevertheless  shows  us  to 
be  true,  a  turbine  produce  an  effect  sensibly  greater 
when  it  is  immersed,  (the  diffierence  of  the  two  levels 
being  taken  for  the  &11). 

By  virtue  of  the  second  proposition,  that,  in  a  rota- 
ting machine,  the  velocity  of  the  fluid  issuing  from  it 
increases  with  its  distance  from  the  axis,  the  water  will 
tend  to  be  discharged  from  the  turbine  with  a  velocity 
greater  than  that  with  which  it  entered.  Here,  also,  by 
reason  of  this  tendency,  notwithstanding  the  interposi- 
tion of  fluid  found  between  the  cylinder  and  wheel,  and 
although  the  ducts  of  these  two  parts  of  the  machine 
are  discontinuous,  the  water,  on  quitting  the  turbine, 
may  draw  with  it  that  issuing  from  the  cylinder,  and  so 
augment  its  velocity;   its  action  is  nearly  similar  in 
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character  to  what  takes  place  in  the  lateral  communica- 
tion of  the  motion  of  fluids  (106). 

The  increase  of  yelocity  and  oonsequently  of  the  discharge  of 
water,  according  as  the  motion  of  rotation  is  more  rapid,  an  increase 
-which  I  suggested  four  years  since,  (p.  394  of  the  first  edition  of  this 
Treatise),  has  heen  proved,  by  some  experiments  which  M.  Morin 
made  upon  a  turbine  established  at  Muhlback,  in  Alsace ;  it  had 
a  diameter  of  6.56  ft.  and  a  height  of  1.08  ft. ;  the  difference  of 
level  between  the  two  reaches  was  10.56  ft.  I  cite  one  of  these 
experiments,  made  with  0.295  ft.  raising  of  the  gate  ;  with  the 
small  weight  of  77.18  lbs.  put  at  the  extremity  of  the  arm  of  the 
brake,  the  turbine  made  75  turns  in  V,  and  consumed  41.32  cubic 
ft.  of  water  in  1" ;  the  weight  being  increased  to  396.98  lbs.,  the 
velocity  was  only  27-^  turns,  and  the  discharge  34.61  cubic  ft.  ; 
thus,  the  velocities  being  diminished  in  the  ratio  of  273  to  100, 
the  discharges  of  water  were  as  120  to  100.  In  another  experi- 
ment, with  a  raising  of  the  gate  0.492  ft.,  the  first  of  these 
two  ratios  being  as  100  to  289,  we  had  for  the  second  100  to 
128.» 

894.  It  remains  now  to  bring  into  action  the  differ-  meory 
ent  elements  of  which  we  have  just  spoken,  and  to  M.ponc«iet 
deduce  from  them  an  analytic  expression  for  the  effect 
of  turbines  in  general.  This  labor  has  been  performed 
by  M.  Poncelet,  a  savant  well  qualified  to  do  it  effectu- 
ally ;  as  one  of  the  great  propagators  of  the  principle  of 
vis  viva,  he  would  naturally  make  frequent  use  of  it  in 
arriying  at  the  solution  of  the  different  parts  of  the 
proposed  problem,  and  he  has  done  it  with  rare  ability. 
I  limit  myself  to  giving  the  expression  of  dynamic 
effect,  indicating  the  course  adopted  by  the  author,  and 
for  the  details,  I  refer  to  his  memoir.f 


*  Experiences  snr  lea  roaes  bydranllqaes  appelAes  tnrtitaies,  i»ar  M.  Arthur  Moilii, 
capltalne  d*artfllerie.  18S8. 

tTh^orle  des  efltets  m^canlqaes  de  la  tarbine-FoameTTOii.  Dans  lea  comptea 
rcndna  daa  stances  de  rAcad6mle  des  sciences.  Stance  da  M  JaDlet,  UH8. 
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Let 

A         be  the  horizontal  section  of  the  interior  of  the  cylinder. 

O  the  sum  of  the  contracted  sections  of  the  orifices  through 
which  the  motive  water  issues  from  the  cylinder ;  each  sec- 
tion being  made  by  a  vertical  plane  passing  through  the 
extremity  of  the  guide  curve,  and  directed  perpen<Ucularly 
upon  the  convexity  of  the  following  curve ; 

iu  the  coefficient  of  the  contraction  which  the  fluid  experi- 
ences on  its  entrance  into  the  cylinder ; 

U  the  velocity  vnth  which  it  issues  from  it.  We  have 
Q=OU; 

(y  the  sum  of  the  contracted  sections  of  the  orifices  through 
which  the  water  is  discharged  from  the  turbine ; 

B/kBf  the  radii  of  the  exterior  and  interior  circumferences  of  the 
wheel; 

f/kf^  the  respective  velocities  of  these  two  circumferences; 
velocities  which  are  as  toR'  and  toR'',  w  being  the  angular 
velocity; 

u  the  relative  velocity  with  which  the  motive  fluid  enters 
into  the  turbine ; 

u'         the  relative  velocity  with  which  it  issues  from  it ; 

t  the  angle  which,  on  its  entrance,  it  makes  vrith  the  interior 

circumference  *, 

q>  the  angle  which,  at  its  issuing,  it  makes  with  the  exterior 
ciroumference ; 

We  remark: 

Ist.  That  1^  being  the  velocity  of  the  water  issuing  from  the 

wheel  after  deducting  the  motion  of  the  latter,  we  have  also 

0' 
QaQ'ii',  and  ocmsequentiy  Us ^r  ^- 

2d.  That « is  the  resultant  of  the  two  velocities  U  and — if, 
and  that  in  oonsequenoe 

(y»   ^  ,  ^    717 


■i/? 


-7a-y^+^  —  2    Q-U't/'oOfl.  f. 

3d.  That  the  absolute  velocily  of  issue,  being  the  resultant  of 
the  relative  velocity  u'  and  of — t/,  is 

a/%^+i/* — 2i^t/oos.9. 
These  being  the  data,  M.  Ponoelet  determines  all  the  losses  of 
vMvttMi  ezperienoed  by  the  fluid,  from  itsentnnoe  into  the  cylinder 
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to  its  entrance  in  the  tnrbine,  indnriTe,  admitting  (what  is  very 
nearly  the  reality)  that  in  the  wheels  of  Af .  Foumeyron,  the  first 
element  of  each  float  is  perpendicolar  to  the  interior  drcnm&r- 

p 
ence ;  he  finds,  for  the  sum  of  these  losses,  —  (m'-|^^ — 2bcyf*); 

an  expression  in  which  1=^1^  ^  sin.  9,  and  c=s  -^  sin.  i,  A;  being 

the  coefficient  of  the  pertarbations  which  the  fluid  experiences 
between  the  floats. 

Equating  then  the  vis  viva  of  the  water  on  issuing  from  the 
turbine  with  the  vis  vha  at  its  entrance,  augmented  by  twice  the 
quantities  of  action  impressed,  and  diminished  by  the  vis  viva 
lost,  he  obtains  an  equation,  which,  all  reductions  being  made, 

CO*  / 1        \2n  0" 
^+ A^V^""  V  J-Or+^— 2ftc,  is 

vf*  (l  +  y)  =  2^H+ti^  (R"— R"*). 

It  gives  immediately  the  value  of  u',  and  since  QsO'tt'  we 
have 


The  first  of  these  two  &ctors  of  the  discharge  depends  solely 
upon  the  dimensions  of  the  machine ;  the  other  expresses,  by  its 
first  term,  the  action  of  gravity  in  producing  the  velocity  with 
which  the  water  issues  from  the  cylinder ;  and  by  the  second,  it 
expresses  the  action  of  the  centrifugal  force.  This  equation 
shows,  that  by  reason  of  this  last  force,  the  discharge  of  vrater 
exceeds  that  which  would  be  due  simply  to  the  diflerence  of  levels 
in  the  two  reaches,  and  that  the  excess  is  in  proportion  to  the 
angular  velocity,  as  vre  have  already  observed  (393). 

As  to  the  expression  of  eflbct,  M.  Poncelet  established  it  by 
means  of  the  principle  mentioned  in  Sec.  297 ;  the  eflect  is  equal 
to  the  force  of  the  motor,  minus  the  half  both  of  the  active  forces 
lost  and  of  the  active  force  maintained  by  the  water  immediately 
after  its  exit ;  so  that,  with  the  values  already  given,  we  have 

jw  =  PH  —  -^  (i^+i^u^"^2bcu^  —  ~-  (tt'S-t?'*— 2ttVoos.  <p) . 

The  author,  passing  then  to  the  investigation  of  maximum  eSsGt, 
avoids  a  part  of  the  difficulties  which  it  presents,  by  taking  the 
maximum  ratio  of  |w  to  PH,  and  by  causing  only  the  velocity  v' 
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to  vary,  or  rather,  the  ratio  of  v'  to  \/2^H.  He  gives  the  gen- 
eral expression  of  the  first  of  these  ratios,  then  that  of  the  sec- 
ond for  the  case  of  nuunmum  of  effect,  and  finally,  that  of  the 
maximum  ratio.  From  these  values,  and  admitting  a  mle  of  con- 
struction adopted  by  M.  Foumeyron,  he  concludes,  that  in  tur- 
bines, pv  can  never  be  equal  to  PH ;  but  that  it  vnll  approximate 
more  nearly  towards  it,  as  the  raising  of  the  gate  approaches 
more  nearly  the  height  of  the  floats,  and  as  the  angles  t  and  9  are 
diminished.    If  they  were  zero,  we  should  have  pv  s=  PH  and 

t/'  =  0.7lV%H. 
M.  Ponoelet  concludes  then  from  his  calculations,  1st,  that  H 

not  entering  in  the  expression  of  the  two  ratios  —j  and  — ^  ---» 

the  greatness  of  the  effect,  compared  to  the  force  of  the  motor,  is 
independent  of  the  fall ;  2d,  that  the  variations  firom  the  maxi- 
mum efiect  are  inconsiderable,  though  those  of  the  velocities  of 
the  wheel  corresponding  to  them  may  be  quite  considerable. 

Having  made  various  applications  of  his  formulas  to  the  exper- 
iments of  M.  Morin,  upon  the  turbine  at  Muhlbach,  he  found  a 
satisfactory  accordance.  He  remarks,  however,  that  in  great 
velocities,  the  real  effect  decreases  much  more  rapidly  than  cal- 
culation indicates ;  he  attributes  the  cause  to  the  great  resist- 
ance experienced  by  the  turbine  while  moving  with  great  velocity 
through  the  water  in  which  it  is  submerged,  a  resistance  whose 
action  has  not  been  introduced  in  the  formulte.* 

FinaUy,  M.  Poncelet  examined  successively  and  succinctly 
what  this  resistance  should  be ;  what  should  be  the  influence  of 
the  annular  play  between  the  cylinder  and  turbine,  as  well  as 
that  of  the  plates  which  divide  the  height  of  certain  turbines. 
See  the  memoir  of  the  author  on  all  these  subjects. 


*  Among  the  expeilments  made  at  MUhlbach,  tbere  are  two  aeries  which  enable  oi 
to  appreciate  with  exactneaa  two  important  circumstances  In  the  motion  of  turbines. 
I  cite  a  part  of  them. 

let  In  the  first  of  the  annexed  tables,  we  see  that  the  efliect 
pVt  compared  to  the  force  PH^  has  been  greater,  as  the  raising 
of  the  gate  approached  more  nearly  the  height  of  the  floats, 
which  was  1.063  ft  We  had  H  sss  10.664  ft.  The  raUo  glren 
in  the  last  column  is  that  which  corresponds  to  the  maximmn 
obtained  with  the  lift  set  against  it. 

2d.  Beginning  with  the  velocity  of  the  wheel  when  it  has 
no  load,  according  as  the  load  is  increased  and  consequently 
its  velocity  diminished,  the  effect  at  first  increases  rapidly', 
then  It  gradually  attains  its  maxcmiim,  and  then  it  decreases 


BAI8IH0 
of 

S 

the  gate. 

PH 

It. 

0.164 

0.S7 

0.2i» 

o.» 

.492 

0.69 

.666 

5-2* 

.886 

0.19 
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896.  We  pass  to  the  real  effect  of  turbines.  There 
are  few  machines  respecting  which  we  possess,  for  this 
purpose,  more  full  and  more  precise  documents. 

We  consider,  first,  those  which  have  been  furnished 
by  the  turbine  of  Gisors,  already  mentioned  (387).  It 
is  in  form  and  nearly  in  size  the  same  as  that  of  Fraisans, 
represented  in  Fig.  102 ;  its  exterior  diameter  is  9.51 
ft.,  and  its  interior  7.874  ft. ;  the  floats,  in  number  36, 
have  a  height  of  .984  fb. ;  their  first  element  makes  an 
angle  of  nearly  80**  with  the  interior  circumference, 
and  the  last,  an  angle  from  10**  to  12**  with  the  exterior 
circumference.  The  cylinder  has  sixteen  guide  curves, 
meeting  its  surface  at  an  angle  of  nearly  27^. 

Shortly  after  its  construction,  in  1835,  M.  Fourney- 
ron  wished  to  measure  its  effect,  by  means  of  the 
dynamometric  brake;  but  he  could  not  fasten  it  imme- 
diately to  the  vertical  shaft,  and  so  he  fitted  it  to  a 
horizontal  shaft  geared  with  it;  the  brake  therefore 
gave  him  but  the  useful  effect  pv  measured  upon  the 
horizontal  shaft.  Still,  he  had  from  observation  all 
the  passive  resistances,  and  consequently  the  total 
effect  pv^  or  the  force  impressed  by  the  current  upon 
the  turbine.  His  experiments,  twenty-six  in  number, 
were  divided  into  four  series;  I  give,  in  the  following 
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graduallj,  the  velocity  dimlnisUng  considerably;  as  we  see 
from  the  resalts  in  the  annexed  Uble,  obtained  with  the  same 
discharge  of  water.  The  velocities  there  varying  firom  84  to 
78,  the  eflfects  have  not  differed  over  |  of  the  maximunn  effect- 
N.  B.  The  quantities  of  water  F  have  been  determined,  at 
M'dhlbach,  by  the  common  formalalbr  weirs,  with  0.41  for  the 
coefficient;  the  experiments  of  M.  Castel  wonld  Indicate 
0.4S2 ;  thos  the  above  ratios  woald  be  too  great  by  aboat  5  in 
100;  but,  on  the  other  hand,  pv  has  been  taken  on  the  shaft 
of  the  tarbine,  and,  considering  the  faction  of  the  pivot,  it 
would  be  too  small ;  they  will  thus  nearly  compensate  each 
other. 


Toms  of 

wheel 

VI. 
PH 

InK 

99.5 

0.106 

90 

0.805 

73 

0.621 

63.2 

0.024 

06.2 

0.096 

48.4 

0.686 

34.4 

0.026 
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table,  the  mean  result  for  each;  in  all  of  them,  the 
turbine  was  entirely  submerged. 


Water 

FalL 

PH 

p^ 

P9 

toF. 

PH 

PH 

howe 

cab.  ft 

ft 

powers. 

64.62 

6.85 

50 

0.57 

0.66 

75.93 

6.39 

57 

0.69 

0.77 

127.84 

6.43 

95 

0.68 

0.76 

145.15 

1 

6.36 

107 

0.71 

0.78 

Such  advantageous  results  attracted  the  attention  of 
savans,  and  of  the  officers  of  govemment ;  M.  Arago, 
member  of  the  municipal  council  of  Paris,  thought  the  j 
might  be  established  in  the  heart  of  the  city,  upon  the 
Seine,  to  raise  its  waters.  At  his  suggestion,  the  pre- 
fect of  the  department  appointed  a  commission  of  engi- 
neers, to  revise  the  effects  of  the  machine  at  Gisors,  and 
to  test  them  under  small  £Bklls;  for,  at  Paris,  others 
could  not  be  had :  M.  Foumejron  was  made  a  member 
of  the  commission.  Sixteen  experiments  were  made 
with  extreme  care,  on  the  23d  of  January,  1837; 
and  a  report  was  made  to  the  Academy,  the  27th  of  the 
following  month.  There  were  three  series,  distinguished 
by  the  height  of  the  fall ;  the  turbine  had  from  2.526 
ft.  to  3.674  ft.  of  water  upon  its  upper  part.  The 
water  discharged  was  gauged  at  a  weir,  and  by  the  for- 
mula 3.2603/A\/ A  (the  coefficient  3.26  was  very  likely 
too  small  by  from  four  to  five  in  100;  so  that  the 
ratios  of  p'v  to  PH  would  be  four  or  five  hundredths 
too  great).  The  effect  was  measured  by  means  of  a 
dynamic  brake,  placed  upon  the  above-named  horizontal 
shaft,  and  having  a  leverage  of  13.46  ft. 
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I  cite,  in  the  following  table,  three  experiments  of 
each  series. 


FOBCE. 

EFFECT. 

¥n 

Fall. 

Water 

Inl". 

PH 

BSAKB. 

P'v 

Load. 

TnTM 
inl'. 

ft 

3.838 
3.746 
3.743 

cnb.ft 

98.427 
95.460 
94.365 

bone 
powers. 

43.93 
41.16 
40.64 

lbs. 

242.5 
330.8 
463.1 

44.25 

35 

26 

hone 
powen. 

27.88 
30.07 
31.27 

0.641 
0.731 
0.769 

1.962 
2.044 
2.044 

66.28 
66.91 
67.56 

14.96 
15.74 
15.90 

286.7 
264.6 
242.5 

12.33 

15 

18 

9.18 
10.31 
11.34 

0.614 
0.655 
0.713 

0.991 
1.007 
1.040 

45.55 
46.37 
47.60 

5.20 
5.38 
5.70 

110.27 
99.24 
88.21 

lb 
13 
14.50 

2.86 
3.35 
3.32 

0.552 
0.622 
0.582 

What  machine,  other  than  the  turbine,  under  the 
small  fall  of  3.77  ft.,  could  acquire  more  than  three 
quarters  of  the  motive  force,  and  a  force  of  thirty  horse- 
powers? or,  under  the  slight  fall  of  0.984  ft.,  could 
take  more  than  three  fifths,  and  that,  too,  when  entirely 
submerged  in  the  water?  Truly,  the  wheel  of  M.  Four- 
neyron  has  an  undoubted  superiority  in  certain  respects 
oyer  all  others ;  it  is  an  admirable  machine.  "^^ 

Finally,  it  is  not  the  turbine  at  Gisors  only  which 
has  given  such  good  results ;  let  us  remember,  that  in 
the  first  of  those  which  M.  Fourneyron  has  established, 


*  In  a  salt  at  law,  now  pending  betweeil  Uriah  A.  Boyden,  C.  £.,  and  the  Atlantic 
Mnis  Company  In  Lawrence,  Mass.,  in  their  answer  to  his  writ,  they  admit  that  bis 
turbines,  which  he  built  for  them,  have  yielded  an  effect  of  90  per  cent,  of  the  motive 
force.  So  great  a  result  as  90  per  cent  indicates  a  complete  knowledge  of  the  prin- 
ciples of  these  machines,  with  the  details  of  their  construction,  and  warrants  us  in  the 
belief,  that  should  he  Incline  to  publish  his  methods  of  construction,  we  may  be 
possessed  of  information  certainly  equal,  if  notflir  superior,  to  any  thing  that  can  be 
derived  from  Kurope.  Thavslatob. 


484  HOEIZONTAL  WHEELS. 

that  built  in  1827,  the  effect  was  .80  of  the  motive  force 
(387).  Among  those  last  constructed,  in  1887,  if,  at  that 
of  Moussai,  M.  Morin  could  not  obtain  so  high  a  ratio 
as  0.70,  at  that  of  Miihlbach,  he  saw  it  raised  as  high 
as  0.798. 

Recapitulating,  and  with  the  admission  that  in  many 
cases,  turbines  acquire  three  quarters  and  more  of  the 
motive  force,  we  will  allow  generally,  with  M.  Four- 
neyron,  for  ordinary  turbines,  if  well  constructed  and 

well  run, 

E  =  0.70PH. 

Peculiar         g96.  Thus,  iu  rcspoct  to  the  amount  of  effect  pro- 

*^Twbto^.^   duced,  turbines  cannot  be  surpassed,  except  by  some 

high  bucket- wheels. 

But  they  have  over  these  wheels,  as  over  all  others, 
some  important  advantages.  We  have  already  remark- 
ed, that  none,  under  very  small  falls,  of  .984  ft.  for 
example,  can  produce  such  good  effects.  We  vfili  add, 
that  none  can  work  under  such  great  falls;  I  doubt 
whether  other  wheels  have  ever  been  used  with  a  fall  of 
49.21  ft. ;  and  at  St.  Blasien,  we  have  a  turbine  work- 
ing under  a  fall  of  854  ft. ;  and  the  effect,  it  is  said, 
exceeds  0.76PH. 

The  space  required  for  this  kind  of  machine  is  in- 
considerable ;  we  have  seen  one  of  eight  horse  power, 
which  was  not  unlike  a  piece  of  furniture,  and  could 
be  put  in  a  small  room. 

The  velocity  of  turbines,  as  well  as  that  of  other  hori- 
zontal wheels,  (for  there  are  many  resemblances  in  their 
motions  and  in  their  properties,)  will  be  quite  often  over 
a  hundred  turns  per  minute.  But  turbines  being  able 
to  work  under  much  greater  falls,  will  often  move  in- 
comparably faster;  that  of  St.  Blasien  would  make  even 
2800  turns  per  minute,  {Experiences  sur  le$  turbines^ 
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par  M.  Morin,  page  52) ;  and  turbines  producing  good 
effects  will  seldom  have  a  velocity  less  than  a  half  or 
third  of  that  due  the  fall.  If,  in  some  cases,  a  great 
velocity  admits  of  dispensing  with  gearing  for  the  trans- 
mission of  motion ;  in  others,  where  the  operating  parts 
of  the  machine  are  to  work  slowly,  we  are  obliged  to 
have  recourse  to  it.  Generally,  and  as  much  as  possi- 
ble, its  use  should  be  avoided ;  not  so  much  from  the 
&ct  of  its  absorbing,  without  effect,  a  portion  of  the 
moving  force,  as  that  it  multiplies,  in  mills,  the 
chances  of  accident  and  of  stoppages. 

397.  It  would  be  desirable  to  give  here  the  rules  to  be  followed      PreceptB 
in  the  construction  of  turbines,  so  as  to  obtain  the  effects  and  relating  to  the 
advantages  which  we  have  just  considered ;  but  those  which  M.    ®®"^*^  ^° 
Foumejron   published  on  their  introduction  are  very  limited      turbines, 
in  number,  and  probably  the  experience  he  has  since  acquired 
may  induce  him  to  make  some  important  modifications  of  them ; 
however,  as  they  were  followed  in  the  earliest  constructions, 
and  good  machines  hare  resulted  from  them,  rendering,  ac- 
cording to  the  author's  statement,  as  much  as  .80  of  the  motive 
force,  I  think  it  proper  to  publish  them. 

The  size  of  a  turbine  should  be  proportioned  to  the  e£fect  it  is 
designed  to  produce,  and,  consequently,  to  the  quantities  P  or  Q 
and  H.  We  give  the  principal  of  these  dimensions,  the  interior 
diameter  d,  in  its  relation  to  these  quantities.  The  turbine 
should  afford,  for  the  volume  of  water  Q,  which  arrives  vrith  a 
velocity  Y,  orifices  of  sufficient  size ;  and  for  this  purpose,  we 
must  have  QssSY  (108),  S  being  the  sum  of  the  orifices  of 
admission.  Now,  the  water  arriving  at  the  same  time  upon  the 
whole  interior  periphery  of  the  turbine,  upon  the  lateral  surface 
of  the  cylinder  forming  this  periphery,  S  will  be  equal  to  this 
surfiice  (after  deducting  the  thickness  of  the  floats),  and  conse- 
quently to  ndhi,  designating  by  h^  the  height  of  the  floats. 
M.  Foumeyron  usually  makes  it  equal  to  4^;  thus  Ssi0.4487«P, 
and  consequently,  Qea  .4487rf^  =  3.60rf"  V^;   whence   rf— 

.527 1/  —^  .    This  value  should  be  affected  by  a  coefficient 
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expresBiiig  the  efioct  of  oantnctions  and  obstractions  which  the 
flaid  meets  in  the  cylinder,  and  at  its  entrance  into  the  toifoine, 
the  e£kct  of  the  obliquity  with  which  the  gnide  curres  of  the 
cylinder  deliver  the  water  npon  the  circait  of  the  wheel,  etc. : 
according  to  the  compntations  and  practice  of  M.  Foomeyron, 
I  find  that  this  coefiicient,  multiplied  by  0.527,  is  1.212,  and 
consequently  we  have 


.^  1.218 1/^. 


The  value  Q  to  be  admitted  in  this  expreaaion  will  be  the 
greatest  volume  of  vrater  which  the  machine  will  have  to  con- 
sume, for  a  turbine  can  work  vrith  very  difierent  quantities  of 
water,  without  a  mariced  variation  of  effect,  compared  to  the 
force  employed. 

The  diameter  d  may  also  be  expressed  as  a  function  of  the  f(Hce 
of  the  machine,  that  is  to  say,  of  the  efiect  £  which  it  should  pro- 
duce: we  have  (395)  E  =  0.70PH=*43.624QH»^'»-=0.08041QH 
horse-powers:  the  value  of  Q,  drawn  firom  this  equation,  and 
put  into  the  above  expression  of  the  diameter,  changes  it  to 

£  being  expressed  in  horse-powers.* 

As  to  the  exterior  diameter,  M.  Foumeyron  makes  it  horn 
1.20tf  to  l,44dj  according  as  J  is  greater  or  less.  In  the  turbines 
known  to  me,  d  has  varied  from  7.87  to  1.47  ft. 

The  number  of  floats  varies  also  with  the  diameter,  but  not 
proportionally ;  in  the  wheels  just  mentioned,  there  were  from 
thirty-six  to  eighteen,  and  the  guide  curves  were  from  sixteen  to 
nine. 

In  the  preceding  numbers,  we  have  given  to  the  floats  a 
height  equal  to  a  seventh  part  of  the  interior  diameter  of  the 
wheel.  But  when  the  gate  is  only  raised  a  littie  compared  to 
this  height,  which  vrill  be  necessary  in  case  of  a  scarcity  of  water, 
the  efiect  is  very  small,  as  I  have  already  observed;  the  motive 

*Thtoexin«flBioo  auwen  to  Hie  rrench  ^^eketai,"  or  75 Ulognniimei  ratoed  cm 
metre  In  laelght  ereiy  seoond  =  642^  lbs.  ft.  Hie  equation  tbr  ih»  English  hozBe- 
power,  or  S60  Ibe.  laieed  one  fbot  in  height  ereiy  second,  would  be 


i=:U€lil/ 


hVh  ' 

Teakslatok. 
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action  of  the  water  is  lost,  as  it  were,  in  too  great  a  space.  It 
wfMs  probably  to  preyent  this  loss  that  M.  FoomeyroD,  in  some 
of  his  later  constructions,  has  divided  the  turbines,  in  their 
height,  into  two  or  three  stages,  by  means  of  one  or  two  horizon- 
tal diaphragms,  made  of  iron  plates. 

The  theory  of  Borda  (382)  was  a  direct  guide  to  this  mechanist 
in  the  disposition  of  his  floats.  In  order  that  the  water  launched 
by  the  cylinder  should  arrive  upon  them  without  shock,  he 
established  their  first  element  in  the  direction  of  the  resultant 
of  the  velocities  of  arrival  and  of  the  wheel;  but  as,  in  a  turbine, 
the  latter  velocity  may  vary  cousiderably,  may  be  even  doub- 
led, without  any  marked  change  in  efiect,  it  became  necessary 
to  take  a  mean  term;  and  very  generally,  M.  Foumeyron 
has  placed  the  first  element  nearly  perpendicular  to  the  inte- 
rior circumference,  and  he  has  given  the  guide  curves  an  angle 
of  30^  with  this  same  circumference.  In  order  that  the  water 
may  issue  without  velocity,  it  would  be  requisite  that  the 
fluid  filaments,  on  leaving  the  wheel,  should  issue  tangentially 
to  its  exterior  circumference,  and  that,  consequently,  the  angle 
made  by  them  with  it  should  be  zero ;  but  then  they  would  quit 
it  with  difficulty,  and  this  consideration  has  led  to  placing  the 
last  element  of  the  float,  which  has  a  great  influence  upon  the 
direction  of  the  water  at  its  issue,  so  as  to  make  an  angle  of 
from  10°  to  14°  with  the  circumference. 

Such  are  the  principal  rules  to  be  followed  in  making  tur- 
bines ;  but  they  are  not  to  be  adopted  without  some  reservation, 
and  some  respect  to  local  circumstances;  it  is  thus  that  M. 
Foumeyron  himself  has  done.  The  experience  of  more  than 
fifty  turbines,  which  he  has  probably  built  since  the  publication 
of  his  Memoir,  must  have  suggested  some  new  rules  and  numer- 
ous improvements.  But  he  has  published  nothing  upon  this 
subject;  it  is  a  secret  which  he  keeps  to  himself,  wishing 
probably  to  manage  his  patent  of  invention  to  the  best  advan- 
tage. We  hope,  however,  that  when  the  term  shall  have  expired, 
he  will  fiivor  the  public  with  his  precious  observations ;  and  that 
then,  competition  lessening  the  cost  of  turbines,  we  may  avail 
ourselves  of  them  frilly  and  freely^ 
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4.  Duct-Wheels  (Roites  h  couloirs), 

Tarbino  898.  M.  Burdiii  has  also  resolved  the  problem  of 
M.Burdin.  laji^g  the  water  properly  upon  a  horizontal  wheel  with 
curved  floats.  His  machine  is  also  composed  of  two 
parts,  the  one  fijced  and  the  other  moveable;  but, 
instead  of  making  them  concentric  with  each  other,  he 
has  put  the  second  below  the  first. 

To  get  an  idea  of  his  turbine,  imagine  a  basin  in  the 
form  of  a  circular  trough,  the  bottom  of  which,  being 
quite  thick,  is  pierced  with  holes  or  injecting  orifices, 
widened  at  the  top  to  prevent  contraction,  and  directed 
so  as  to  deliver  the  fluid  at  an  angle  indicated  bj 
theory. 

Immediately  below  this  feeding  basin  is  the  wheel. 
Its  upper  part  presents  also  a  circular  trough,  but  of 
very  small  depth,  upon  the  bottom  of  which  are  a  series 
of  short  tunnels  adjoining  each  other;  at  the  bottom  of 
each  of  them  is  a  pipe,  or  ^^  couloir  ^^  (a  small  duct  of 
sheet  iron,)  bent  so  as  to  have  its  upper  part  vertical  and 
its  lower  nearly  horizontal.  The  water,  on  issuing  from 
the  injectors,  is  received  in  the  trough,  or  rather,  by  the 
tunnels  which  compose  its  bottom;  it  descends  along 
these  pipes,  and  presses  against  the  bottom  of  them ; 
and,  acting  thus  by  its  weight  and  by  its  centrifugal 
force,  it  causes  the  machine  to  turn.  The  vertical 
planes,  which  we  may  imagine  as  passing  through  the 
pipes,  are  not  all  perpendicular  to  the  radii  of  the  wheel 
adjoining  their  origins ;  alternately,  one  plane  deviates 
a  little  to  the  right,  the  following  one  is  perpendicular  to 
the  radius,  and  the  third  deviates  a  little  to  the  left ;  so 
that  the  extremities  of  the  pipes  or  ducts  are  found,  al- 
ternately by  threes,  upon  three  circumferences  of  a  dif- 
ferent radius,  but  having  a  common  centre  at  the  same 
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point  of  the  axis  of  rotation.  In  this  manner,  the 
water  is  delivered  npon  three  distinct  circumferences ; 
the  fluid  issuing  from  one  pipe,  and  nearly  without 
progressive  motion,  incurs  no  risk  of  being  struck  by 
that  issuing  from  the  following  pipe.  This  disposition 
induced  M.  Burdin  to  give  his  machine  the  name  of 
turbine  of  alternate  discharge. 

He  established  one  at  Pontigibaud,  in  Auvergne. 
But,  simplifying  the  construction,  instead  of  the  annu- 
lar basin  established  above  the  wheel,  he  made  use  of  a 
water-lead,  closed  at  its  extremity,  and  with  a  block  of 
wood  fixed  upon  its  bottom,  in  which  were  placed  several 
injectors ;  so  that  the  water  was  delivered,  at  one  time, 
only  upon  the  part  of  the  periphery  of  the  wheel  lying 
immediately  beneath  the  course.  The  effect  obtained, 
measured  by  a  brake,  was  as  high  as  0.67PH,  and  with 
a  consumption  of  only  8.284  cubic  ft.  of  water,  instead 
of  9.89  cubic  ft.,  which  the  percussion  wheel  (for 
which  this  was  substituted)  would  have  required."^ 

399.  I  shall  here  mention  a  duct- wheel  upon  a  coni-  wheeiwitha 
cal  core,  designated  sometimes  under  the  name  of  pear- 
shaped  wheel  {rotie  en  poire),  and  which  B^lidor  has 
described  in  these  terms:  ^'We  see  in  some  places,  on 
the  (jaronne,  mills  of  a  very  singular  construction. 
The  wheel  is  a  species  of  drum,  having  the  figure  of  a 
reversed  cone,  and  which  turns  in  a  well  of  masonry 
made  expressly  for  it.  The  floats  are  applied  obliquely 
upon  the  surface  of  the  drum,  where  they  form  portions 
of  a  spiral.  These  floats,  thus  disposed,  compel  the 
wheel  to  turn  with  great  velocity,  and  also  the  mill- 
stone upon  the  same  axle ;  and  for  this  there  is  needed 
but  a  mere  thread  of  water.'*  {Architect.  Hydr.  $668). 

*  See  a  deflcrlptlon  of  this  machine  in  "  Annales  des  Mines,**  3d  aeries,  tome  III.* 
1833.  The  wheel  was  4.69  ft  in  dUmetcr  by  1.31  ft.  in  height;  and  had  thlrty-flz 
pipes  or  condalts. 


conical  core. 
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If,  instead  of  enclosing  this  wheel  in  a  curb  of  nearly 
its  own  form,  which  compels  us  to  leave  a  space  through 
which  the  water,  urged  by  its  centrifugal  force,  escapes 
without  effect,  we  should  surround  its  floats  with  a  con- 
ical envelope,  concentric  with  the  sur&ce  of  the  core, 
we  should  have  an  excellent  duct- wheel,  and,  says  M. 
Navier,  the  best  of  the  danaids. 

DanaYdfl.  400.  The  name  of  danaid  was  first  given,  bj  Camot,  to  a 
machine  of  M.  Manouri  d'Ectot,  the  principal  piece  of  which  was 
a  cask  or  small  tub  made  of  tin,  and  pierced  at  the  bottom  with 
a  hole,  through  which  issued  the  water,  which  entered  at  its 
upper  part.  The  axis  of  rotation  passed  through  it  also.  In 
this  tub  there  was  a  drum,  closed  at  its  ends,  with  a  diameter  so 
much  smaller  than  that  of  the  tub  as  to  leave  a  space  of  firom 
1^  to  1^  in.  between  them.  There  was  a  like  distance  between 
the  lower  base  of  the  drum  and  the  bottom  of  the  tub.  This  last 
space  was  divided  into  compartments,  by  vertical  partitions,  ter- 
minating at  the  edge  of  the  circular  opening  in  the  middle  of  the 
bottom. 

The  motive  water  was  delivered,  through  spouts,  tangentially 
*  to  the  interior  sur£ice  of  the  tub.  It  advanced  upon  this  sur&oe, 
rubbing  against  it,  and  imparting  thus  a  movement  of  rotation 
to  the  machine.  While  whirling  round,  it  descended  ;  on  arriv- 
ing at  the  bottom,  it  entered  the  compartmente,  and  was  directed 
towards  the  orifice  of  issue  ;  but  as  it  was  retarded  by  the  cen- 
triAigal  force,  it  issued  nearly  vdthout  velocity,  having  expended 
nearly  all  ite  force  upon  the  machine.  Carnot,  wishing  to  test 
ite  effect,  caused  it  to  raise  different  weighte,  and  he  found  that 
it  exceeded  0.70PH,  and  sometimes  even  0.75PH.* 

I  have  made  mention  of  this  machine  simply  because  it  is  a 
type  of  a  new  kind,  often  alluded  to  by  authors ;  for  it  has  not 
been  built  upon  a  large  scale. 

It  is  not  so  with  the  danaid  which  M.  Burdin  established 
at  a  saw-mill  near  the  Bourg-Lastic  (Puy-de-D6me),\  This  also 
was  a  tub,  with  ite  bottom  pierced  with  a  circular  orifice  of  about 

*  Rapport  do  M.  Caraot  &  rinsUtate,  In  the  '*Joaroal  des  Mines."  Vol.  XXXIV. 
page  813. 
t  Annales  deft  Mines.  1836.  p.  004. 


REACTION  WHEBLS.  441 

0.984  ft. ;  the  diameter  of  the  tub  was  3.93  ft.,  and  its  height 
7.54  ft.  At  0.328  ft.  above  the  orifice  is  a  vertical  tube  of  the 
same  diameter,  which  rises  to  the  top  of  the  cask,  and  through 
which  passes  the  axis  of  rotation.  Between  its  convex  surface 
and  the  concave  surface  of  the  cask  are  eight  vertical  partitions, 
deaoending  to  its  bottom. 

The  water  issuing  from  a  reservoir,  whose  height,  as  in  most  of 
the  turbines  of  M.  Burdin,  is  equal  to  that  of  the  moveable  part, 
BO  as  to  arrive  with  a  velocity  due  to  half  of  the  fall,  the  water, 
I  say,  let  on  with  a  slight  inclination,  and  tangentiallj  to  the 
interior  surface  of  the  cask,  impinges  against  these  partitions ;  it 
presses  against  them,  urges  them  forward,  and  so  puts  the  ma- 
chine in  motion  ;  arriving  at  the  bottom,  the  horizontal  velocity 
which  it  tends  there  to  take,  to  escape  through  the  orifice  at  the 
middle,  is  in  a  great  measure  destroyed  by  the  centrifugal  force, 
and  there  remains  scarcely  any  at  its  exit. 

5.  Reaction  Wheels. 

401.  Wo  desigoato  by  this  name,  machines  in  which  Be&ction 
the  water  contained  in  them,  and  which  issaes  from  them  ^ 
with  a  certain  effort,  reacts  upon  the  parts  of  the 
machine  opposite  the  orifices  of  issue  with  an  equal 
effort,  in  consequence  of  which  it  constrains  these  parts 
to  recoil,  and  so  occasions  the  motion  of  rotation.  The 
following  example  will  enable  us  to  appreciate  this 
mode  of  action ;  but  before  giving  it,  I  revert  to  a 
principle. 

The  equality  between  action  and  reaction,  which  is 
regarded  nearly  as  an  axiom  in  mechanics,  has  been 
directly  demonstrated  by  Daniel  Bernouilli,  in  the  case 
of  a  jet  issuing  from  a  vase  {Hydrodynamica,  pp.  279 
and  303).  He  found,  by  calculation  and  experiment, 
that  the  effort  exerted  upon  the  vase  by  the  reaction  of 
the  jet  was  equal  to  the  weight  of  a  prism  which  had 
for  its  base  the  orifice,  and  for  its  height  twice  the 
height  due  the  velocity  of  is9ue ;  and  we  know  that 
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such  is  the  measure  of  the  effort  of  which  the  jet  is 
capable  (234). 

Let  there  be  a  vase  or  great  vertical  tube,  of  which 

Fig. «.  A  is  the  base,  which  is  moveable  around  its  axis  C,  at 
the  foot  of  which  is  fixed  a  horizontal  tube  BD,  open 
at  B,  and  closed  through  its  remaining  extent.  If  this 
apparatus  be  filled  with  water,  the  fluid  will  exert  an 
equal  pressure  on  all  parts  of  the  tube ;  that  which 
taies  place  at  any  point  will  be  destroyed  by  the  pres- 
sure upon  the  point. diametrically  opposite,  and  there 
will  be  an  equilibrium.  But  if  we  make  an  orifice  at 
a,  for  example,  there  will  no  longer  be  a  pressure  upon 
this  point ;  that  exerted  upon  the  opposite  side  will  be 
no  longer  counterbalanced,  and  it  will  drive  the  tube  in 
the  direction  from  a  to  e;  the  jet  issuing  at  a,  acting 
by  its  reaction,  will  cause  the  machine  to  turn  around 
its  axis  C,  and  in  a  direction  opposite  to  its  own ;  in  the 
same  manner  as  the  elastic  fluid  arising  from  igniting 
the  powder  contained  in  the  charge  of  a  squib  or  rocket, 
issuing  downwards,  drives  it  rapidly  upwards. 

segner's  402.  If,  at  the  lower  part  of  the  great  vertical  tube 
A,  we  have  radiating  from  it  many  tubes  similar  to  BD, 
and  similarly  pierced,  we  shall  have  the  machine  of 
reaction  designed,  towards  the  middle  of  the  last  cen- 
tury, by  Segner,  professor  of  mathematics  at  Gottin- 
gen,  which  the  Germans  consequently  name  SegTier^s 
wheel  {Segnersche  Wasserrad). 

Euler,  having  made  this  an  object  of  his  studies, 
(^AcadSmie  de  Berlin^  1750,)  proposed,  1st,  to  give  a 
curved  form  to  the  horizontal  tubes,  so  as  to  obtain  a 
pressure  resulting  from  the  centrifugal  force;  2d,  to 
cause  the  water  to  issue  through  the  extremities  of  the 
tubes,  which  extremities  he  curved  so  as  to  make  them 
perpendicular  to  the  radius  of  the  wheel  drawn  to  them. 


machine. 
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403.  Lately,  M.  Manoari  d'Ectot,  profiting  by  the  Manonn^s 
indication  of  these  improvements,  planned  a  machine  ^^ 
such  as  we  see  in  Fig.  68.     Its  tubes,  swelling  in  the  '^*  ®- 
middle,  and  curved  like  an  go,  were  united  and  held  by 

iron  bars.  The  motive  water  is  conveyed  to  them  by 
means  of  a  great  vertical  tube,  which  is  bent  horizon- 
tally at  B,  and,  passing  under  the  wings  or  revolving 
arms,  rises  vertically,  and  terminates  at  the  common 
centre  C. 

These  wheels  have  been  successfully  established  in  the 
mills  of  Brittany,  of  Normandy,  and  of  the  environs 
of  Paris;  "from  authentic  experiments,  they  produced 
an  efiiBct  superior  to  that  of  the  best  executed  'pot 
wheels,' "  says  Carnot,  in  the  name  of  the  commission 
of  the  Institute  appointed  to  the  examination  of  this 
machine  {Journal  des  mines,  1813,  tom.  XXXIII). 
I  believe,  however,  that  in  common  practice,  we  cannot, 
without  difficulty,  keep  tight  the  junction  of  the  sta- 
tionary part,  the  tube  conducting  the  water,  with  the 
moveable  part,  the  wings  or  arms  of  the  wheel.  Other- 
wise, this  wheel  seems  better  fitted  than  any  other  to 
transmit  the  action  of  a  current  of  water  directed  from 
below  upwards,  such  as  issues  from  certain  Artesian 
wells. 

404.  Euler,  whose  ideas  upon  these  reaction  machines 
were  derived  from  Segner's,  designed  one  which  seemed 
to  him  better  fitted  to  reap  the  full  advantage  of  this 
mode  of  the  action  of  water.  It  had  the  form  of  a 
great  bell,  or  rather,  it  was  a  truncated  cone,  hollow  in 
the  middle ;  consisting  of  two  concentric  sur&ces,  made 
of  sheet  iron  plates,  with  a  space  between  them,  open  at 
the  top  and  closed  at  the  bottom ;  small  bent  pipes  were 
fitted  vertically  all  around,  and  at  the  bottom,  their  ex- 
tremities being  horizontal  and  in  the  direction  of  the 
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motion,  or  rather,  in  a  direction  opposite  to  it.  The 
motive  water  entering  at  the  top  of  the  machine,  filled 
the  space  between  the  two  conical  envelopes,  and  issued 
through  the  small  tubes.  Though  unwieldy,  thi3  ma- 
chine haa  been  used  advantageously  in  France. 

Three  years  after,  Euler  gaVe  a  more  complete  the* 
ory  of  reliction  wheels ;  and  on  this  occasion,  he  pro-* 
jected  a  second,  which  is  described  in  the  Memoirs  de 
Fig.e8««.  VAcad^mie  de  Berlin^  1754.  It  consisted  of  two 
parts,  placed  one  above  the  other.  The  upper  was 
immovable,  and  formed  a  cylindrical  and  annular  res- 
ervoir, with  small  tubes  fixed  to  the  bottom,  rectilinear, 
but  inclined  at  an  angle  determined  by  calculation,  and 
delivering  the  water  upon  the  lower  part.  The  latter, 
moveable  around  its  axis,  presented  at  the  top  an  annu- 
lar trough,  from  the  bottom  of  which  projected  twenty 
tubes,  diverging  in  their  descent,  the  ends  of  which,  bent 
horizontally,  delivered  the  water  in  the  air.  All  of 
these  pipes  were  covered,  as  far  as  the  bending,  by  a 
smooth  sheet  iron  surface,  designed  to  lessen  the  resist- 
ance of  the  air. 

Such  a  machine,  with  tubes  uniformly  curved,  not 
being  obstructed  at  their  extremity,  and  not  being 
entirely  full  of  water,  has  a  close  resemblance  to  the 
duct  wheels  of  M.  Burdin,  Sec.  398 ;  and  the  the- 
ory of  Borda  would  be  equally  applicable  to  it. 
Machines  405.  The  Icamed  engineer  whom  we  have  just  named, 
M.Batdin.  Mid  to  whom  the  works  of  Euler  were  unknown,  also 
Ecjicuontur-  mg^g  ^  redctiofi  turbine,  which  bears  a  great  resem- 
blance to  that  of  the  illustrious  geometer.  We  give  a 
short  description  of  one  which  he  established  at  the  mill 
of  Ardes,  in  the  department  of  Puy-de-Dome. 
Fig.  68.  The  &11  is  6.56  ft.  Under  a  wooden  basin,  where  the 
water  is  maintained  at  a  constant  height  of  8.28  ft.,  is 


bines. 
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placed  the  machine  of  rotation  .represented  in  Fig.  69. 
Three  injecting  orifices,  fitted  to  the  bottom  of  the  basin, 
deliver  the  water  horizontally  in  the  crown,  or  small 
annnlar  basin,  which  forms  its  upper  part.  It  then  en- 
ters into  three  pyramidal  enclosures,  with  vertical  axes, 
whose  extremities  are  bent  horizontally,  having  an  ori- 
fice of  issue.  The  height  of  the  machine  is  3.28  ft. ; 
and  generally,  it  is  one  half  the  fall. 

It  is  contrived  so  that  the  turbine,  under  the  inject- 
ing orifices,  may  have  a  velocity  of  14.53  ft.,  that  due 
the  height  of  3.28  ft.  The  water  arriving  upon  the 
machine  with  a  velocity  equal  to  that  of  the  points 
which  receive  it,  there  is  no  shock.  Moreover,  the 
head  upon  the  orifices  of  the  conduits  being  3.28  ft., 
the  water  will  issue  from  them  also  with  the  relative 
velocity  of  14.53  ft. ;  and  as  that  of  the  orifices  in  an 
opposite  direction  is  the  same  in  value,  the  absolute 
velocity  of  the  fluid  will  be  zero.  The  two  conditions 
necessary  for  the  maximtiin  of  efiect  are  thus  fulfilled, 
and  the  dynamic  efiect  of  the  turbine  will  be  PH. 

But  in  practice,  many  circumstances  always  occur  to 
change  the  conditions  of  this  greatest  efiect.  Still,  M. 
Burdin  has  never  seen  the  useful  efiect  of  his  reaction 
turbines  below  0.65FH,  and  sometimes  it  has  been  as 
high  as  0.75PH  {Annales  des  mines,  tom.  III.  1828). 

406.  Nearly  a  century  has  elapsed  since  the  theory  of  reaction        ^^^^ 

machines  was  the  object  of  Eoler's  researches  (402,  404) :  his  upon  the  theory 

memoirs  upon  this  subject,  which,  however,  I  am  not  in  a  situa-       ..  ^^  ^   . 

*^  .  ,  roictlon  wheel*. 

tion  to  properly  appreciate,  bear,  according  to  competent  judges, 

the  impress  of  his  analytical  genius.  But  since  their  publica- 
tion, and  partly  in  consequence  of  the  works  of  this  great  man, 
the  theory  of  machines  in  motion,  especially  in  all  pertaining  to 
their  dynamic  efiect,  has  reached  a  much  greater  degree  of  gene- 
rality and  simplicity. 
For  a  sommary  application  to  reaction  wheels  of  this  theory, 
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the  principal  points  of  which  I  have  already  mentioned  in  Sec. 
297, 1  will  suppose,  with  M.  Navier,  that  the  water  enters  them 
without  shock,  and  runs  through  them  without  a  sudden  change 
of  velocity ;  I  shall  only,  then,  have  to  consider  its  absolute 
velocity  immediately  after  its  exit  from  the  machine.  We  have 
demonstrated  (392)  that  when  water  issues  through  orifices  made 
in  the  circumference  of  a  wheel  in  motion  around  its  vertical 
axis,  its  velocity,  relatively  to  that  of  the  machine,  is,  upon  the 
last  element  of  the  orifices,  s/^gh  -\-\?^h  being  the  height  of  the 
reservoir  above  these  orifices,  and  v  their  velocity  of  rotation. 
We  suppose  their  extremity  to  be  horizontal,  and  perpendicular 
to  the  radius  of  the  circumference  described ;  then,  their  velocity 
V  is  found  directly  opposed  to  that  which  the  fluid  possesses 
upon  this  extremity,  and  its  absolute  velocity,  immediately  after 
quitting  it,  is  then  s/^gh  +  r*  —  v.  But  the  dynamic  eflfect  is 
equal  to  the  force  of  the  motor,  minus  the  half  of  the  vis  viva 
which  the  water  possesses  after  issuing  firom  the  machine  (297), 
and  we  shall  thus  have 

This  equation  shows  that  the  effect  is  greater,  as  the  complex 
fiictor  of  the  second  term  in  the  second  member  is  smaller,  and 
that  it  will  be  at  its  maximum  and  equal  to  PA,  when  this  factor 
is  zero;  now,  we  cannot  have  >\/2«'A-|-v*  —  v  =  0,  except  r  is 
infinite.  Whence  we  conclude,  that  in  reaction  machines,  the 
effect  can  never  be,  even  in  theory,  equal  to  the  force  of  the 
motor,  and  that  it  is  greater,  in  proportion  as  the  velocity  of 
rotation  is  the  more  considerable. 

Finally,  this  very  year  (1838),  M.  Combes,  mining  engineer, 
took  up  the  theory  of  reaction  machines,  and  extended  it  to 
all  the  circumstances  of  motion :  after  having  studied  carefully 
that  of  Euler,  he  established  a  more  general  one,  which  he  pre- 
sented to  the  Academy  of  Sciences ;  but  as  yet,  it  has  not  been 
published.  From  the  short  notice  upon  this  subject,  inserted  in 
the  reports  of  the  sessions  of  the  Academy  of  Sciences  (session 
of  6th  August) ,  the  formulas  of  M.  Combes  indicate  in  reaction 
machines,  what  those  of  M.  Poncelet  have  shown  for  turbines, 
that  the  velocity  of  the  wheel  may  experience  great  variations, 
either  increasing  or  decreasing,  from  that  giving  the  maximum  of 
efiect,  without  a  marked  diminution  in  this  effect.     *'  It  is  neces- 
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sary,"  obeerres  the  author,  '<  that  the  gates  of  the  reaction  wheel 
.should  be  fixed  upon  the  wheel  itself;  and  in  order  that  the 
useful  eflfect  maj  remain  always  the  same,  notwithstanding  the 
variations  in  the  volume  of  water,  it  is  requisite  that  the  gates 
should  act  at  once  upon  the  whole  of  the  orifices  of  entry  and 
issue  of  the  moveable  pipes,  which  should  have  between  them  a 
constant  ratio,  determined  by  the  equation  of  motion." 

Appendix^  containing  some  observations  upon  the 
effect  of  grist-mills. 

The  horizontal  wheels  of  which  we  have  been  speaking,  espe- 
cially the  wheels  properly  so  called  (377,  380),  are  usually 
attached  to  grist-mills ;  these  also  present  the  most  frequent  ex- 
amples of  vertical  wheels ;  their  product  is  of  the  most  general 
use,  and  is  most  intimately  connected  with  our  first  necessities ; 
these  considerations  induce  me  to  state  the  little  that  is  precisely 
known  as  to  their  useful  eflbct. 

407.  What  is  the  resistance  opposed  by  grain  to  the  mill-  useful  effect, 
stone  ?  this  is  the  first  question  to  be  resolved.    Its  solution  will 
dilfer  for  each  kind  of  grain ;  we  restrict  ourselves  to  the  most 
important  of  all,  that  of  com  or  wheat. 

Fabre,  from  some  observations  made  upon  the  mills  of  Pro- 
vence, estimates  the  resistance  or  efibrt  opposed  by  com  to  grind- 
ing, supposing  that  this  efibrt  acts  at  two  thirds  of  the  radius  of 
the  runner-stone,  as  the  twenty-second  part  of  the  weight  of  this 
stone,  inclusive  of  its  fixtures. 

Galling  d  the  diameter  of  the  millstone,  s  its  thickness,  4r  the 
weight  of  a  cubic  foot  of  the  material  composing  it,  and  v  the 

number  of  turns  made  by  it  in  one  minute ;  its  weight  is  -  d*f «, 

and  its  velocity  at  the  extremity  of  the  radius  -^ .    The  dynamic 

effect,  being  the  efibrt  of  resistance  multiplied  by  the  velocity  of 
its  point  of  application,  will  be 

^  .  ^  5«6^  X  i  .  ^^=0.00125^f^t;. 

1ie  specific  gravity  of  siliceous  or  calcareous  stones,  of  which 
aillstones  are  made,  never  varies  more  than  firom  150  to  170 

«  EiMAi  snr  lea  machines  hydratillqaes,  ot  en  particnller  sur  les  moallns  k  bU, 
c234. 
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lbs.  per  cub.  ft.  On  aoooont  of  their  fizturoB,  we  raise  it  to  190 
lbs.,  which  will  then  be  the  value  of  4»;  and  we  shall  have  for 
the  expression  of  the  useful  effect  of  the  millstone, 

This  value  should  only  be  regarded  as  approximate. 

Force  to  grind      408.  The  question  of  the  useful  effect  of  mills  may  be  solved 

a  given       ijy  a  method  of  more  direct  interest  to  us,  in  determining,  by 
qaanUtyofcorn.  .         ,     ,      «  .    ,        .  .        « 

experiment,  the  force  necessary  to  grind  a  given  quantity  of  com. 

M.  Navier,  combining  and  investigating  the  various  published 
documents  upon  this  subject,  concludes  that  to  grind  2.205  lbs. 
of  com,  would  require  us  to  impress  the  millstone  with  a 
dynamic  force  or  quantity  of  action  equal  to  40202  *^<^:*  there 
would  then  be  3015200*'"-'^  for  a  hectolitre  or  2.838  bush,  of 
com,  the  weight  of  the  hectolitre  being  165.4  lbs.  as  a  mean 
term.  We  usually  estimate  the  work  of  a  millstone  by  the  num- 
ber of  hectolitres  ground  in  one  hour ;  so  that  the  quantity  of 
action  which  must  be  developed  during  this  time  will  be  3.015200 
lbs.  ft.  per  hectolitre,  or  839.36*^'^  in  one  second;  a  fooroe 
equivalent  to  that  of  1.54  horse-powers.  This  value  is  much  too 
small.  M.  Hachette,  measuring  the  force  by  means  of  the 
dynamometric  brake  applied  to  the  shaft  of  the  motive  wheel  of 
a  mill  near  Paris,  which  worked  only  on  a  large  scale,  found  it 
2.26  horse-powers.  At  the  mills  in  the  environs  of  Toulouse, 
MM.  Tardy  and  Piobert,  with  a  brake  fitted  to  the  shaft  carrying 
^  the  grinding-stone,  giving  immediately  the  force  of  this  stone, 

found  it  from  2.80  to  2.87  horse-powers.  M.  Egen,  among  his 
numerous  dynamometric  observations,  found  it  3.56  at  one  of  the 
good  mills  of  Westphalia, — mills  whose  yield  is,  in  truth,  very 
small. 

From  these  facts,  and  some  others,  I  shall  infer,  that  the  force 
of  a  millstone,  to  grind  2.84  bushels  of  com  per  hour,  exceeds 
that  of  two  horses ;  most  frequently,  it  will  be  nearer  three.  To 
prevent  all  misreckoning,  we  will  adopt  the  last  estimate ;  espe- 
cially if  we  refer  it  to  the  moving  wheel  of  the  mill,  a  wheel 
which  usually  transmits  its  action  to  the  runner-stone  through 
the  intervention  of  gearing,  which  absorbs  a  part  of  this  action. 
We  shall  consequently  admit,  that  generally,  the  force  which  a 
tniU^whed  should  possess  is  a  three  horse  power  per  hectolitre  (2.84 
bush.)  of  com  ground  in  an  hour, 

*  Arehltectaro  bydronllqac,  p«r  B^lidor  ot  Navier,  tome  T.  p.  461. 
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409.  As  a  wheel  only  takes  the  m*  part  of  the  force  of  the 
motive  current,  the  force  of  this  current,  on  the  basis  we  haye 

o 

laid  down,  should  be  —  :    the  value  of  m,  for  the  different 

wheels  we  may  employ,  has  been  given  in  this  chapter.  It  is 
about  0.70  for  good  vertical  wheels  and  turbines  ;  thus,  in  em- 
ploying such  machines,  we  should  have  to  count  upon  a  force  of 
water  of  four  horse-powers,  at  least,  for  each  hectolitre  to  be 
ground  in  an  hour.    For  any  wheel,  this  will  be  the  force  of  the 

current,  or  .11507QH  (282),  divided  by— ;  or  .03835mQH. 

m 

410.  That  we  may  be  enabled  to  judge  of  the  actual  amount  Effect  or  mills 
of  work  of  diflerent  mills,  and  of  their  mechanical  as  well  ,  ^^'o^e 

'  to  experience- 

as  economical  effect,  I  give,  in  the  following  table,  the  re- 
sults of  some  authentic  observations.  I  there  indicate  the  kind 
of  wheel  used,  as  well  as  the  value  of  m  corresponding  to  it, 
according  to  the  basis  above  established  (408) .  In  a  note  con- 
cerning each  observation,  I  shall  furnish  some  data  in  regard 
to  the  mill  where  it  was  made. 

Bat  first,  I  remark,  that  the  same  grinding-stone,  with  the 
same  discharge  of  water,  and  with  the  same  &11,  may  grind,  in 
the  same  time,  quantities  of  grain  which  may  vary  as  one  to 
three,  and  even  more,  according  as  the  grain  is  coarse  or  fine, 
hard  or  soft,  or  according  as  it  is  to  be  made  into  the  fine  flour 
for  the  bakeries  or  the  coarse  for  military  stores.  So  that  we 
must  regard  only  as  mean  terms  the  ratios  indicated  in  this 
table,  as  well  as  in  the  works  of  different  authors,  between  the 
quantity  of  grain  ground  and  the  force  employed  to  grind  it. 
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(a)  "  I  learn,"  says  Evans,  (p.  131  of  his  MUlunight  and 
Miller^s  Guide,  translated  by  M.  Benoifc,)  <*that,  from  exact 
experiments,  made  at  the  expense  of  the  English  government,  it  is 
ascertained  that  a  power  of  forty  thousand  cubic  ft.  of  water 
falling  one  foot,  can  grind  and  bolt  one  bushel  of  com."  Does 
the  power  act  directly  upon  the  millstone?  If  there  was  an 
intermediate  machine,  what  was  it?  Evans  does  not  tell  us. 
The  &ct  which  he  reports  indicates  a  force  of  3.6  horse-powers, 
for  grinding  and  bolting  the  hectolitre,  equal  to  2.84  bushels ; 
I  take  three  for  the  grinding  only. 

(b)  Observation  made  by  M.  Mallet,  engineer,  upon  a  mill  of 
the  English  pattern,  in  the  neighborhood  of  Paris.  The  grind- 
ing-stone  was  4.265  ft.  in  diameter,  and  made  from  100  to  120 
turns  per  minute. 

(c)  General  result  of  very  numerous  observations  of  Evans 
upon  the  mills  of  the  United  States  of  America.  The  bucket- 
wheels  employed  are  badly  constructed  and  badly  disposed,  and 
present  too  great  a  height  of  water  above  the  summit.  The  mill- 
stones are  generally  five  feet  in  diameter,  and  make  100  turns  in 
a  minute.     (Miller's  Guide,  pp.  118—124). 

(<Q  Egen  made  this  observation  upon  a  mill  in  Westphalia. 
The  wheel,  which  was  12.66  ft.  in  diameter,  drove  a  millstone 
having  only  4.65  ft.  diameter,  and  making  sixty-two  turns  per 
minute.  It  made  per  hour  only  82.22  lbs.  of  fine  flour;  the  other 
mills  of  the  country  do  not  yield  more,  according  to  the  report  of 
the  author. 

(e)  This  fact  relates  to  a  mill  established  upon  a  small  stream, 
near  Montauban,  and  working  only  at  intervals ;  according  to  the 
supply  of  water,  it  yields  198,  165  and  132  lbs.  of  flour. 

(/)  I  made  this  observation  upon  one  of  the  best  mills  in  the 
neighborhood  of  Toulouse,  the  Bayard  Mill,  established  on  the 
canal  of  Languedoc.  It  was  a  merchant-mill,  and  yielded  an 
unusual  product ;  one  pair  of  stones  ground  5}  bushels  of  com 
per  hour;  and  the  other,  newly  sharpened,  went  as  high  as 
11^  bushels. 

(g)  The  ordinary  product  of  the  good  mills  on  this  canal, 
which  I  indicate  in  this  line,  is  in  no  case  above  220  lbs.  of  flour, 
when  they  work  for  the  bakeries. 

{h)  A  mile  below  the  mill  of  Bayard,  is  that  des  Minimes, 
upon  which  MM.  Piobert  and  Tardyi  after  having  executed  the 


WATER-PRESSURE  ENGINES.  451 

dynamometrio  experiments  mentioned  in  Sec.  379,  also  made 
various  observations  apon  the  grinding ;  that  noted  in  the  table 
was  done  by  a  millstone  newly  picked,  and  working  for  traffic ; 
it  yielded  about  six  bushels.  But  at  its  side  was  another  mill- 
stone, which  had  been  picked  a  month  and  a  half,  and  which,  with 
a  nearly  equal  force,  only  made  three  bushels  (of  fine  flour,  it  is 
true) ;  it  expended  thus  per  hectolitre  a  power  of  more  than  six- 
teen horses,  though  the  mechanism  was  properly  disposed. 

({,  kf  I)  These  three  observations  were  also  made  by  MM.  Tardy 
and  Piobert,  upon  three  difibrent  stones  of  the  mill  of  Bazacle. 
The  first  had  been  dressed  an  hour  and  a  half  only,  and  made  flour 
for  ammunition  bread.  The  second  had  been  dressed  eight  days, 
and  worked  for  a  bakery.  Finally,  in  the  last,  the  flour  was 
ground  very  fine,  and  the  millstone  had  been  lightly  picked  some 
days  previous.  These  grinding-stones,  as  well  as  all  those  of  the 
country,  are  made  of  porous  silex ;  they  are  generally  5.74  ft.  in 
diameter,  and  make  about  eighty  turns  per  minute.  They  do  not 
accomplish,  per  hour,  more  than  one  to  one  and  a  half  hectolitres, 
rarely  two ;  and  the  proprietors  of  the  mills  are  satisfied  if  they 
obtain  regularly  one  hectolitre.  Elsewhere,  it  is  said,  more  is 
accomplished;  and  according  to  M.  Ta£fe,  the  trough-mills  of 
Provence  yield  more  than  six  hectolitres  per  hour,  and  do  not 
expend  a  force  of  six  horses  per  hectolitre.* 


CHAPTER    III. 

MACHINES  WITH  ALTERNATING  MOTION. 

Hydraulic  macliines,  which,  instead  of  a  rotatory 
motion,  work  with  a  reciprocating  motion,  are  but 
little  used  in  the  industrial  arts ;  I  know  of  but  two 
that  are  extensively  used,  the  water-pressure  engine 
and  the  hydraulic  ram. 


***  Application  des  prtnelpos  de  m6canlqae  aox  diverges  mACliloefl.'*  A  eoirent 
furntahing  14.4i4  cab.  ft  per  second,  with  a  Ml  of  21.65  ft.,  yields  per  hour  1066  lbs.  of . 
floor ;  that  is  6.40  hectolitres,  and  a  fbrce  of  5.62  horse-powers  per  hectolitre. 
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ARTICLE   FIRST. 
The  water-pressure  engine, 

411.  This  machine  consists  of  a  cylinder,  or  work- 
ing-barrel, in  which  moves  a  piston  impelled  by  the 
weight  of  a  high  column  of  water,  contained  in  an 
upright  pipe.  To  the  piston  rod  is  fitted  a  connecting 
rod  or  working  beam,  which  transfers  the  motion  to  the 
common  pumps  or  other  operators;  sometimes,  though 
rarely,  we  fit  to  it  a  mechanism  which  transforms  the 
reciprocating  into  a  rotatory  motion. 

The  first  idea  of  such  a  machine  is  due  to  B^lidor, 
who,  in  the  second  volume  of  his  Architecture  Hydrau- 
lique,  published  in  1739,  makes  known  the  considera- 
tions which  led  him  to  this  discovery,  and  enters  into 
all  the  details  of  its  construction.  It  was  not,  however, 
till  ten  years  after,  that  a  machine  of  this  description 
was  made;  it  was  made  by  Hoell,  at  the  mines  of 
Schemnitz,  in  Hungary.  Then  some  others  were  built 
at  these  same  mines,  as  well  as  at  those  of  different 
parts  of  Germany,  where  they  were  called  HoslTs 
machines. 

But  their  construction  and  establishment  required 
artists  of  a  superior  order  to  those  commonly  employed  ; 
they  required,  especially  for  their  maintenance,  much 
care  and  expense ;  and  the  eflFect  which  they  rendered 
was  not  proportioned  to  the  expense.  Thus,  they  were 
falling  into  disfavor  and  disuse,  when  a  peculiar  circum- 
stance, thirty  years  ago,  drew  towards  this  machine  the 
attention  of  a  man  of  genius,  Reichenbach,  one  of  the 
most  accomplished  mechanists  of  our  age.  Being  occu- 
pied, by  order  of  his  sovereign,  at  the  salt-pits  of  Bavaria, 
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in  the  extreme  branches  of  the  Tyrolean  Alps,  the  work- 
ing of  which  (becoming  more  and  more  expensive)  was 
on  the  point  of  being  abandoned,  he  conceived  and  exe- 
cuted the  grand  and  bold  design  of  taking  the  salt 
water  immediately  from  its  sources,  and  leading  it  across 
a  mountainous  country,  a  distance  of  68  miles,  to  a 
district  where  there  was  abundance  of  wood  necessary 
for  the  manufacture  of  the  salt.  Eleven  water-pres- 
sure engines,  some  single  acting  and  some  double,  and 
all  on  a  new  principle,  were  employed,  with  great  suc- 
cess, for  this  purpose ;  one  of  them,  that  of  lUsang, 
raised  water,  at  one  jet,  to  a  vertical  height  of  1168  ft., 
and  thus  carried  it  across  a  deep  valley. 

Some  years  after  these  gigantic  works  were  com- 
pleted, which  was  in  1817,  a  quite  vague  report  of  it 
came  to  M.  Juncker,  engineer,  director  of  the  mines 
of  PouUaouen  and  of  Huelgoat,  in  Brittany,  at  a  time 
when  he  himself  was  occupied  with  the  establishment 
of  a  water-pressure  engine  at  the  last  of  these  mines. 
He  repaired  to  Bavaria,*  there  saw  Beichenbach  and 
his  wonderful  constructions,  submitted  to  him  his  plans, 
received  his  advice,  and,  after  his  return  in  1881,  exe- 
cuted the  greatest  and  the  most  beautiful  hydraulic 
machine  which  we  have  in  France. 

412.  This  machine,  or  rather  these  two  machines,  for     Machines 
there  are  two  precisely  alike,  side  by  side,  are  designed    uue^goat 
to  drain  the  water   from   the   mine,  the  quantity  of     Fig.  to. 
which  may  be  as  high  as  7000  cubic  ft.  per  hour.     M. 
Juncker  established  these  machines  at  about  360  ft. 
below  the  surface  of  the  ground,  in  the  middle  of  the 
pits,  to  the  bottom  of  which  all  the  water  was  conducted, 
at  a  depth  of  1080  ft.     For  this  purpose,  he  threw  over 
the  chasm  of  the  pits  a  cast  iron  bridge,  resting  upon 
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freestone  abutments,  and  with  all  the  appliances  that  art 
coald  furnish  to  insure  its  stability. 

On  this  bridge  he  planted  the  two  great  cylinders  A, 
the  principal  pieces  of  the  engines. 

They  are  of  cast  iron,  and  open  at  the  top ;  each  is 
8.37  ft.  in  diameter  by  9.02  ft.  in  height.  The  piston 
B  is  made  of  brass,  and  has  only  a  simple  leather  pack- 
ing (425) ;  its  stroke  is  7.54  ft.,  and  it  makes  5|  per 
minute.  At  its  centre  is  fitted  an  iron  rod  C,  which 
passes  through  the  base  of  the  cylinder,  and  descends 
vertically  to  the  bottom  of  the  pit,  where  it  is  fitted 
immediately  to  the  piston  of  a  pump  established  there, 
and  which,  at  one  jet,  raises  the  water  754  ft.  in  verti- 
cal height ;  there  it  is  delivered  into  the  discharge  gal- 
lery. 

At  the  foot  of  the  cylinder  is  a  tube  D,  through 
which  enters  the  motive  water  designed  to  raise  the 
piston,  and  through  which  it  afterwards  issues  when  it 
descends.  Another  piston,  the  regtdator  E,  which 
moves  to  and  fro  in  the  cylindrical  box  F,  puts  alter- 
nately this  tube  in  communication  with  the  water-pres- 
sure tube  ending  at  G,  and  with  the  discharge  tube  H, 
which,  being  bent  in  a  vertical  direction,  ascends  to  a 
height  of  45.93  ft.  or  to  a  level  with  the  discharge  gal- 
lery. The  height  of  the  pressure  tube  is  242.78  ft. ; 
this  is  the  head  which  impels  upwards  the  piston  B;  in 
an  opposite  direction,  as  it  were,  we  have  a  head  of  45.93 
ft.,  by  reason  of  the  ascent  just  mentioned;  so  that  the 
head  or  effective  fall  is  but  196.85  ft.  If  the  machine 
had  been  established  on  a  level  with  the  discharge  galle- 
ry, the  pressure  pipe  would  have  had  but  this  last  height, 
and  we  should  not  have  been  compelled  to  raise  all  the 
motive  water  this  height  of  45.98  ft.    But  it  was  desir- 


WATER-PRESSURE  ENGINES.  455 

able  that  it  should  equipoise  in  part  the  enormous 
weight  (about  35287  lbs.)  of  the  rod  C,  which  would 
have  drawn  too  forcibly  the  piston  in  its  descent,  and 
would  have  increased  too  much  the  weight  to  be  raised; 
an  equilibrium  is  thus  produced  by  the  weight  of  a  col- 
umn of  water  having  the  piston  for  its  base,  and  45.93 
ft.  for  its  height.  Such  a  hydraulic  balance  is  worthy 
of  note. 

Notwithstanding  all  the  interest  which  the  ma- 
chine of  M.  Juncker  possesses,  I  shall  not  enter 
into  the  details  of  its  construction,  of  its  regulating 
mechanism,  nor  even  speak  of  its  accessories,  such  as 
the  iron  bridge,  the  pits,  the  aqueduct  galleries,  &c. 
All  these  objects  are  amply  discussed  in  a  complete  and 
philosophical  description  which  the  author  himself  has 
published.  {^Annales  des  mines ^  tom.  VIII.  1885.) 

413.  Still,  I  will  endeavor  to  give  an  idea  of  his  system  of 
regulation,  a  system  the  basis  of  which  is  dne  to  Reichenbach, 
and  which  is  admitted  to  be  that  best  fitted  for  water-pressure 
engines. 

The  principal  piece  is  the  regulator  piston  £.  It  is  a  hollow  Begnutor 
brass  cylinder,  and  is  perfectly  turned  and  polished :  its  height,  8y»tom. 
which  is  triple  that  of  the  junction  pipe  D,  is  divided  into  three 
parts ;  that  of  the  middle,  being  a  little  over  a  third  of  the  height, 
is  smooth  on  its  exterior  sur&ce ;  the  two  others  are  fluted, 
each  having  eight  grooves,  whose  depth,  at  first  nothing,  in- 
creases as  they  approach  their  respective  bases ;  so  that  their 
vertical  section  is  a  right  angled  triangle.  Suppose,  now,  that 
the  great  piston  B  is  at  the  bottom  of  its  stroke,  and  the  regu- 
lator, being  midway  of  its  descending  stroke,  and  entirely  cov- 
ering the  communicating  pipe,  continues  its  descent ;  as  is 
represented  in  the  figure  (made  on  a  scale  of  ■^),  The  water, 
which  is  upon  the  head  of  the  regulator,  under  the  pressure  of 
the  entire  fall,  passing  at  first  through  the  foot  of  the  grooves, 
will  begin  its  arrival  under  the  piston  in  very  small  quantities, 
and  will  accordingly  urge  it  upwards  with  an  extremely  small 
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velocity :  the  flow  of  the  water  and  its  velocity  gradually  in- 
creases, and  will  be  at  its  maximum  when  the  upper  base  of  the 
regulator,  in  its  descent,  shall  be  found  at  the  level  of  the  lower 
edge  of  the  connecting  tube ;  then  the  piston  B  will  be  in  the 
middle  of  its  ascending  stroke.  At  this  moment,  the  regulator, 
by  means  of  a  mechanism  which  we  shall  soon  describe,  will 
take  an  ascending  direction,  and  will  contract  the  orifices  for 
the  entrance  of  the  water,  in  the  same  ratio  as  it  had  opened 
them  in  its  descent ;  so  that  in  the  middle  of  its  stroke,  it  will 
entirely  cover  the  opening:  no  more  water  will  arrive  in  the 
cylinder,  and  the  piston  B,  having  reached  the  limit  of  its 
stroke,  will  stop.  The  regulator  continuing  to  ascend,  its  lower 
grooves  will  present  themselves  by  degrees  before  the  connecting 
tube ;  the  water  in  the  cylinder,  pressed  by  the  weight  of  the 
piston  and  its  appurtenances,  will  issue  through  the  grooves, 
and  reach  the  emission  tube  H,  at  first  in  small  quantities, 
and  the  piston  B  will  begin  gently  to  descend ;  then  it  will 
descend  more  and  more  rapidly,  until  the  regulator  reaches  the 
end  of  its  stroke ;  then  it  will  again  descend,  diminishing  the 
emission  more  and  more,  till  it  becomes  nothing.  It  follovrs 
from  this,  that  the  velocity  of  the  piston,  whether  ascending  or 
descending,  is  at  first  eztemely  small ;  that  it  then  increases 
gradually  up  to  the  middle  of  its  stroke  ;  and  then  it  diminishes 
gradually  to  zero.  In  this  manner,  all  sudden  action  and  shocks 
are  avoided,  so  that  one  standing  by  the  machine  does  not  hear 
the  least  noise,  and  is  astonished  at  the  ease  and  smoothness 
with  which  it  performs  its  great  movements.  By  simple  grooves, 
suitably  made  in  the  upper  as  well  as  the  lower  part  of  the 
small  piston,  have  been  thus  completely  solved  both  the  great 
theoretic  problem  of  preventing  every  loss  of  vis  viva,  and  the  no 
less  important  practical  problem  of  avoiding  concussions,  a 
principal  cause  of  the  destruction  of  machines. 

To  counterbalance  the  efibrt  exerted  by  the  column  upon  the 
head  of  the  regulator  or  piston  £,  another  piston,  I,  is  placed 
immediately  above,  which  moves  in  the  bos  E,  having  a 
diameter  a  little  greater  than  that  of  F,  and  this  piston  is  con- 
nected with  the  first  by  an  iron  rod.  In  this  manner,  the  water 
contained  and  pressed  in  the  two  cylinders  will  exert  upon  the 
piston  I,  from  below  upwards,  an  effort  a  little  greater  than  that 
which  it  exerts,  from  above  downwards,  upon  the  piston  £ ;  con- 
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sequently,  the  efystem  will  rise,  and  will  naturally  be  held  at  the 
top  of  the  common  stroke.  To  make  it  descend,  the  piston  I  is 
surmounted  by  another  hollow  cylinder  L  reversed,  and  having 
an  annular  space  between  its  exterior  surface  and  the  interior  sur- 
face of  the  cylinder  K :  a  leather  packing,  placed  at  the  top 
of  this  cylinder,  closes  the  upper  portion  of  the  empty  space. 
We  have  further  the  small  bent  tube  a6c,  and  the  straight  tube 
gf:  in  this  last  move  the  two  small  pistons  m  and  n,  united 
and  disposed  between  themselves  similarly  to  E  and  I.  The  water 
which  is  in  the  cylinder  E  enters  through  the  orifice  a,  follows 
the  tube  dbc,  then  cd^  traverses  the  small  communicating  tube  de, 
empties  in  the  annular  space  which  encircles  the  cylinder  L,  and 
fills  it:  it  acts  there,  under  the  entire  head  of  the  pressure 
column,  upon  the  annular  border  of  the  upper  surface  of  the  pis- 
ton I ;  this  effort,  united  with  that  exerted  upon  the  head  of  the 
regulator,  surpasses  that  which  takes  place  from  below  upwards 
upon  the  piston  I;  and  the  system  descends.  If,  after  the 
descent  is  efi^ted,  we  raise  and  place  the  small  piston  m  between 
the  orifices  c  and  d,  the  communication  between  the  pressure 
column  and  the  annular  space  is  cut  off,  the  effort  exerted  at  the 
upper  surface  of  the  piston  I  no  longer  exists,  and  the  regulator 
ascends.  Thus,  to  make  it  ascend  or  descend,  all  that  is  neces- 
sary is  to  bring  the  small  piston  m  above  or  below  the  orifice  d. 
The  force  necessary  for  this  puifpose  is  inconsiderable,  the  effort 
which  the  fluid  exerts  upon  this  piston  being  in  a  great  measure 
equipoised  by  that  which  takes  place  in  the  inverse  direction 
upon  the  piston  n.  When  the  machine  is  put  in  motion,  the 
machinist  himself,  taking  in  hand  the  small  lever  lo,  brings 
successively  the  piston  m  to  a  suitable  position.  But  after  that, 
the  great  piston  B  continues  the  work  of  itself.  For  this  purpose, 
near  its  edge  is  fixed  the  rod  p7,  having  two  cams,  s  and  t,  fixed 
upon  its  two  opposite  &ces.  They  act  upon  two  catches,  placed 
also  upon  the  two  opposite  fiices  of  the  sector  fitted  to  the  ex- 
tremity /  of  the  lever  lo :  when  the  piston  ascends,  one  of  the 
cams  raises  the  lever,  and  consequently  the  small  pistons ;  and 
lowers  them  in  its  descent. 

These  cams  may  be  fixed  upon  different  points  of  the  rod  pq, 
and  as  they  are  more  or  less  distant,  the  stroke  of  the  great  pis- 
ton is  the  more  or  less  extensive.  We  may  vary  this  stroke  by 
opening  more  or  less  the  cocks  h  Budf  through  which  the  water 


458  WATER-PRB8SUBB  BNGIKES. 

enters  into  the  annular  spaoe,  or  issues  from  it.  There  is  also,  in 
the  pressure  pipe,  as  well  as  in  the  discharge  pipe,  a  circular 
yalve  or  register,  by  means  of  which  we  contract  at  will  the 
passage  of  the  water  running  in,  as  well  as  the  effluent  water : 
the  cut  off  of  the  first  diminishes  the  ascending  velocity  of  the 
piston,  and  that  of  the  second  its  descending  velocity. 

Such  are  the  means  by  which  are  governed  at  will,  and  with 
great  ease,  the  two  enormous  engines  of  Huelgoat.  Seeing  them 
as  it  were  suspended,  midway  of  the  pits,  at  more  than  656  ft. 
above  the  bottom  ;  seeing  them  raise  a  very  great  volume  of  water, 
at  one  jet,  to  a  height  of  754  ft.,  without  the  intervention 
of  levers,  gearing,  &c.;  seeing  them  accomplish  their  great 
movements,  with  a  surprising  smoothness  and  silence,  I  cannot 
withhold  saying  of  these  engines  of  M.  Juncker,  what  he  him- 
self  said,  at  Illsang,  on  seeing  that  of  Reichenbach :  "All  is 
admirable  for  boldness,  for  simplicity  and  precision." 


Effect 


^f  414.  In  water-pressure  engines,  the  piston  receives 

watei^pressiiic  immediately  all  the  weight  of  the  motive  water,  except 
the  small  quantity  which  is  taken  to  put  and  keep  the 
regulator  in  play ;  moreover,  nearly  the  entire  head  of 
the  water  H  is  made  useful;  so  that  their  dynamic 
effect  should  be  very  nearly  expressed  by  PH.  But 
then,  the  friction  of  the  pistons  in  their  respective  cyl- 
inders, the  resistances  experienced  by  the  water  in  the 
pipes  and  in  passing  numerous  contractions,  absorb  an 
important  part  of  the  force  of  the  motor ;  and  the  use- 
ful effect  is  never  greater,  even  in  good  constructions, 
than  two  thirds  of  this  force. 

In  the  ancient  machines,  those  of  Eoell,  we  only  find  it 
from  0.83PH  to  0.46PH ;  though  in  one  it  was  raised 
to  0.52PH.'^  But  it  is  more  considerable  at  the  estab- 
lishments made  in  later  times,  at  the  mines  of  Hunga- 
ry, of  the  Hartz,  &c.  At  those  of  Freyberg,  in  Saxony, 
according  to  the  report  of  the  sub-director  of  the  min- 

•  H«cbette,  TnM  dei  tnidifneB,  pagM  171  and  m. 
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ing  engines  of  this  kmgdom,  the  useful  effect,  accord- 
ing to  very  exact  observations,  was  not  below  0.70PH; 
and  in  some,  when  the  pumps  which  they  drive  worked 
with  all  the  water  they  could  carry,  it  was  raised  to 
0.75PH.* 

Such  will  probably  be  the  case  with  the  engines  at 
Huelgoat,  when  they  shall  have  their  entire  load.  Ac- 
cording to  a  gauging  of  the  infiltrating  water  of  this 
mine,  the  quantity  has  not  been  over  1.06  cub.  ft.  per 
second;  but  when  the  subterranean  works  shall  have 
attained  their  full  depth,  we  presume  that  the  volume 
will  be  doubled,  and  so  each  of  the  machines  will  have 
to  raise  1.06  cubic  ft.  in  1" ;  to  meet  which  its  dimen- 
sions have  been  determined.  So  that  the  useful  effect 
which  they  will  have  to  produce  will  be  66.16  lbs. 
raised  764  ft.,  or  49887  *'^"-  The  head  being  196.8 
ft.,  we  presume  that  it  will  require  from  852.87  lbs.  to 
885.95  lbs.  of  motive  water,  which  will  give  an  effort 
of  from  0.72  to  0.66PH.  M.  Juncker,  for  still  greater 
certainty,  reckons  upon  392.57  lbs.  of  water,  and  upon  a 
useful  effect  of  0.65PH.  At  this  time,  when  the  height 
of  elevation  is  only  587.28  ft.,  with  but  little  water  to 
be  raised,  we  have  in  reality  but  0.45PH. 

From  what  has  been  said  upon  the  effect  of  water- 
pressure  engines,  upon  their  useful  effect  alone,  we 
conclude  that,  in  general,  as  regards  dynamic  effect, 
they  do  not  yield  to  any  other  description  of  machines ; 
and  that  it  is  fit  that  we  should  employ  them  in  prefer- 
ence, in  many  circumstances,  as  when  it  is  desired  to 
make  the  best  use  of  a  great  fall  of  water,  especially 
if  the  work  is  to  be  accomplished  by  a  reciprocating 


•  P«f(e  418  of  tbe  traodAUon  In  Oeraum  of  fhe  flnt  wUtloii  of  tbis  **  Traits  dliydraf- 
llqae,"  made,  with  acme  addlUon^,  bj  th«  BabKltrector  whom  I  haTo  Jast  mentioned, 
H.  Theodora  Fifchor.   **H«ndbacbdferHydraiaik Leipzig,  1839." 


Its  parts. 
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motion,  like  that  of  pumps.  M.  Juncker  has  shown,  in 
his  memoir,  the  very  great  economy  that  the  water- 
pressure  engines  of  Huelgoat  have  produced,  in  the 
expense  of  draining  the  water  of  that  mine. 


ARTICLE    SECOND. 

The  Hydraulic  Ram. 

415.  This  machine,  of  a  very  peculiar  character, 
remarkable  for  its  simplicity  as  well  as  for  its  mode  of 
action,  is  the  invention  of  M.  Montgolfier,  who  took  out 
a  patent  for  it  in  1797. 
rig.  71.  It  is  composed,  independently  of  the  feeding  reser- 

voir or  leading  conduit  M,  of  a  pipe  or  body  of  the 
ram  AB,  which  conveys  the  water  to  the  operating 
part  of  the  machine ;  this  part,  or  head  of  the  ram, 
consists  of  a  short  pipe  CD,  open  on  its  upper  side 
through  an  orifice  e,  against  the  edges  of  which  is 
applied  the  plate  or  stop-valve  a,  designed  to  close  it ; 
the  extremity  of  this  head  bears  the  ascension  clack- 
valve  b;  it  empties  into  a  receiver,  whose  upper  part  is 
full  of  air,  and  is  consequently  called  the  air  reservoir; 
this  receives  in  its  lower  part,  which  is  filled  with 
water,  the  extremity  E  of  the  ascension  tube. 

The  arrangement,  as  well  as  the  form  of  the  pieces 
which  we  have  just  named,  may,  however,  be  varied; 
thus,  it  is  quite  different  in  Fig.  72  from  that  in  Fig.  71. 
In  the  former,  instead  of  the  common  valves  and  clack- 
valves,  spheres  or  hollow  balls  are  substituted,  of  a 
specific  gravity  double  that  of  water ;  they  are  retained 
in  an  iron  frame,  which  allows  them  the  necessary  play; 
the  edge  of  the  openings  which  it  is  their  function  to 
close  is  provided  with  cushions  of  tarred  linen. 


rig.  72. 
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I  cite,  as  an  example,  the  largest  among  those  which  have 
been  bnilt,  at  least,  in  France :  it  was  established  by  Montgol- 
fier's  son,  at  Mello,  near  ClermorU-sur-Oise,  The  body  is  a  cast 
iron  tube,  0.354  ft.  diam.,  108.2  ft.  long,  and  weighs  3198  lbs. : 
the  head  weighs  441  lbs. :  the  capacity  of  the  air  reservoir  is 
but  0.21  cub.  1%.  The  stop-valve  consists  of  a  horizontal  plate, 
pierced  with  seven  openings,  covered  by  as  many  hollow  balls, 
0.13  ft.  in  diameter:  it  beats  sixty  blows  per  minute. 

416.  Let  us  give  an  idea  of  the  action  of  this  singu-      acuod 
lar  machine.  of  the  ram. 

Let  us  first  suppose  it  to  be  at  rest ;  the  water  in  the  rig.  n. 
ascension  pipe  will  be  at  the  same  level  with  that  in  the 
reservoir  M ;  the  valve  at  e  will  be  closed  by  the  pres- 
sure of  the  fluid  against  the  sides  of  the  ram ;  and  that 
at  b  will  be  closed  by  its  own  weight.  Let  us  depress 
the  plate  or  stop-valve  a,  by  pressing  upon  its  end;  the 
water  will  issue  through  the  orifice  e,  by  virtue  of  the 
head  in  the  reservoir;  it  will  establish,  in  the  body  of  the 
ram,  a  current  from  A  to  C ;  on  arriving  at  the  head, 
it  will  take  an  ascending  motion  from  a  to  e,  in  conse- 
quence of  which,  the  plate  a  will  be  driven  upwards, 
and  strike  against  the  edges  of  the  opening  e,  which 
will  thus  be  smartly  closed.  The  efflux  will  cease,  it  is 
true ;  but  the  fluid  column  AB,  in  virtue  of  its  acquir- 
ed velocity,  will  act  still  with  all  its  vis  viva;  it  will 
butt  like  a  ram  against  the  clapper  b,  and  will  open  it ; 
the  fluid  will  penetrate  into  the  reservoir  N;  it  will 
compress  the  air  found  there,  and  cause  the  -water 
already  in  the  ascension  pipe  to  rise.  It  will  continue 
to  rise  there,  followed  by  the  water  of  the  reservoir,  but 
progressively  diminishing  in  velocity,  until  the  move- 
ment impressed  upon  the  column  AD,  gradually  reduc- 
ed by  the  continued  action  of  resistance  of  the  com- 
pressed air  and  the  weight  of  the  water  to  be  raised, 
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is  entirely  destroyed.  Then  these  resistances,  pre- 
dominating and  becoming  active  in  their  turn,  will 
impress  another  motion,  but  in  an  opposite  direction, 
upon  the  water  which  was  in  the  reservoir  and  in  the 
ram ;  a  phenomenon  analogous  to  that  of  a  fluid,  oscillat- 
ing in  a  tube,  which  descends  again  after  being  raised 
to  a  certain  height.  At  the  first  instant  when  the  re- 
trograde motion  commences,  the  clapper  b  will  be  shut; 
but  after  its  closing,  the  motion  from  D  to  A  will  con- 
tinue; consequently,  it  will  tend  to  create  a  vacuum 
under  the  stop-valve ;  the  stop- valve  ac,  pressed  by  the 
weight  of  the  atmosphere,  will  descend ;  the  collar  or 
enlargement  at  the  end  of  the  stem,  designed  to  limit 
its  descent,  will  strike  forcibly  against  the  band  that 
retains  it ;  and  the  orifice  e  will  again  be  reopened.  As 
soon  as  the  retrograde  motion  is  exhausted,  the  fluid 
AD,  urged  anew  by  the  head  on  the  reservoir,  will 
recoil ;  it  will  issue  through  the  orifice  e,  re-shut  the 
valve  a,  and  will  produce,  a  second  time,  an  order  of 
results  similar  to  the  first. 

These  operations  will  succeed  each  other  without 
interruption,  as  long  as  the  reservoir  shall  continue  to 
furnish  a  fresh  supply  of  water,  or  until  its  communi- 
cation with  the  head  of  the  ram  is  cut  oS  by  a  gate  or 
otherwise. 
Bcai  effect  417.  The  oscillating  motion  of  the  water  in  the  hy- 
the  ram.  draulic  ram,  with  the  indication  of  the  mechanism  which 
produces  and  maintains  it,  well  explains  the  physical 
cause  of  the  action  of  the  machine;  but  its  circumstances 
are  far  from  being  well  enough  known  to  furnish  a  basis 
for  a  mathematical  theory ;  experiment  alone  instructs 
us  as  to  their  useful  effect.  As  to  the  total  dynamic 
effect,  the  passive  resistances,  and  especially  those  aris- 
ing from  the  shock  of  the  valves,  will  present  difficulties 
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in  estimating  them,  which  render  its  determination 
nearly  impossible. 

Before  reporting  the  results  of  experiment,  I  observe, 
that,  in  the  estimate  of  the  effect  of  the  ram,  we  need 
not,  as  in  the  case  of  hydranlic  wheels,  take  into  con- 
sideration the  velocity  of  motion,  and  consequently,  its 
reference  to  a  unit  of  time.  The  effect  will  be  the 
weight  of  water  raised  a  certain  height,  in  a  certain 
determinate  time ;  calling  p'  this  weight,  and  H^  this 
height,  it  will  be  p"  H^.  The  corresponding  force  (P 
being  the  weight  of  the  fluid  furnished  by  the  current 
in  the  same  time,  and  H  the  height  of  the  fall)  will 
have  PH  for  its  value;  consequently,  the  ratio  will  equal 

-^\  it  will  also  be  ^,  designating  by  q  the  volume 

of  water  raised,  and  by  Q  the  volume  of  water  expend- 
ed; since  Q  :  y  ::  P  \p'\ 

418.  The  following  table  shows  the  ratio  and  effect 
of  our  common  rams.  The  first  of  the  observations 
reported  was  made  upon  the  ram  which  Montgolfier 
set  up  at  his  house  in  Paris;  the  second  refers  to  a 
great  ram  constructed  by  his  son,  which  we  have  already 
alluded  to  (415) ;  the  following  relate  to  three  rams, 
located  in  the  environs  of  the  capital,  which  he  mentions 
in  his  Traits  des  machines  (p.  161). 
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The  average  of  these  experiments  give  0.65  for  the 
mean  ratio  of  ^H^  to  QH. 

With  a  view  to  determining  this  ratio,  Ejtelwein,  one  of  the 
most  accomplished  and  expert  of  hydraulicians,  made  ohserva- 
tlons  upon  two  rams,  constructed  for  him  in  1804,  at  Berlin. 
According  to  a  well  digested  plan,  he  varied  gradually  and  suc- 
cessivelj  the  dimensions  of  the  different  parts  of  these  machines  ; 
hj  1123  experiments,  he  determined  the  effect  produced  in  each 
case,  and  deduced  rules  as  to  {he  dispositions,  and  dimensions  of 
parts,  adapted  for  the  best  effect.  (Ejtelwein's  Observations  on 
the  effects,  etc,  of  the  hydraulic  ram.) 

I  limit  myself  to  giving,  in  the  following  table,  some  experi- 
ments made  with  the  larger  of  the  two  rams,  such  as  it  was 
when  admitted  to  be  disposed  in  the  most  advantageous  manner. 
Its  dimensions  were : 

Length  of  body, 43.734  ft. 

Diameter, 0.186  ft. 

Capacity  of  air  reservoir, 0.31078  cub.  ft. 

Area  of  opening  of  stop-valve, 0.0258  sq.  ft. 

This  area,  in  the  first  experiment,  was   .     .      0.04305  sq.  ft. 

The  two  valves  were  arranged  as  indicated  in  Fig.  71. 
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419.  The  first  of  these  experiments  gave  the  great- 
est effect;  its  useful  effect  alone  was  0.90  of  the  force 
employed  to  produce  it;  no  machine  presents  so  advan- 
tageous a  result.  But  this  advantage,  possessed  when 
the  height  of  raising  is  small  compared  to  the  fall, 
diminishes  as  the  height  increases,  and  ends  with  being 
below  that  of  other  machines ;  a  single  glance  at  the 
last  column  but  one  of  the  table  is  sufficient  to  show 
this,  the  experiments  there  being  ranged  in  the  order  of 
the  magnitude  of  the  elevations,  compared  to  those  of 
the  falls.  Thus,  in  the  ram,  the  ratio  of  effect  to  the 
force  diminishes  as  the  height  of  the  elevation  increases. 

I  express,  with  sufficient  simplicity  and  exactness, 
the  results  of  the  experiments  at  Berlin,  by  the  follow- 
ing equation,  by  means  of  which  the  numbers  of  the 
last  column  of  the  table  were  calculated ;  they  differ 
but  very  little  from  those  given  by  observation : 


^=1.42-0.281/5 


420.    The   above   expression,   being   deduced   from    Expression 
experiments  which  refer  in  some  measure  to  the  maxi-       ^^l^^ 
mum  effect  of  rams,  will  usually  give  too  great  pro- 
ducts.   We  shall  have  them  sufficiently  exact,  by  reduc- 
ing the  numerical  coefficient  by  about  a   sixth,    and 
establishing,  with  our  usual  symbols, 

pH,  =  1.20P  (H  — 0.2VHH;). 

Let  U8  apply  this  formula  to  those  of  the  above  experiments 
which  gave  the  greatest  efieot:  this  effect  being  reduced  to 
the  second  of  time,  we  have  for  the 

2d  experiment  of  Ist  table  in  418, 124.8r*-«-  insteadof  125.39"»''»' 
4th  "  of  same  table,  160.42'*-'*-  "  147.6r»»'*- 
Ist         "         of  2d  table,  14.54»»--'»-  "  14.90"-"- 

421.  The  hydraulic  ram  has  not  yet  been  used  except  to  raise 
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obseiratioxu  Bm&U  quaDtities  of  water,  and  consequently  but  to  produce  small 
apon  the      effects.    The  greatest  which  Ejtelwein  obtained,  in  his  1123  ex- 

lue  of  the  ram.  pepimg^tg^  ^^8  not  ovcT  24.602»*^'*-  in  one  second.  The  greatest 
for  rams  constructed  in  France  has  been,  as  we  have  seen,  only 
from  123  to  144.7^*^,  but  half  the  eflect  of  a  horse  harnessed  to 
a  gin. 

Can  the  ram  be  equally  weU  employed  for  raising  great 
volumes  of  water?  This  is  to  be  doubted.  The  violent  shock 
of  the  valves,  and  the  strong  blows  which  the  machine  makes, 
shake  its  supports.  Attempts  have  been  made  to  reduce 
these  jars,  by  increasing  the  weight  of  the  machine,  and  thus 
diminishing  the  injurious  effects  proceeding  firom  its  vibrations ; 
but  the  evil  is  only  partially  remedied.  For  great  rams,  the 
strong  masonry  and  carpentry  employed  to  hold  them,  are  them- 
selves shaken  and  impaired  at  the  end  of  a  certain  period.  So 
that  there  are  grounds  for  believing  that  this  machine,  otherwise 
so  remarkable,  may  be  restricted  in  its  use ;  that  it  is  not  ad- 
equate to  furnish  a  supply  of  water  sufficirait  for  the  wants  of  a 
large  building  or  a  mano&ctory. 
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SECTION   FOURTH. 

MACHINES  FOR  RAISING  WATER. 


422.  We  proceed  here,  also,  with  the  discussion  of 
hydraulic  machines,  but  of  a  different  kind  from  those 
treated  of  in  the  preceding  section ;  in  them,  the  water 
was  the  motor,  the  power ;  in  these,  it  is  the  body  mov- 
ed, the  resistance.  We  say,  in  this  connection,  that  we 
by  no  means  intend  to  dwell  upon  all  the  machines 
which  have  been  used  or  devised  for  raising  water,  but 
simply  upon  those  in  most  common  use;  such  as  pumps, 
the  Archimedean  screw,  and  bucket  machines,  such  as 
norias,  chain  pumps,  Persian  wheels  and  tympana. 

CHAPTER    FIRST. 

PUMPS. 

428.  A  pump  consists  of  a  cylinder,  or  working-  parti 
barrel,  in  which  moves,  with  a  reciprocating  motion,  a  •'p""**- 
piston,  to  which  is  fitted  one  or  two  cylindrical  pipes ; 
the  one  below  is  the  suction  pipe;  the  other,  above  or 
at  the  side,  is  the  lifting  pipe.  The  upper  opening  of 
the  first  is  covered  with  a  plate  or  valve,  which  rises 
and  falls  alternately,  according  to  the  circumstances  of 
motion ;  there  is  still  another,  either  upon  the  piston  or 
at  the  lower  opening  of  the  lifting  pipe. 
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I  shall  not  enter  into  details  relating  to  the  making 
and  arrangement  of  these  different  parts;  they  may  be 
found  in  the  Architecture  Hydratdique  of  B^lidor, 
and  in  some  special  treatises ;  I  limit  myself  to  the  con- 
sideration of  their  most  important  features, 
worung-  424.  The  working-barrel  of  the  pump  is  a  cylinder, 
""  which  was  formerly  made  by  boring  and  hollowing  a 
piece  of  wood,  but  now  is  most  generally  made  of  cast 
iron  or  brass,  the  interior  surface  of  which  should  be 
perfectly  polished  and  bored  true.  Its  diameter  deter- 
mines the  force  of  the  pump;  if  it  is  below  0.39  ft.,  this 
is  small;  and  great,  if  it  is  above  1.082  ft.;  it  sel- 
dom exceeds  1.31  ft.,  and  very  rarely  1.64  ft.  The 
length  of  the  barrel  is  but  little  over  that  of  the  stroke 
or  lift  of  the  piston. 
Piston.  425.  The  piston  is  the  most  delicate  part  of  a  pump, 

requiring  the  most  care,  and  on  it  depends  chiefly  the 
good  effect  of  the  machine.  Its  form  is  various ;  I  shall 
consider  only  those  forms  which  seem  to  be  justly  pre- 
ferred in  common  practice. 

The  most  simple  piston  is  made  of  elm,  sometimes 
'**' "  boiled  in  oil ;  its  form  is  indicated  in  Fig.  73 ;  its  lat- 
eral surface  is  convex;  its  upper  part  A,  somewhat 
resembling  a  basket  handle,  is  traversed  by  a  rod  which 
serves  to  raise  and  lower  it ;  its  body  is  pierced  with  a 
cylindrical  opening,  with  a  diameter  nearly  half  that  of 
the  working-barrel  of  the  pump.  Most  generally,  pis- 
tons have  the  form  represented  in  Fig.  74 ;  this,  also,  is 
a  piece  of  perforated  elm,  traversed  by  two  bolts,  which 
form  a  part  of  the  iron  stirrup  to  which  the  rod  is  £ist- 
ened.  In  some  kinds  of  pumps  (Fig.  76),  the  piston 
is  solid. 

The  exterior  surfiice  of  all  pistons  has  a  packing,  de- 
signed to  stop  all  communication  between  the  water  or 
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air  which  is  above  it,  and  the  water  or  air  below  it.  It 
is  necessary  that  it  should  lie  quite  close  to  the  interior 
surface  of  the  pump,  so  that  the  interruption  may  be 
complete ;  but  without  being  too  close,  as  it  would  then 
occasion  friction,  which  would  consume,  without  useful 
effect,  a  portion  of  the  motive  action.  In  the  most  com- 
mon pumps,  it  consists  of  a  band  of  thick  leather,  which 
surrounds,  and  reaches  a  little  beyond,  the  upper  part  of  Fig.  73. 
the  body  of  the  piston  (Fig.  73),  being  wider  at  the 
top ;  the  upper  edge  of  this  kind  of  collar,  being  urged 
by  the  weight  of  the  water  or  the  atmosphere,  presses 
against  the  sides  of  the  working-barrel  of  the  pumps, 
and  interrupts  the  communication  above  and  below  it. 
In  other  pistons  (Fig.  74),  the  leather  collar  is  sup- 
ported by  a  copper  ring ;  at  the  bottom  is  another  ring 
of  the  same  material,  and  the  space  between  them  is 
packed  with  hempen  wicks  dipped  in  melted  tallow ;  they 
surround  the  middle,  projecting  somewhat,  and  so  rub 
against  the  body  of  the  pump.  The  common  packing 
for  cast  iron  or  brass  pistons,  especially  when  they  have 
a  high  column  of  water  to  lift  or  force,  consists  of  two 
circular  plates  of  strong  leather,  turned  up  at  their 
upper  edge,  a  height  of  from  .078  in.  to  0.118  in., 
and  presenting  thus  the  form  of  a  cup;  one  is  fix- 
ed upon  the  upper  base  of  the  piston,  with  the  fold 
upwards,  and  the  other  upon  the  lower  base,  with  the 
fold  downwards.  In  pistons  pierced  in  the  middle,  wide 
leather  rings,  also  turned  up  at  their  outer  edge,  are 
used.  These  leathers,  thus  bent  by  a  peculiar  process, 
bear  the  name  of  crimped  leathers. 

In  well  managed  establishments,  where  the  pumps 
force  up  the  water,  instead  of  the  above-mentioned  pis- 
tons, they  used  for  many  years  long  brass  cylinders, 
turned  and  well  polished,  solid  or  hollow,  called  by  the 
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'Enghsh,  plungers ;  their  length  somewhat  exceeds  the 
stroke,  and  their  diameter  is  from  0.089  in.  to  0.078 
in.  less  than  that  of  the  working-barrel.  They  have 
no  packing,  but  thej  pa6s  through  the  middle  of  some, 
enclosed  in  a  stuffing-box  placed  at  the  top  of  the  dor* 
re/,  and  disposed  as  follows :  Upon  its  bottom,  which 
answers  to  the  flange  or  collar  of  the  working-barrel,  is 
placed  a  crimped  leather  ring,  bent  downwards  at  its 
interior  edge ;  when  the  pump  forces,  the  water  presses 
the  bent  portion  against  the  cylinder;  upon  this  leather 
ring  is  placed  another  of  brass,  the  upper  sur&ce  of 
which,  instead  of  being  horizontal,  like  its  lower,  is 
inclined  towards  the  interior  of  the  stuffing-box; 
above  that,  the  cylinder  being  put  into  its  place,  is 
wound  around  it,  one  over  the  other,  several  hempen 
hards,  soaked  in  melted  tallow,  to  which  is  added  a  lit- 
tle oil ;  this  then  is  covered  by  a  second  brass  ring, 
with  its  lower  face  inclined  towards  the  exterior;  final- 
ly, the  cover  of  the  box  is  put  on ;  it  is  traversed  by 
screw  bolts,  which  pass  through  the  bottom  or  pump- 
collar;  when  they  are  tightened,  the  cover  and  the 
upper  ring  are  lowered ;  they  press  the  hempen  hards, 
and  urge  them  against  the  cylindric  piston.  The  cover 
of  the  box  is  often  made  to  take  the  place  of  the  second 
bronze  ring,  which  in  this  case  is  useless, 
vaires.         426.  The  valves  generally  used  are  of  two  kinds. 

The  one,  a  truncated  cone  of  small  height,  is  simply 
a  circular  brass  plate,  its  upper  surface  being  a  little 
larger  than  its  lower.  It  enters  and  is  completely 
embedded  in  the  opening  which  it  is  designed  to 
close.  Below  is  a  stem,  which  passes  through  a  guide, 
and  is  terminated  by  a  stop-button;  the  stem  holds  the 
valve  in  its  position.  These  valves  are  called  stem- 
valves  (see  Fig.  76  at  A). 
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The  others,  clack-valveSy  consist  usually  of  a  circu- 
lar plate  of  thick  oiled  leather,  supported,  upon  the 
plate  or  tube  whose  opening  it  is  meant  to  close,  bj  a 
small  leather  band,  which  serves  as  a  hinge.  In  the 
most  common  pumps,  a  lead  plate  is  simply  nailed  upon 
the  circular  leather  valve,  which  keeps  its  form  plane, 
and  loads  it  with  a  sufficient  weight.  But  usually, 
the  leather  is  held  between  two  iron  or  copper  plates ; 
the  upper  being  a  little  larger  than  the  opening  to  be 
closed,  and  the  lower  a  little  smaller,  as  we  see  at  M  Y\%.ib. 
(Fig.  75).  Frequently,  in  large  pumps,  the  clack- 
valves  are  simple  brass  plates,  about  0.89  in.  thick, 
which  move  around  a  common  hinge ;  when  the  open- 
ings are  large,  they  may  be  divided  into  two  or  three 
compartments,  each  of  which  is  covered  by  its  proper 
plate ;  Fig.  80  presents  these  double  and  triple  clack- 
valves. 

In  the  construction  of  either,  it  is  requisite,  while 
preserving  the  necessary  solidity,  (a  condition  of  the 
first  importance,)  that  their  upper  surfiice,  which  is  sub- 
jected to  the  pressure  of  the  liquid  from  above,  should 
exceed  as  little  as  possible  in  size  the  portion  of  the 
lower  sur&ce  susceptible  of  being  pressed  from  below 
upwards,  a  portion  which  is  the  same  as  the  orifice 
covered. 

These  valves  being  subject  to  frequent  repairs  or 
re-packing,  it  becomes  essential  that  these  operations 
should  be  executed  promptly;  for  example,  in  machines 
designed  to  drain  the  waters  of  a  mine.  To  do  this 
with  ease,  we  swell  or  enlarge,  for  a  height  of  about 
a  foot,  the  parts  of  the  pump  immediately  above  the 
valves  (see  Fig.  79);  these  enlargements,  or  cham- 
bers, are  closed  by  a  door  or  cast  iron  plate,  which  is 
opened  when  we  wish  to  repair  or  change  a  valve. 
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pipei.  427.  The  suction  pipe  can  never  have  a  height  above 

26.25  ft.,  as  we  shall  soon  see.  Its  diameter  is  almost 
always  smaller  than  that  of  the  working-barrel ;  it  is 
two  thirds  or  a  half  of  it ;  but  it  is  not  well  to  reduce 
it  more,  unless  constrained  by  some  special  considera- 
tions. 

The  same  condition  applies  to  the  diameter  of  the 
lift  pipe.  As  for  its  length,  it  has  no  other  limit  but 
that  of  the  disposable  motive  force ;  it  was  728  ft.  for 
the  pumps  of  the  mine  at  Huelgoat  (412). 
Kinds  of  pumps.  428.  After  these  general  observations  upon  pumps, 
we  proceed  to  the  characteristics  which  distinguish  them 
from  each  other. 

Their  pistons  raise  the  water,  either  by  exhausting 
the  air  found  at  first  beneath  it,  or  by  forcing  the  water 
in  the  lift  pipe,  or  by  these  two  modes  conjoined; 
whence  the  ancient  division  of  pumps  into  suction 
pumps,  force  pumps,  and  suction  and  force  pumps, 

ARTICLE    FIRST. 

Suction  Pumps. 

Parts,  429.  The  essential  parts  of  a  suction  pump  are,  1st, 

a  working-barrel  A ;  2d,  a  suction  pipe  B,  with  its 
extremity  plunged  in  the  well  containing  the  water  to 
be  raised ;  3d,  a  piston  C,  pierced  in  the  middle ;  4th, 
a  valve  a  covering  the  opening  of  the  piston ;  5th,  a 
second  valve  6,  placed  at  the  top  of  the  suction  pipe, 
and  called  the  fixed  valve. 

Usually,  the  lower  end  of  this  pipe  is  widened,  and 
a  strainer  is  affixed  to  it,  to  exclude  bodies  which  the 
water  might  carry  up ;  sometimes  we  enlarge  this  ex- 
tremity, and  pierce  it  with  small  holes  (Fig.  76). 
Without  stopping  to  describe  the  action  of  the  sue- 
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tion  pump,  which  is  universally  known,  and  thp  circum- 
stances of  which,  relating  principally  to  our  object,  will 
be  manifested  from  what  follows,  I  pass  to  the  consid- 
erations whence  we  deduce  the  rules  for  the  proper 
establishment  of  this  machine. 

430.  Let  us  take  a  pipe  40  ft.  long,  for  example ;  Heigut 
and  let  it  be  placed  vertically,  so  that  its  lower  end,  to 
which  we  have  fitted  a  piston,  may  be  plunged  in  a  well. 
K  we  raise  the  piston,  the  water  follows  it,  and  it  will 
ascend  in  the  pipe  to  a  height,  such  that  the  weight  of  its 
column  shall  be  equal  to  that  of  a  column  of  the  atmos- 
phere, resting  upon  the  well  (having  the  same  base). 
There  it  will  stop;  and  if  the  piston  continues  to 
ascend,  it  will  cause  a  perfect  vacuum  between  it  and 
the  surface  of  the  raised  water.  Designate  by  b  the 
height  of  a  barometer  put  in  this  place;  supposing  that 
the  mercury  of  this  instrument  is  reduced  to  zero  of 
thermometric  temperature,  18.6  will  be  its  specific 
gravity,  and  13.66  will  express  the  length  of  the  col- 
umn in  the  pipe ;  this  will  be  the  greatest  height  to 
which  the  water  can  be  raised  by  suction.  At  the  level 
of  the  sea,  where  the  barometer  stands,  as  a  mean,  at 
80  in.,  this  height  will  be,  as  a  mean  term,  83.99 
ft. ;  it  varies,  in  our  latitudes,  between  32.809  ft.  and 
85.10  ft. 

431.  Now,  place  above  this  same  pipe  the  working-barrel  of 
the  pomp,  famished  with  its  fixed  valve,  and  containing  a  com- 
mon piston.  Let  us  determine  the  height  to  which  it  can  raise 
the  water,  by  its  alternate  play,  and  by  suction. 

Designate  by  k  the  height  (13.66)  of  the  oolunm  of  water  rep- 
resenting the  atmospheric  pressure,  by  £  the  space  comprised 
between  the  fixed  valve  and  the  piston  at  the  top  of  its  stroke, 
and  by  e  the  space  between  this  same  valve  and  the  foot  of  its 
stroke.  We  admit  that,  afler  some  strokes  of  the  piston,  the 
vrater  has  reached  in  the  pipe  a  height  V',  and  that  9  is  the  das- 
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tic  force  of  the  air  comprised  between  the  sur&oe  of  this  water 
and  the  valve ;  that  is  to  say,  that  q>  is  the  vertical  height  of  a 
column  of  water  whose  weight  measures  this  force :  we  shall 
have  9  =  A;  —  y/,  since  this  force,  plus  the  weight  of  the  column 
^,  is  in  equilibrium  with  the  atmospheric  pressure.  The  piston 
being  supposed  at  the  bottom  of  its  stroke,  the  mass  of  air  which 
is  found  between  it  and  the  same  valve,  in  the  space  e,  will  have 
an  elastic  force  equal  to  that  of  the  atmosphere,  and  consequent- 
ly equal  to  k.  When  we  raise  again  the  piston  to  the  top  of  its 
stroke,  this  mass  will  dilate,  and  finish  by  fiUing  the  space  E: 
its  density  will  be  diminished  in  the  ratio  of  e  to  E,  and  the 

elastic  force,  which  follows  the  same  law,  will  only  be  ^  -^  :    if 

the  force  q>  of  the  air  which  is  below  the  valve  is  found  to  be  great- 
er, it  will  open  it  (deduction  being  made  of  the  weight  of  the  clack 
or  stem  valve);  a  portion  of  this  air  passes  above  it ;  q>  vrill  dimin- 
ish and  become  (f^  and  the  vrater  will  be  raised  a  new  quantity 
in  the  suction  pipe.  When  the  piston  descends,  this  same  por- 
tion of  air,  or  a  part  equal  to  it,  will  escape  by  raising  the  valve 
of  the  piston ;  and  there  will  only  remain  between  it  and  the 
fixed  valve,  or  in  the  space  e,  an  aeriform  mass  similar  to  the 
first,  having  always  a  force  k.    When  the  piston  reascends,  if  we 

have  q>'^  ^  r=- ,  the  water  will  still  rise  in  the  pipe.    Finally, 

when,  after  a  number  of  strokes  of  the  piston,  starting  from  that 
where  the  height  of  the  column  raised  vras  ^,  the  equality  be- 
tween the  two  forces,  above  and  below  the  fixed  valve,  is  estab- 
lished, so  that  we  have  g)"  s  ^  ^  ,  this  valve  will  no  longer  open, 

J!i 

and  the  water  will  rise  no  more,  although  the  piston  continues 
its  play.    Then  the  relation  g)'  =  A  —  y^  will  become  *  ~  = 

k  —  V'  :  whence  we  deduce  ^"  s=  ifc  A  —  ^  )  >  *"*  expression  in 

which  yt*  indicates  the  greatest  height  which  the  water  can 
attain  in  a  long  suction  pipe. 

It  would  consequently  be  superfluous  to  give  this  pipe  a  greater 
height :  it  would  be  necessary  to  make  it  sensibly  shorter,  both 
because  it  is  requisite  that  the  vrater,  passing  beyond  it,  should 
arrive  in  the  working-barrel  of  the  pump,  and  because  of  the 
weight  of  the  valves ;  we  make  it  about  0.65  ft.  less. 
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When  e  is  zero,  we  shall  have  ^"sbAsxIS.G^;  the  water  will 
thus  rise  the  whole  height  to  which  suction  can  carrylt.  But  in 
every  other  case,  ^"  will  be  less ;  it  will  be  but  j  of  13.6^,  if 
e  ^  ^£.  We  see  from  this  how  prejudicial  to  the  effect  of  suc- 
tion is  the  space  between  the  bottom  of  the  stroke  and  the  fixed 
valye ;  thus  the  Germans  name  it  the  prejudicial  space  (schAdli- 
cher  Raum) .  '  It  is  necessary  to  make  it  as  small  as  possible,  and 
to  dispose  the  machine  in  such  a  way,  that  the  piston,  in  its 
descent,  may  arrive  very  near  to  the  fixed  valve ;  it  is  well,  how- 
ever, to  leave  a  small  interval,  so  that  in  the  play,  which  the 
pieces  of  mechanism  moving  the  piston  always  make,  it  may  not 
strike  upon  this  valve. 

432.  When,  by  the  effiact  of  the  less  height  ^ven  to  the  suc- 
tion pipe,  at  the  n^  stroke  of  the  piston,  a  certain  volume  of 
water  shall  have  entered  the  working-barrel  of  the  pump,  another 
order  of  things  will  be  presented.  This  volume,  remaining  there 
during  the  descent  of  the  piston,  will  by  so  much  diminish  the 
space  e:  at  the  following  stroke,  the  air  will  be  still  more  rari- 
fied,  q^  will  diminish  in  value,  and  the  water  will  ascend  further 
in  the  body  of  the  pump ;  and  at  the  end  of  a  few  strokes,  ifc  will 
fill  entirely  the  prejudicial  space.  When,  therefore,  the  piston 
which  is  now  in  contact  with  it  shall  ascend,  it  will  tend  to 
make  a  perfect  vacuum  beneath  it,  and  the  water  will  follow  it, 
provided  it  is  not  raised  above  13.66;  it  will  no  longer  leave  it, 
and  the  working  of  the  pump  will  be  definitely  established.  We 
may,  however,  demonstrate,  in  a  manner  analogous  to  that  used 
in  the  preceding  number,  that  there  may  be  two  points  of  stop- 

page,  if  the  length  of  the  stroke  is  less  than  —  ,  H  being  the 

height  of  the  most  elevated  point  of  the  stroke  above  the  reser- 
voir :  but  we  need  not  fear  these  stoppages,  when  the  height  of 
the  prejudicial  space  is  small  compared  to  the  stroke. 

433.  Recapitulating,  and  observing  that  the  height 
of  the  barometer,  or  the  atmospheric  pressure,  yaries 
from  daj  to  day,  in  the  same  place ;  and  that  conse- 
quently, for  a  pump  to  perform  its  functions  at  all 
times,  we  should  admit  the  lowest  of  these  pressures ; 
we  say,  that  in  the  establishment  of  suction  pumps,  it  is 
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necessary,  1st,  that  the  piston,  when  it  is  at  the  top  of 
its  stroke,  should  not  be  more  than  12b'  above  the  well, 
b'  being  the  mean  height  of  the  barometer  in  the  place 
where  the  pump  is;  it  will  be  from  29.5  ft.  to  26.25 
ft.,  according  as  the  elevation  of  the  place  above  the  sea 
is  800  ft.  or  3000  ft. ;  2d,  that  the  space  between  the 
bottom  of  the  stroke  and  the  fixed  valve  should  be  only 
a  few  hundredths  of  a  foot;  say  0.16  ft.,  when  the 
length  of  the  stroke  exceeds  1.64  ft. 

In  de&ult  of  direct  observations  giving  the  value  of  If,  if  we 
should  wish  -to  know  approximately  the  elevation,  above  the  sea, 
of  the  place  where  the  barometer  is,  we  shall  have  its  yalne  by 
the  equation 

log.  y  =  — ^  .6021070+  gQ2gg  (.928.+184  cosx— .00e003807i)  S 

e  being  this  elevation  and  I  the  latitude :  for  France,  and  eleva- 
tions below  1640  ft.,  we  shall  have  simply,  and  with  all  the  ex- 
actness necessary  in  such  cases,  ^ = 2.5005**-  —  0.000089^. 

If,  instead  of  supposing,  as  we  have  done,  that  the  mercury  is 
at  0^  centigrade  (=32°  Fahrenheit),  we  take  the  mean  tempera- 
ture at  12°  (=3  54°  Fahrenheit),  the  mean  height  of  the  barometer 
will  bo  2.5052^' — 0.00009£.  I  remark,  in  passing,  that  this 
height  gives  the  point  marked  variable^  in  the  barometer  regarded 
as  prognosticating  a  change  of  weather. 

Liftpamps.  484.  The  upper  limit  which  we  have  assigned  to  the 
stroke  of  the  piston,  concerns  suction  pumps  properly 
so  called,  where  the  water  is  discharged  through  a 
delivery  pipe,  fixed  upon  the  working-barrel  of  the 
pump  at  the  level  of  the  highest  point  of  the  stroke. 
But,  usually,  this  point  is  not  established  more  than 
16  fit.,  20  ft.,  or  28  fl.  above  the  well,  according  to 
local  circumstances ;  and  in  order  to  lose  none  of  the 
height  at  which  the  water  is  to  be  discharged,  the 
working-barrel  of  the  pump  is  prolonged  by  an  upright 
pipe,  at  the  extremity  of  which  is  placed  the  discharge 
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pipe.  The  piston,  in  its  ascent,  supports  and  raises 
the  fluid  column  contained  in  the  pipe.  When  the 
height  of  these  machines  exceeds  83  fl.  by  a  few 
feet  only,  they  are  the  high  suction  pumps  (the  hohe 
Sdtze  of  the  Germans).  But  if  they  exceed  66  ft.,  they 
are  called  lift  pumps;  and  their  height  has  no  other 
limit  but  that  of  the  power  which  puts  it  in  action. 

These  pumps  are  now  frequently  used  in  the  drain- 
age of  the  water  which  collects  at  the  bottom  of  min- 
ing shafts ;  a  single  one  performs  the  work  which  was 
hitherto  accomplished  by  ten  and  fifteen  suction  pumps, 
placed  in  succession,  one  above  the  others.  The  two 
pumps  of  the  mine  of  Huelgoat  (412),  though  &r  from 
having  the  half  of  their  destined  load,  perform  the 
work  which,  a  few  years  since,  would  have  required 
fifty-nine  common  pumps. 

I  describe  succinctly  one  of  these  pumps,  the  strongest  wo 
have  in  France,  the  principal  piirts  of  which  are  seen  in  Fig.  78.  y\^.  78. 
The  suction  pipes  and  lift  pipes  have  the  same  axis  and  diame- 
ter, 0.9022  ft. ;  at  their  junction  is  an  enlargement,  which  acts 
the  part  of  chamber,  and  encloses  the  two  valves ;  one  at  the  foot 
of  the  lift  pipe,  and  the  other  at  the  top  of  the  suction  pipe :  the 
latter  is  23  ft.  in  height,  and  the  other  is  728  ft.  The  work- 
ing-barrel of  the  pump  is  at  the  side,  and  communicates  at  its 
upper  end  with  the  cluunber:  it  is  of  brass,  and  perfectly  bored ; 
it  is  open  at  the  bottom,  which  admits  of  greasing  the  inner  sur- 
face easily.  The  piston,  also  of  brass,  is  1.384  ft.  in  diameter, 
and 'has  a  stroke  of  7-55  ft. :  its  packing  consists  simply  of  two 
bent  leathers,  one  bent  upwards  and  the  other  downwards,  com- 
pletely retaining  the  water,  notwithstanding  the  enormous  load 
of  twenty-three  atmospheres :  its  rod,  cast  in  the  same  mould 
with  it,  traverses  the  cover  of  the  working-barrel,  through  a  lea- 
ther stuffing  box,  and  joins  the  rod  which  descends  from  the 
water-pressure  engine  placed  690  ft.  above.  When  the  piston 
descends,  it  creates  a  vacuum  above  it,  and  the  water  from  the 
well,  passing  through  the  suction  pipe,  rises  to  fill  it ;  when  the 
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piston  asoends,  it  raises  and  bears  upon  it  a  colomn  of  75  ft. 
of  water :  so  that,  in  the  first  half  of  its  oscillation,  the  pamp 
is  a  sacking  pump,  and  in  the  second,  a  lifting. 

There  are  lifting  pumps  in  which  the  two  pipes  and  the  work- 
ing-barrel have  all  the  same  axis,  and  where,  consequently,  the 
long  rod  of  the  piston  is  enclosed  in  the  lifting  pipe.  These 
pumps,  occupying  but  little  space  in  width,  are  best  adapted  for 
narrow  wells :  they  serve  exclusively  for  extracting  the  water  from 
wells  bored  with  the  augur ;  it  is  by  means  of  such  wells  and  such 
pumps,  having  only  a  diameter  of  0.262  ft.,  that  the  salt  springs 
of  certain  countries  are  worked.  The  diameter  of  the  working- 
barrel  of  the  pump  is  a  little  smaller  than  that  of  the  ascension 
pipe,  so  that  when  the  piston  has  been  raised,  for  the  frequent 
repairs  which  it  needs,  it  can  be  easily  introduced  from  the  top. 

435.  Whatever  may  be  the  height  at  which  the 
thepbton.  pump  disc/uzrges  its  water j  whatever  may  be  the 
diameter  and  inclination  of  the  suction  and  ascen- 
sion pipes,  the  piston  always  bears  a  load  of  water 
equal  to  the  weight  of  a  column  of  this  fluid,  hav- 
ing for  its  base  that  of  the  piston  itself  and  for  its 
height,  the  difference  of  level  between  the  surface  of 
the  well  and  the  point  of  delivery.  Let  H  be  this 
difference  of  level,  and  D  the  diameter  of  the  piston ; 
let  us  observe  the  piston  at  any  point  of  its  motion,  and 
designate  by  h  the  vertical  distance  between  this  point 
and  that  of  the  delivery,  and  by  h'  the  elevation  of  this 
same  point  above  the  well;  we  have  always  h  +  A'=H. 
The  piston  will  be  pressed  from  above  downwards  by 
the  weight  of  the  atmosphere,  and  by  that  of  the  col- 
umn of  water  which  is  above  it ;  it  is  62.45;i'D^  (^+A) ; 
it  will  also  be  pressed  from  below  upwards,  by  the 
weight  of  the  atmospheric  column  minus  the  weight  of 
the  column  of  water  which  is  below  its  base,  that  is  to 
say,  by  62.45;r'D*(A: — A').  These  two  pressures  being 
opposite,  their  resultant,  or  the  effective  load  of  the 
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piston,  will  be  62A57if'D\k+h)—62A5n''D\k—h')= 
62A5n'I)\h+h')=62A5^I)m,  agreeably  to  tbe  enun- 
ciation of  the  theorem. 

The  diameters  of  the  suction  and  ascension  pipes  do  not  enter 
into  this  expression,  and  the  load  is  independent  of  them,  by 
reason  of  this  hydrostatic  principle :  when  a  vessel  encloses  a 
liquid,  the  pressure  which  takes  place  upon  the  bottom  depends 
only  upon  the  magnitude  of  the  bottom  and  the  vertical  height  of 
the  liquid  above  it,  whether  the  vessel,  at  its  upper  part,  is 
reduced  to  a  long  and  narrow  tube,  or  whether  it  presents  a 
great  widening. 

436.  Independent  of  the  load  just  considered,  and     pmsivo 
which  corresponds  to  the  useful  efiect  of  the  machine,    '•»''»t*"c<^«- 
the  force  applied  to  raise  the  piston  will  also  have  to 
overcome  the  passive  resistances  arising, 

1st.  From  the  friction  of  the  piston  against  the  sides 
of  the  working-barrel ; 

2d.  From  the  friction  of  the  water  against  these  same 
sides,  and  against  those  of  the  pipes ; 

8d.  From  the  contraction  of  the  fluid  vein  at  its  en- 
trance into  the  suction  pipe,  and  at  its  passage  through 
the  opening  of  the  fixed  valve ; 

4th.  From  the  weight  of  this  valve ; 

5th.  Finally,  from  the  inertia  of  the  mass  of  water 
to  be  moved. 

A  rigorous  determination  of  these  resistances  is 
impossible,  and  the  values  which  we  may  assign  them 
should  only  be  regarded  as  simple  approximations,  in 
which  we  have  especially  avoided  any  error  in  defect. 

437.  This  friction  depends : 

Ist.  On  the  number  of  points  of  the  periphery  of  the  piston,      FricUon 
in  contact  with  the  sides  of  the  working-barrel ;  a  number  which  <*'***«  piston, 
is  proportional  to  the  diameter  or  D.    (We  disregard  the  Iieight 
of  the  periphery.) 
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2d.  On  the  pressure  of  each  of  these  points  against  the  sides. 
When  the  packing  of  the  piston  consists  of  a  simple  bent  or 
crimped  leather,  its  upper  edge  being  pressed  against  the  work- 
ing-barrel of  the  pump  by  the  column  of  water  raised,  the  pres- 
sure is  proportional  to  H.  In  other  cases,  and  generally,  the 
packing  should  clasp  the  more  lightly,  according  as  the  water 
makes  a  greater  efibrt  to  pass  between  it  and  the  body  upon 
which  it  presses ;  and  this  e£R>rt  is  also  proportional  to  H. 

3d.  Upon  the  smoothness  of  the  friction  surfaces.  Conse- 
quently, the  friction  of  the  piston  will  be  expressed  by  |uJ)H,  jub 
being  a  number  to  be  determined  by  experiment,  depending  prin- 
cipally upon  the  polish  of  the  surfaces  of  the  working-barrel. 
Langsdorff,  though  I  do  not  know  on  what  grounds,  admits  for  an 
approximate  yalue  of  fi  for  the  working-barrel,  when  made  of 

per  sq.ft. 

Well  polished  brass, 1.434 

Cast  iron,  merely  bored, 3.0733 

Quite  smooth  wood, 5.1221 

Wood  worn  by  use, 10.244 

Friction  ^^^*  ^Q'ter  moving  in  the  pipes  of  pumps  meets  there  a  re- 

of  the  water,  sistance  of  the  same  nature  as  in  conduit  pipes ;  with  this  dif- 
ference, howeyer ;  that  in  pumps,  all  the  particles  move  with  a 
very  nearly  equal  velocity,  which  is  that  of  the  piston ;  while  in 
conduits,  the  velocity  of  the  particles  adjoining  the  sides,  and 
on  which  the  friction  depends,  is  less  than  the  mean  velocity,  or 
that  which  is  introduced  into  the  formula.  So  that,  if  we  would 
use  the  same  formula  fi)r  pumps  (186),  it  will  be  necessary  to 
admit,  for  them,  a  velocity  greater  than  that  of  the  piston,  in  the 
ratio  of  the  velocity  of  conduits  near  the  sides  to  their  mean  veloc- 
ity. Dubuat,  after  having  made  this  remark  (Prindpes  d*hy- 
draulique,  ^  305),  proposes  to  take  for  this  ratio  that  which  he 
found  between  the  velocity  of  the  bottom,  and  the  mean  velocity, 
of  vrater- running  in  a  canal :  and  according  to  what  has  been 
said  in  Sec.  109,  this  mean  velocity jf ill  be  ©'-f-  .29886  a/v'+ 
.04462  ;  or  simply,  i/+  .30792  a/i/,i/  being  the  velocity  of  the 
bottom.  Consequently,  for  the  quantity  v  of  the  formulae  of  the 
motion  of  water  in  conduits,  we  shall  substitute  v  -f-  .30792  >v/ r, 
where  t;  represents  the  velocity  of  the  piston. 

According  to  this,  if  D  is  the  diameter  of  the  working-barrel, 
and  L  its  length,  we  shall  have  for  the  expression  of  the  friction 
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which  the  water  experiences,  that  is  to  say,  for  the  height  of  the 
colamn  of  water,  whose  weight  expresses  the  resistance  due  to 
this  friction, 

0.0004175  ^  ^(v  +  .30792  V  «>  +  .18044  (v  +  .30792  V  «)  1 

or,  more  simply,  hnt  less  exactly, 

0.0004358  (t?+  .30792  a/v)*  ^  . 

So  also,  if  D'  represent  the  diameter  of  the  suction  pipe,  and  1/ 
its  length,  observing  that  the  velocity  of  the  water  there  is  greater 
than  in  the  working-barrel  of  the  pump,  in  the  ratio  of  D*  to  ly, 
we  shall  have  for  this  pipe 

.000436  (v+  .3079  ^v)^^)*^  . 

In  a  lift  pump,  where  D^  is  the  diameter  of  the  ascension  pipe, 
and  y  its  length,  we  shall  again  have 

.000436  (t;  +  .3079  Vv)'  (^)*-^ • 

The  piston  must  OTercome  these  resistances ;  upon  its  base  press 
the  columns  of  water  whose  height  we  have  given ;  thus  the 
absolute  value  of  the  resistances  proceeding  from  the  friction  of 
water  against  the  sides  of  the  pump  will  be 

62.45;^..000436  (»+.307  V»)'  [  J+^(§) +^(^,)*] 

439.  For  greater  simplicity,  we  will  determine  the  resistance     Besiitance 
at  each  of  the  contractions  which  the  fluid  column  experiences  in       ^^®  ^ 
the  pumps,  according  to  the  principle,  that  such  a  resistance  is 
represented  by  the  height  due  to  the  velocity  of  the  water  in  its 
passage  through  the  contraction,  minus  the  height  due  the  veloc- 
ity which  the  fluid  had  immediately  before. 

For  the  contraction  on  entering  the  suction  pipe,  calling  m  the 
coefficient  of  contraction,  which  will  vary  from  0.82  to  0.95  (50), 
according  to  the  form  of  the  widening,  and  observing  that  the 
ascensional  velocity  of  the  water  in  ^e  well  is  sero,  we  shall 


that  whi( 
designate  by  s  the  section  or  area  of  the  opening,  by  »/  the  oo- 


For  that  which  occurs  at  the  opening  of  the  fixed  valve,  if  we 
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effident  of  contraction  relating  to  it,  and  by  yv  tiie  yeloeiij  of 
the  water  immediatelj  before,  and  rememboing  that  tiD*  ia  the 

section  of  the  piston,  there  resolts  ^  (  —7-  J  —  ^ . 

Thus  the  absolute  resistance  proceeding  from  the  two  contrac- 
tions will  be 

-««^4[i(l)'+(S)-.-j. 

440.  At  the  first  instant  of  the  raising  of  the  piston,  when  the 
°of  T^ve  ^^^^^  operates  in  opening  the  fixed  valve,  it  experiences  a  resist- 
ance arising  from  the  weight  of  the  plate  to  be  raised.  To  over- 
come it,  it  mast  exert  upon  the  lower  part  of  this  plate  an 
efibrt  whose  action  mast  be  at  least  equal  to  this  weight.  Let  us 
determine  the  height  of  a  column  of  water  which  represents  it, 
and  for  greater  generality,  let  us  take  the  case  of  a  clack-valve. 

Let  P  be  its  weight,  X  the  distance  of  its  centre  of  gravity  from 
the  axis  of  rotation,  a  the  area  of  the  opening,  V  the  distance  of 
its  centre  from  the  same  axis,  and  x  the  height  sought :  Pit  will 
be  the  moment  of  the  resistance  due  to  the  weight  of  the  clapper, 
and  ^2AbaxV  will  be  that  of  the  force  opposed  to  it ;  and  since 
the  two  actions  should  be  equal,  we  shall  have  PX  =  62.45axi'. 
Deducing  from  this  equation  the  value  of  x,  and  multiplying  by 
62.45;kD'  for  the  effort  to  be  exerted  by  the  piston,  it  will  be 
PttDU 

K  the  clapper,  instead  of  being  horizontal  when  it  is  closed, 
should  make  an  angle  a»  with  the  horizon,  we  should  multiply 
the  above  expression  by  cos.  lu. 

For  a  stem-valve  {h  coquiUe)  covering  a  circular  orifice,  whose 

D* 
diameter  is  d,  we  shall  have  simply  P  -=.. 

or 

When  the  valve  is  opened  by  the  effi>rt,  whose  expression  we 
have  just  given,  there  is  required  still  another  to  hold  the  clapper 
up  during  the  whole  ascent  of  the  piston.  In  defiiult  of  posi- 
tive ideas  upon  the  extent  of  this  last  effi>rt,  and  though  it  should 
be  inferior  to  the  first,  we  will  admit  that  the  first,  though  it  acts 
but  for  an  instant,  is  exerted  during  the  whole  ascent. 
^^  441.  The  effort  or  statical  force  employed  to  overcome  the 

due        inertia  of  the  water  depends  upon  the  nature  of  the  motion 
toinertu.     which  the  piston  is  constrained  to  take. 
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If  it  were  entirely  free,  and  this  force,  independently  of  those 

which  equilibrate  the  other  resistances,  acted  constantly  upon  it, 

there  would  result  a  uniformly  accelerated  motion.     Calling  / 

the  length  of  the  stroke,  and  t  the  time  of  the  piston  in  passing 

21  IT  fH 

through  it,  -,  will  represent  the  accelerating  force,  and  —  -3 

will  be  the  motive  force  sought,  IT  being  the  weight  of  the  water 
to  be  moved :  after  having  reduced  all  its  parts  to  the  velocity  of 
the  piston,  and  according  to  the  notations  already  employed,  11= 

62.45;tDML  +  L'-J4). 

But,  nearly  always,  the  piston  is  connected  with  a  machine, 
which,  in  moving  it,  regulates  the  circumstances  of  its  motion. 
For  example,  if  it  is  connected,  directly  or  indirectly,  with  the 
crank  of  a  wheel  endowed  with  a  uniform  motion,  it  will  start 
from  its  rest  with  the  water  which  follows  in  its  train ;  it  will 
rise  at  first  with  an  accelerated  motion :  the  acceleration  will 
diminish  by  degrees,  and  it  will  be  nothing  at  the  middle  of  its 
stroke :  then  its  velocity  will  be  retarded,  more  and  more ;  and 
finishes  by  being  nothing  at  its  highest  point.  During  the  first 
half  of  the  stroke,  the  motion  will  have  required  an  accelerating 
force,  diminishing  progressively;  and  during  the  second  half, 
a  retarding  force,  increasing  by  the  same  progression,  and  which 
will  have  destroyed  the  effect  of  the  first.  Thus,  whatever  was 
required  to  be  taken,  above  the  entire  force  employed  to  move  the 
machine,  to  surmount  the  inertia  of  the  mass  during  the  first 
part  of  its  stroke,  will  be  rendered  back,  by  the  same  inertia  of 
this  mass,  to  the  same  force,  during  the  second  part,  and,  in 
short,  the  inertia  will  not  have  occasioned  any  expenditure  or 
loss  of  force. 

If  the  piston  is  required  to  move  with  a  given  uniform  velocity 
v:  as  it  starts  from  repose,  there  will  be  a  certain  time,  however 
small,  required  to  attain  this  velocity.  Let  t  be  this  time ;  the 
force  necessary  to  impress  it  with  v,  or  to  overcome  the  inertia, 

•Ilk   ^    ^ 
will  be . 

442.  Let  us  make  an  application  of  all  these  formuLe  to  an  ex-    ctiematioa 
periment  which  I  had  occasion  to  make.  or  th^ 

The  pump  had  the  following  dimensions  : 
Diameter  of  the  working-barrel  of  pump,    D  s  1.0656  ft. 
Length  of  the  working-barrel,    .     .     .     .     L  =  5.9056 


rMistancesofa 
pomp. 
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Diameter  of  8aciioiiinpe» IK  aa  0.44407  ft. 

Length  of  this  pipe, L'»  25.105 

L  +  L'= H»  31.011 

Length  of  the  stroke, /»4.7671 

Mean  velocity  of  piston  (4|  strokes  mV)^    o  »  0.71523 
Weight  of  the  clapper  nearly    ....?»  2.2054  lbs. 
Coeificient  of  contraction  at  entrance  of  soo- 

tion  pipe, m  =  0.85 

Co^lcient  at  the  fixed  Talve,      ....    fit's  0.62 
Eflective  section  of  opening  of  valve,  .     .      <  =  f  ^nr'D^ 
(For  approximation,  we  have  taken  f  of 

section  of  suction  pipe.) 
The  water  arriving  at  the  valve  with  the 
velocity  which  it  had  in  this  pipe,  and 

which  was  v  (^)  ,  we  have   .     .     .     .  jr  =  (  D^) 

We  pass  to  the  calculation  of  the  diflerent  resistances,  and  re- 
mark, that  the  quantity  62.45/11)',  which  is  found  in  nearly  all 
of  them,  is  equal  to  55.696  lbs. 

1st.  Weight  of  the  column  of  water  to  be  raised  (435) 

55.696X31.011 1727.20  lbs. 

2d.  Friction  of  the  piston  (437) 

3.0733X31.011X1.0656 101.56  lbs. 

3d.  Friction  of  the  water  (438)  55.696  X 
.00043738  (0.71523  +  0.30792  V.71523)«X 

1-5^9056        25^/ lU!656y-| ^^^ 

L  1.0656  ~  0.44407  \0.44407y  J  w.w  iwi. 

4th.  Contractions  of  the  fluid  column  (439). 

Observing  that  (^)=  4.6248  (^y,  and 

(D  \* 
-Y^  1   is  found  in  all  the  terms  of  the 

complex  fiictor,  we  have  55.696  (.71523)' X 
•«'55366(„^)X^+4.6248-l)=  74.391b.. 
5th.  Resistance  due  to  weight  of  valve  (440) 

2-20S4x(oS)*= 12.70 

6th.  For  inertia,  the  pump  being  moved  by  a  hy- 
draulic wheel  (441),  0.00 

Total  of  resistances,  active  and  passive.  .    .  1959.45 
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Amount  brought  up,      ....     1959.45 
Deducting  weight  of  water  displaced  by  pis- 
ton,     30.88 


There  remains 1928.57  lbs. 

Experiment  has  giyen  1896.69  lbs. 

These  two  results  may  be  regarded  as  identical. 

In  this  example,  the  suction  pipe  was  narrower  than  usual, 
and  occasioned  a  resistance,  from  the  friction  of  the  water,  much 
greater  than  we  commonly  have. 

The  experiment,  the  result  of  which  has  been  just  reported,  is 
one  which  M.  Duch^e  and  myself  made  upon  one  of  the  draining 
machines  at  the  mines  of  Poullaouen,  of  which  mention  has 
already  been  made  (364) .  In  making  them,  we  also  observed  the 
effects  of  inertia.  A  dynamometer,  bearing  a  weight  of  5403  lbs. , 
was  suspended  from  one  end  of  the  working  beam  which  raised 
the  pistons.  At  the  first  moment  of  the  raising,  the  effort  neces- 
sary to  overcome  the  inertia  occasioned  a  jerk  which  bore  the 
index  of  the  instrument  to  a  point  far  above  the  division  5403, 
but  which  could  not  be  observed,  the  movement  being  made  in 
the  twinkling  of  an  eye ;  the  index  immediately  returned  to  5403, 
where  it  remained,  trembling  the  while,  during  the  five  or  six 
seconds  of  the  time  of  ascent.  If  the  velocity  was  increased,  the 
elevation  of  the  needle,  at  the  first  instant,  was  still  greater ; 
but  it  soon  fell  below  5403 :  having  once  increased  the  velocity 
in  the  ratio  of  three  to  four,  and  consequently  the  action  of  iner- 
tia in  that  of  nine  to  sixteen,  the  needle,  afler  its  fia.ll,  marked 
only  5293  :  it  might  have  been  said,  that  the  impulse  of  the  force 
employed  at  the  fijrst  moment,  to  overcome  the  inertia  of  the  body 
raised,  an  impulse  whose  direction  was  opposed  to  that  of  gravi- 
ty, had  diminished  the  weight  of  this  body. 

443.  The  eflFort  to  raise  the  piston  should  be  equal  Effort  to  mise 
to  the  weight  of  the  column  of  water,  plus  the  passive    "^^p***""- 
resistances. 

These  resistances  are  of  two  kinds ;  one,  such  as  the 
friction  of  the  piston,  is  independent  of  the  velocity ; 
the  others  are  dependent  upon  it.  These  last  will 
always  be  very  small  compared  to  the  total  resistance 
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to  motion ;  when  we  caused  the  velocity  of  the  piston  to 
vary  in  the  ratio  of  four  to  five,  the  load  remaining  the 
same,  we  did  not  observe  a  sensible  difference  in  the 
resistance  indicated  by  the  dynamometer.  According- 
ly, and  excepting  extraordinary  cases,  the  passive 
resistances  may  be  estimated  at  a  certain  part  of  the 
weight  of  the  column  of  water  raised.  The  determi- 
nation of  this  portion  was  one  of  the  objects  of  our 
experiments  at  Poullaouen ;  they  are  reported  in  the 
Journal  des  mines  (vol.  XXL,  pp.  169 — 178);  I 
confine  myself  to  giving  the  results  of  them. 

The  first  column  of  the  following  table  indicates  the  nature  of 
the  load ;  thus,  for  the  fifth  experiment,  it  was  a  long  vertical 
connecting  rod,  (to  which  were  attached  the  pistons  of  the 
pump,  placed  one  under  the  other,)  plus  six  pistons,  plus  the 
sum  of  the  resistances  of  the  first  pump,  plus  that  of  the  second, 
plus  that  of  the  third.  The  second  column  presents  the  weight 
of  this  load,  as  indicated  by  the  dynamometer.  The  third  and 
fourth  contain  the  principal  dimensions  of  the  pump  of  the  num- 
ber marked  against  it  in  the  first  column.  The  fifth  shows  the 
sum  of  the  resistances  of  this  same  pump :  it  is  the  difiference  be- 
tween two  consecutive  numbers  of  the  second  column.  In  the 
sixth,  we  have  noted  the  weight  of  the  column  of  water  borne  by 
this  same  pump  :  it  is  49.046D'H.  Finally,  the  last  indicates 
the  ratio  between  the  two  numbers  of  the  two  preceding  columns, 
taken  upon  the  same  horizontal  line. 


LOAD  OF  THE  MACHINE. 

PUMP. 

KX8I9T. 

touiby 
pump. 

WIGHT 

of  water 

'   SATIO       1 

of  naist- 

ITATUBE. 

WRIGHT. 

DIA.lt. 

HBIGHT. 

by 
pump. 

•aMto    , 

weight   1 

Rod      -      -      - 

lbs. 

ft 

ft. 

lbs. 

lbs. 

RodH 
Do.- 
Do.- 
Do.- 
Do.- 
Do.- 
Do.- 

1-  6  nistons     ^^^^ 

-  Ist  pump 
-2d  pump 
-3d  pump 
-4th  pump 
-5th  pump 

-  6th  pump 

7763 
9659 
11600 
13497 
15394 
19672 

1.066 
1.066 
1.073 
1.058 
1.066 
1.073 

31.972 
31.010 
31.972 
31.598 
32.034 
34.977 

1830 
1896 
1940 
1896 
1896 
2139 

1779 
1725 
1806 
1735 

1784 
1976  1 

1.03 
1.10    , 

1.07  ; 

1.09 
1.06 
1.08     .. 
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The  machines  upon  which  these  experiments  were 
made  had  cast  iron  working-barrels,  but  their  polish 
had  been  much  impaired,  the  packings  of  the  piston 
had  been  freshly  placed,  the  suction  pipes  were  narrow, 
and  without  widenings;  so  that  the  resistances  were 
much  greater  in  them,  than  those  commonly  experi- 
enced ;  consequently,  and  without  any  inconvenience  in 
practice,  the  mean  term  1.08  of  the  last  column  may  be 
generally  admitted. 

The  effort  to  raise  the  piston  will  then  be  52.970^^^ 
(=62.45  X  .7854  X  1.08) ;  avery  simple  expression, 
which  will  dispense,  in  most  cases,  with  long  calcula- 
tions, relative  to  each  kind  of  resistance,  and  which 
will  give  results  su£Sciently  accurate.  We  may  raise 
it  to  58.08D'H ;  to  this,  we  then  add  the  weight  of  the 
piston  and  its  rod.  The  dynamic  load  of  a  pump  would 
thus  be  one  twelfth  greater  than  the  static  load. 

444.  When  the  piston  descends,  we  must  exert  upon      Effort 
it  an  effort  to  surmount  the  resistances  arising,  1st,   ^^'piTton!^* 
from  the  contraction  which  the  fluid  mass  experiences 

in  passing  through  the  piston ;  2d,  from  the  friction  of 
its  packing  against  the  working-barrel  of  the  pump. 
Both  will  be  calculated  in  the  mode  already  given  (437 
and  439).  Concerning  the  last,  I  remark,  that  it  will 
be  nothing  in  the  case  where  it  depends  only  upon  the 
pressure  of  the  fluid  column,'  as  when  the  packing  con- 
sists simply  of  a  flexible  leather.  The  effort  exerted 
upon  the  piston  in  its  descent,  favored  otherwise  by  the 
weight  of  this  piece  and  its  rod,  will  always  be  small 
compared  to  that  required  in  raising  it. 

445.  Thus,  during  half  the  time  of  the  working  of     coapied 
the  pump,  the  force  which  moves  it  remains  nearly 
unemployed.      The  better  to  utilize   it,    we  usually 
couple  two  pumps,  by  means  of  a  balance-beam   or 
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other  contrivance,  so  that  one  piston  may  ascend  while 
the  other  descends.  The  force  acts  then  continually 
with  the  same  intensity,  and  should  be  equal  to  that 
required  to  raise  and  lower  one  only  of  the  two 
pistons. 

Most  frequently,  we  place  two  working-barrels  of  a 
pump  upon  the  same  suction  pipe. 

The  two  working-barrels,  or  the  two  pumps,  deliver 
their  water  in  the  same  trough,  which  thus  furnishes  a 
nearly  continuous  jet 

We  obtain  this  continuity  of  jet  with  but  one  work- 
ing-barrel, by  means  of  a  reservoir  of  air,  similar  to 
that  which  we  shall  mention  when  on  the  subject  of 
fire-engine  pumps  (455). 
Qnaatit7  446.  When  a  pump  is  in  perfect  order,  that  is  to 
by  a  pump.  Say,  whcu  the  valves  fit  very  exactly,  and  the  packing 
of  the  piston  does  not  sufier  any  part  of  the  fluid  to  re- 
pass which  has  already  passed  above  it,  it  raises,  at  each 
stroke  of  the  piston,  a  volume  of  water  equal  to  the 
volume  of  space  generated  by  the  base  of  the  piston  dur- 
ing its  upward  stroke,  that  is  to  say,  equal  to  nD% 
or  differing  only  by  the  minute  quantity  which  the  suc- 
tion valve,  in  closing,  forces  beneath  it. 

While  the  piston  ascends,  it  is  true,  the  volume  of 
water  discharged  is  diminished  by  the  volume  of  the 
space  occupied  by  the  rod ;  but  in  its  descent,  when  the 
water  which  was  under  the  piston  passes  above  it,  the 
rod  displaces  the  same  volume,  and  causes  its  discharge; 
so  that,  by  the  entire  oscillation  of  the  piston,  the  quan- 
tity of  water  delivered  is  always  njyi. 

But,  in  reality,  we  do  not  obtain  such  a  product :  the 
valves  and  the  packing  allow  a  portion  of  the  water 
already  passed  to  escape ;  and  all  that  has  been  sucked 
up  does  not  arrive  at  the  delivery  pipe.     When  the 
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pumps  are  well  made  and  kept  in  repair,  the  loss  is  in- 
considerable :  thus,  in  the  beautiful  pumps  of  Huelgoat 
(484),  M.  Juncker  found  it  but  3}  in  100.  M.  Oastel, 
at  mj  request,  has  made  some  careful  gaugings  of  the 
water  delivered  by  the  pumps  of  the  water-works  at 
Toulouse  (454) :  I  give  below  the  results  obtained. 
There  were  two  sets,  each  with  four  pumps,  (plun- 
ger pumps,)  whose  pistons  were  .889  ft.  in  diam- 
eter, and  stroke  8.77  ft. :  it  was  known  that  in  the  set 
No.  I,  one  of  the  fixed  valves,  being  broken,  did  not 
close  exactly:  as  to 
the  set  No.  11,  it 
seemed  to  be  without 
fault.  These  eicperi- 
ments  show,  that  even 
in  very  good  ma- 
chines, the  loss  in- 
creases when  the  ve- 


No. 
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8TB0KS 


ft 
16.66 
12.50 
19.06 
11.41 


PRODUCT  IS  v. 


Tbeoret     KeaL 


cab.  ft 

47.35 
85.52 
54.06 
32.45 


cab.  ft 
45.19 
32.98 
53.36 
31.50 


LOSS 
111 
100. 


4.55 
7.16 
1.50 
2.94 


locity  of  the  piston  is  diminished.  In  common  pumps, 
it  is  more  considerable,  and  generally  reaches  from  one 
to  two  tenths,  according  to  the  condition  of  the  pump; 
so  that  the  volume  of  water  discharged,  in  place  of 
being  0.785D*/,  would  be  given  by  an  expression  vary- 
ing from  0.7D^Zto  0.6D*/.  It  is  more  especially  in 
such  pumps,  that  the  loss  of  water  is  so  much  the 
greater,  as  the  piston  is  more  slowly  raised. 

447.  It  should  not,  however,  be  moved  with  such  a 
velocity,  that  the  working-barrel  of  the  pump,  in  which 
the  water  mounts  by  virtue  of  the  atmospheric  pressure 
Ar,  overcoming  at  the  same  time  different  resistances, 
may  not  have  time  to  be  filled  before  the  piston  com- 
mences its  descent.  Deducting  the  slight  resistance 
experienced  by  the  water  in  the  suction  pipe,  if  we  sup- 
pose that  the  piston,  raised  suddenly,  has  left  a  perfect 


Velocity 

to  give  the 

piston. 
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vacuum  behind  it,  and  that  the  water  has  already  arriv- 
ed at  the  entrance  of  the  working-barrel  of  the  pump, 
at  the  fixed  valve,  the  time  of  filling  will  be  determined 
by  the  rules  given  in  Sees.  97  and  98.  Designating  it 
by  t,  and  by  L'  the  elevation  of  the  valve  above  the 
well,  we  shall  have 

msA 

Representing  by  m  the  mean  velocity  with  which  the 
water  rises  in  the  working-barrel  of  the  pump  while 

filling  it,   we  shall  have  u  =  --.     The  resistance  of 

the  suction  pipe  will  diminish  a  little  this  value  of  u; 
we  shall  obtain  this  diminution  by  reducing  a  little  the 
value  of  m. 

If  the  piston  has  a  velocity  v  greater  than  u,  the  water 
cannot  follow  it ;  it  will  quit  it,  and  will  be  rejoined  by 
it  before  having  arrived  at  the  top  of  the  working-bar- 
rel of  the  pump,  which  will  not  be  entirely  filled  at 
each  lift.     It  is  necessary,  then,  that  v  should  be  less 

than  y  ;  prudence  dictates,  that  we  should  not  allow  it 

to  be  over  two  thirds  of  it. 

In  the  above  example  (442) ,  where  we  have  D  &»  1.0656  ft. ,  / » 
4.7671,  L'=25.105  ft.,  «  =  .15489  sq.  ft.,  and  m  =  0.667,  mak- 
ing A;  =  32.809  ft.,  we  find  /  =  2.2852",  and  m  =  2.086  ft.,  a  ve- 
locity more  than  doable  that  of  .71523  ft.,  which  is  that  of  the 
piston.  Even  when  we  make  mss0.50,  we  shall  then  obtain  u 
=  1.5673  ft.  Thus,  we  should  have  no  fear  that  the  water  might 
not  follow  the  piston. 

The  expressions  u  and  t  indicate  that  the  velocity  with  which 
the  water  ascends  in  the  working-barrel  of  the  pump,  and  conse- 
quently,.that  which  we  give  to  the  pistons,  is  so  much  the  greater 
as  the  suction  pipe  is  shorter,  and  as  its  diameter,  as  well  as  that 
of  the  opening  of  the  valve,  is  more  considerable. 

In  great  pumps,  working  with  a  continuous  motion,  and  the 
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atroke  of  whose  pistons  may  be  3.937  ft.,  for  example,  we  have  usu- 
ally from  four  to  six  strokes  per  minute,  which  corresponds  to  a 
velocity  of  from  .5249  fl.  to  .787  ft.  This  limit  is  never  exceed- 
ed, even  in  fire-engine  pumps  :  notwithstanding  the  quick  move- 
ments of  the  pumpers,  they  do  not  make  over  sixty  strokes  of 
0.3936  fl. ;  which  gives  only  a  velocity  of  0.7874  ft.  There  are 
few  cases  where  it  goes  as  high  as  0.984  ft. ;  though  in  the 
pumps  at  Huelgoat  (434),  it  has  reached  as  high  as  1.377  ft. 
I  will  observe,  that  with  equal  velocity,  it  is  advantageous  to 
increase  the  length  of  the  stroke,  in  diminishing  the  number  of 
those  which  are  made  in  the  same  time ;  we  have  to  surmount 
less  frequently  the  inertia  of  the  masses  to  be  again  set  in  mo- 
tion ;  the  quantity  of  water  which,  at  each  shutting  of  the  fixed 
valve,  returns  below  it,  is  less ;  and  the  changes  of  direction, 
which  produce  shakings  in  the  joints  of  the  mechanism,  and  end 
in  wearing  them  out,  are  less  frequent. 

ARTICLE    SECOND. 
Force  Pumps, 

448.  In  these  machines,  though  not  in  frequent  use 
at  present,  the  working-barrel  of  the  pump  is  plunged 
into  the  well;  it  is  joined  to  an  ascension  pipe,  at  the      Fig.7«. 
lower  extremity  of  which  is  the  stop-valve. 

If  the  water  which  is  in  the  working-barrel  of  the 
pump  is  removed,  that  of  the  reservoir  penetrates 
there,  and  it  rises  to  the  same  height  as  the  exterior 
surface,  by  reason  of  the  law  in  virtue  of  which  all 
parts  of  the  sur&ce  of  a  fluid  mass  tend  to  take  the 
same  level. 

449.  On  entering  there,  it  raises  the  fixed  valve  6, 
which  is  in  its  lower  part,  and  which  closes  when  the 
fluid  has  attained  the  level  MN.  Then,  the  piston, 
descending,  presses  and  forces  the  water  between  its 
base  and  the  valve ;  forces  open  the  stop-clapper  e,  and 
rises  in  the  ascension  pipe.  When  the  piston  has 
reached  the  bottom  of  its  stroke,  and  ascends  again,  the 
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fixed  valve  is  opened  anew,  and  the  working-barrel  of 
the  pump  is  filled  a  second  time ;  and  so  in  succession. 
Such  is  the  force  pump^  properly  so  called. 
Fig.  77.  In  others,  the  piston  is  pierced  in  the  middle,  and 
surmounted  with  a  valve ;  when  it  descends,  the  water 
which  was  below  it,  opening  the  valve,  passes  above  it ; 
in  reascending,  it  raises  this  water,  as  well  as  the  whole 
column  which  is  in  the  ascension  pipe.  This  is  the 
lifting  pump;  it  only  diflFers  from  that  described  in 
Sec.  434,  in  that  the  latter  has  a  suction  pipe  below  the 
working-barrel  of  the  pump. 

In  some  force  pumps,  the  piston,  which  is  also  provid- 
ed with  a  valve,  is  introduced  through  the  lower  open- 
ing of  the  working-barrel  of  the  pump,  and  is  sup- 
ported by  an  iron  frame,  attached  to  a  rod. 
Load.  450.  It  is  evident  that  such  pumps  can  carry  the 

water  to  any  desired  height,  provided  the  disposable 
force  is  sufficient. 

It  is  also  evident,  that  the  load  of  the  piston,  whether 
forcing  or  lifting,  is  always  equal  to  the  weight  of  a 
column  of  water  which  has  for  its  base  that  of  the 
piston  itself,  and  for  its  height,  the  difier^ice  of  level 
between  the  well  and  the  delivery  pipe. 

What  we  have  said,  in  the  article  on  suction  pumps, 
upon  the  resistances  arising  from  the  friction  of  the 
piston  and  of  the  water,  from  contractions  at  the  valves, 
&c.,  applies  equally  to  force  pumps. 

451.  There  is,  however,  a  resistance  which  is  more 
considerable  in  these  last,  and  of  which  no  mention  has 
yet  been  made ;  it  is  that  experienced  when  we  attempt 
to  (^n  the  stop- valve,  and  in  general,  every  valve  bear- 
ing a  mass  of  water  upon  it,  having  its  upper  surfiixse 
greater  than  that  of  the  opting,  (and  it  cannot  be 
otherwise). 


at  the 
stop-valve. 


SUCTION   AND  FORCE   PUMPS.  493 

Let  S  be  thifi  upper  sui&oe,  H^  the  height  of  the  fluid  maas 
upon  it ;  62.452*11'  will  be  the  pressure  exerted  bj  this  mass. 
To  surmount  it,  we  must  oppose  to  it  an  effort  whose  momentum 
roust  be  at  least  equal  to  it :  preserving  the  denominations  of 
Sec.  440,  we  shall  have  then  62.45^Ha  »  62.455r;i^  whence  x^ 

— ,-:  thus  this  eflbrt,  acting  upon  the  piston,  or  being  exerted  by 

it,  will  be  62.45;r'DW  ~ .     If  the  two  surfaces  of  the  valve  had 

been  equal,  that  is  to  say,  if  the  upper  surface  had  been  equal  to 
the  orifice,  there  would  always  have  been  requisite,  to  raise  this 
mass,  an  e£fort  equal  to  6^.457i^'H' ;  then  that  arising  from  the 
excess  of  the  upper  sur&oe  will  be 


62.457iD«H' 


■(^->)- 


This  effi)rt  should  act  but  a  single  instant,  at  the  commencement 
of  the  opening  of  the  valve. 

In  a  pump  whose  piston  is  moved  by  a  hydraulic  wheel,  or  by 
any  mechanism  carrying  a  fly-wheel,  if  the  physical  duration  of 
this  instant  could  be  appreciated,  and  should  be  represented  by 
6,  &  being  the  time  of  the  entire  lift  of  the  piston,  we  might 
convert  the  effi>rt  of  an  instant  into  an  eflbrt  acting  continually 

a 

upon  the  machine,  in  multiplying  it  by  ^. 


ARTICLE  THIRD. 
Suction  and  Force  Pumps, 

452.  Most  commonlj,  the  two  kinds  of  pumps  are 
united  into  one,  and  it  is  consequently  called  the  ^lic- 
tion  and  force  pump. 

It  is  composed  of  a  working-barrel,  of  a  short  suction 
pipe,  of  an  ascension  pipe,  of  a  solid  piston,  or  of  a  long 
cylindric  piston  (plunger),  and  of  two  valves,  the  suc- 
tion and  the  stop- valve. 

Commonly,  the  suction  pipe,  which  is  never  over  a 
few  metres  in  length,  is  placed  immediately  below  the 


effect 
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working-barrel,  in  the  same  straight  line,  and  the  ascen- 
sion tube  is  placed  at  the  side.  Sometimes,  however, 
these  two  pipes  are  in  the  same  line,  making,  as  it  were, 
onlj  one,  and  the  working-barrel  is  at  the  side,  as  we 
see  in  Figs.  78  and  79. 

We  also  couple  suction  and  force  pumps.  Often  the 
two  working-barrels  have  but  one  suction  tube,  and 
sometimes  also  but  one  ascension  tube.  Pumps  are 
also  made  with  two  pistons,  moving  in  the  same  body. 
Finally,  Lahire,*  MM.  ArnoUet,!  Cordier,J  and  Car- 
cel  (in  his  lamps)  have  employed  but  one  working- 
barrel,  with  only  one  piston,  which  exhausts  and  forces 
at  the  same  time  in  its  reciprocating  motion. 
Dynamic  458.  In  whatcvcr  manner  the  two  coupled  pumps 
are  arranged,  the  dynamic  force  which  the  motor  must 
employ  to  keep  them  in  action,  will  be  52.956D'HXt7 
(443);  or  rather,  56.208D^Hv,  the  force  destined  to 
raise  the  piston  having  to  be  increased  by  that  neces- 
sary to  lower  it  (444).  The  velocity  v  is  estimated 
usually  by  the  number  N  of  strokes  of  each  of  the 
pistons  in  one  minute ;  thus,  /  being  the  length  of  the 

stroke,  we  shall  have  1;=.^ ;  and  for  the  force  im- 
pressed, or  dynamic  effect  produced  in  1", 
1.8734ND2H/^'«"-. 

454.  I  will  give,  as  an  example  of  good  distribution  of  the 
parts  of  a  suction  and  force  pump,  designed  to  accomplish  a  con- 
siderable and  continuous  work,  one  of  those  which  M.  Abadie  has 
established,  with  complete  success,  at  the  water-works  of  Tou- 
louse. They  are  eight  in  number,  divided  into  two  entirely  dis- 
tinct sets :  each  is  moved  by  a  great  hydraulic  wheel,  whose 
turning  axle  carries,  at  each  of  its  extremities,  a  crank,  which 

•  MAmolres  de  rAcadimle  des  sciences.  1716. 

t  Bulletin  de  lasociit^  d'encouragementpour  rindastrie  natlonalc. 

t  Annates  des  ponts  et  cbauss^es.  1831.  Machines  de  Bezlen. 
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moves,  throiigh  the  intervention  of  a  beam  and  connecting  rod, 
two  coupled  pomps. 

Figure  80  presents  one  of  them,  with  its  essential  parts.  '*«•  *• 

The  working-barrel  is  of  cast  iron :  it  is  0.98  ft.  in  diameter, 
and  4.92  ft.  long.  The  piston  consists  of  a  beautiful  brass  cyl- 
inder, perfectly  polished ;  still,  after  twelve  years'  service,  its 
surface  has  all  the  lustre  of  a  metallic  mirror :  its  interior  is 
hollow,  and  filled  with  lead  small-shot :  the  exterior  diameter  is 
0.889  ft.,  and  its  length  is  5.57  ft.  The  stuffing  box,  besides  the 
usual  packing,  contains  at  the  bottom  a  crimped  leather,  bent 
downwards. 

Below  this  box,  the  working-barrel  is  pierced  with  a  small 
hole,  furnished  with  a  cock,  through  which  issues  the  air  that 
may  have  entered  there.  The  suction  pipe  is  4.527  ft.  long  and 
0.525  ft.  in  diameter :  it  is  covered  by  a  brass  plate,  canyiog 
two  semi-circular  clapper-valves. 

At  the  foot  of  the  working-barrel,  and  upon  one  of  its  sides,  is 
fitted  a  square  cast  iron  box,  0.984  ft.  in  height  and  width  in  the 
clear.  It  contains  a  species  of  bronze  box,  open  at  one  end,  and 
its  upper  surface,  being  inclined  45°  to  the  horizon,  is  pierced 
with  three  rectangular  openings,  0.787  ft.  long  and  0.328  ft. 
wide ;  upon  each  is  a  clack-valve  of  the  same  metal.  Above  this 
box,  the  square  box  has  an  opening,  which  is  closed  by  a  cast 
iron  plate,  retained  by  iron  straps,  which  are  taken  off  when 
there  is  occasion  to  repair  the  valves,  (which  has  not  yet  hap- 
pened since  their  construction.) 

This  box  is  prolonged  to  the  other  pump  of  the  same  couple, 
whose  water  it  also  receives.  In  the  middle  of  its  upper  surface 
rises  an  upright  pipe,  0.886  ft.  in  diameter:  at  a  height  of 
21.325  ft.,  it  reiinites  with  that  which  proceeds  from  the  second 
couple  of  the  same  set.  After  this  reiinion,  being  then  0.984  ft. 
in  diameter,  it  continues  vertically,  and  discharges  its  water, 
78.74  ft.  above  the  well,  in  a  basin  placed  at  the  top  of  the 
water-works. 
The  stroke  of  the  piston  is  at  will  2.62,  3.28  and  3.93  ft. 
When  the  pumps  are  in  full  work,  with  the  great  stroke,  we 
have  6^  strokes,  and  consequently  a  velocity  of  0.853  ft. 

455.  One  of  the  most  useful  combinations  of  suc- 
tion and  force  pumps  is  found  in  the  fire-engine  pump. 
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Fire-Engiiie  The  two  working-barrels,  made  of  brass,  hare  g^ner- 
pamp.  ^jjy  ^  diameter  of  0.393  ft.  and  a  length  of  1.97  ft 
Fig.  81.  The  pistons  are  surrounded  with  leather  rings ;  above 
and  below  are  crimped  leathers,  disposed  according  to  the 
description  of  Sec.  425 ;  all  are  contained  and  pressed 
between  two  iron  plates.  The  suction-yalye  is  a  stem- 
valve,  and  the  stop-valve  is  a  clapper.  Between  the 
two  working-barrels  is  the  reservoir  or  air  receiver, 
made  of  copper  plates  about  0.118  in.  thick ;  its  diam- 
eter is  0.82  ft.,  and  its  height  1.804  ft. ;  in  its  lower 
part,  it  is  pierced  with  a  circular  hole,  to  which  is  sol- 
dered a  brass  pipe,  from  the  top  of  which  issues  a 
leather  or  strong  impermeable  canvass  pipe,  bearing  at 
its  extremity  a  long  ajutage  or  spout,  which  is  about 
0.052  ft.  in  diameter  at  the  orifice,  and  is  directed 
towards  the  fire  to  be  put  out. 

This  pump  is  placed  in  a  wooden  box,  mounted  on 
four  wheels,  and  drawn  to  the  place  where  the  fire 
breaks  out.  The  firemen  then  continually  supply  the 
water  with  buckets  made  for  the  purpose,  while  the 
pumpers,  placed  at  the  two  ends  of  the  beam,  working 
the  rods  of  the  two  pistons,  keep  the  engine  in  play. 

The  water  passes  from  the  pumps  into  the  air  reser- 
voir ;  and  as  it  arrives  there  in  much  greater  quantity 
than  can  be  vented,  under  a  small  pressure,  through  the 
lower  aperture,  it  rises,  condenses  the  air  more  and 
more,  and  gives  it  an  elastic  force,  very  ofl«n  greater 
than  that  of  three  atmospheres.  The  reaction  being 
equal  to  the  action,  the  air  presses  the  water  with  this 
same  force ;  it  causes  it  to  issue  with  velocity  through 
the  -spout,  with  a  continuous  jet. 

Eight  pumpers,  working  well,  give  sixty  strokes  to 
the  beam  per  minute ;  the  stroke  of  the  pistons  is 
0.393  ft.,  and  they  impel  the  water  a  height  of  65.62  ft. 
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Deducting  all  losses,  this  is  195.36*'*"-  of  nsefiil  effect 
in  1"  per  man. 

456.  Towards  the  end  of  the  last  century,  an  appli-    Hydmnuc 
cation  of  the  suction  and  force  pump  was  made,  too 
important  to  be  passed  in  silence ;  it  has  given  rise  to 
the  hydraulic  press. 

This  machine  consists  of  a  piston  A,  which  rises  in  fic.  sz. 
the  working-barrel  of  the  pump  B,  communicating  with 
the  small  pump  C,  by  the  pipe  D.  The  great  piston  is 
covered  with  a  plate,  upon  which  we  place  the  objects  to 
be  pressed;  these  are  forced  against  an  immovable 
plane,  fixed  a  little  above  it. 

The  pressure  which  the  base  of  the  small  piston 
exerts  upon  the  water,  when  it  descends,  is  transmitted, 
by  the  intervening  fluid  contained  in  the  pipe,  to  the 
base  of  the  great  piston ;  and  as  it  is  equal  upon  each 
of  the  points  of  the  two  bases,  its  total  effort  upon  each 
will  be  in  the  ratio  of  their  surfaces ;  so  that,  if  the 
ratio  of  the  two  diameters  is  as  one  to  five,  the  effort 
exerted  upon  the  great  will  be  twenty-five  times  greater 
than  that  upon  the  small  piston.  Let  us  suppose  a  man, 
capable  of  exerting  a  pressure  of  66.16  lbs.  upon  a 
weighing  machine,  acts  at  the  end  of  a  lever  8.2809  ft. 
long ;  and  that  the  point  of  this  same  lever,  to  which 
is  attached  the  rod  of  the  small  piston,  is  but  .164  ft. 
from  the  other  extremity,  where  the  fulcrum  is.  The 
arm  of  the  lever,  where  the  power  is,  is  twenty  times 
longer  than  that  of  the  resistance,  and  the  effort  at  the 
great  piston  will  evidently  be  25  X  20  X  66.16=88080 
lbs. ;  an  effort  equal  to  that  which  500  men,  acting  at 
the  same  time,  would  be  capable  of  exerting. 

I  shall  not  enter  into  any  details  as  to  the  very  sim- 
ple mechanism  used  to  feed  the  pump  with  water,  and 
to  direct  it  suitably  under  the  great  piston.     I  merely 
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remark,  that  it  is  very  essential  that  the  packing  of  the 
leather  box  through  which  the  piston  passes  should 
allow  no  water  to  drop  through  it;  this  packing  consists 
of  a  single  crimped  leather  ring,  so  rounded  upwards, 
that  the  cover  of  the  box,  pressing  upon  its  convex 
surface,  extends  it  in  breadth,  and  brings  it  to  bear  for- 
cibly, with  one  edge  against  the  piston,  and  the  other 
against  the  lateral  surface  of  the  box. 
Botatoty  457.  A  contiuuous  rotatory  motion  produces  gener- 
ally a  greater  effect  than  alternating  motion ;  two  dis- 
tinguished mechanists,  Bramah,  of  England,  and  M. 
Dietz,  of  France,  have  attempted  to  procure  for  pumps 
the  advantages  of  the  former.  Having  had  no  occasion 
to  use  their  ingenious  machines,  I  confine  myself  to 
giving  a  simple  idea  of  their  structure  and  mode  of 
action ;  I  will  take  for  example,  the  pump  of  Dieiz. 


pampt. 


Fig.  83. 


The  body  of  the  pump  is  composed  of  a  dram  or  cylindrical 
copper  box,  A,  having,  in  the  clear,  a  diameter  of  from  0.656  ft. 
to  1.312  ft.,  and  a  thickness  of  from  0.131  to  0.393  ft.,  according 
to  the  power  of  the  machine.  It  contains,  between  its  two  ends, 
a  second  box  BB',  also  of  copper  and  cylindrical,  but  of  less  di- 
ameter, and  without  a  cover :  it  is  moveable  about  the  turning 
axle  C,  furnished  with  a  crank.  In  the  interior  of  the  box  or 
wheel  BB',  and  adjoining  its  concave  sur&ce,  there  is  an  eccen- 
tric D  &stened  by  screws  upon  the  drum.  The  latter  encloses 
also,  at  the  sides  of  the  pipes  E  and  F,  a  large  iron  plate  G6H, 
which  is  pressed  at  h  against  the  convex  part  of  the  wheel,  and 
is  pierced  with  two  openings :  through  one,  c,  the  water  passes 
from  the  suction  tube  E  into  the  space  aaaa  between  the  two 
boxes ;  and  through  the  other,  </,  it  enters  the  ascension  tube  F. 
Finally,  the  box  BB'  has,  throughout  its  thickness,  and  as  far  as 
the  axle,  four  cross  formed  cuts,  in  which  slide  four  iron  tongues, 
I,  r,  Fand  F' :  their  width  (parallel  to  the  axle),  as  well  as  that 
of  the  band  G6H,  is  equal  to  the  distance  between  the  two  ends 
of  the  drum :  one  of  their  extremities  is  constantly  bearing 
against  the  exterior  edge  of  the  eccentric  D,  and  the  other  is 
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against  the  concave  side  of  the  space  aaa;  so  that,  like  parti- 
tions, they  divide  this  space  into  separate  parts. 

When  the  machine  is  put  in  motion,  and  the  wheel  BB'  goes 
from  h  towards  B',  the  tongue  I,  after  passing  the  point  6,  leaves 
behind  it  a  vacuum,  and  as  soon  as  it  gets  beyond  the  opening  c, 
the  water  enters  in  to  fill  it.  The  tongue  F,  which  follows, 
poshes  before  it  this  water,  causes  it  to  run  through  the  interval 
aaa^  forces  it  to  pass  through  the  orifice  d,  and  to  rise  in  the  pipe 
F.  So  on  successively,  and  we  have  a  continuous  motion  and 
jet. 

From  what  has  been  said,  in  order  that  the  machine  may  raise 
all  the  water  possible,  it  is  necessary  that  the  fluid  be  completely 
retained  in  the  spaces,  so  as  not  to  pass  from  one  to  the  other, 
and  consequently,  that  the  moveable  box  and  the  tongues  join 
perfectly  the  two  ends  of  the  drum,  without,  however,  occasion- 
ing any  considerable  friction  ;  and  for  this  purpose ^  we  must  have 
great  perfection  in  the  adjustment  of  the  pieces  of  the  machine. 
Even  should  this  perfection  exist  on  coming  from  the  hands  of 
the  artist,  we  have  to  fear  lest  it  may  be  damaged  by  much 
work,  and  by  the  raising  of  saline^  waters,  etc.,  and  that,  at  the 
end  of  a  certain  period,  the  useful  effect  may  become  far  inferior 
to  what  it  was  at  first :  this  latter,  in  an  experiment  made  by 
MM.  Molard  and  Mallet,  has  been  -^  of  the  force  employed  to 
produce  it. 


CHAPTER    II. 

ARCHIMEDEAN     SCREW. 

458.  If,  upon  the  surface  of  a  wooden  cylinder,  we  ParUMd 
trace  a  helix  of  several  spirals^  so  that  in  a  groove  cut  <"™«»*on«- 
according  to  this  curve  are  set  small  plates,  all  of  the 
same  height,  and  joining  well  upon  each  other,  the  com- 
bination will  present,  as  it  were,  the  thread  of  a  screw, 
very  salient  and  of  a  uniform  thickness ;  and  if  we 
then  cover  them  with  a  cylindrical  envelope  of  staves, 
the  whole  will  constitute  the  Archimedean  Screw.  Its 
envelope  will  be  the  barrel,  the  plates  forming  the 
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thread  of  the  screw  will  be  the  steps j  and  the  solid  cyl- 
inder the  newel  or  core;  the  space  comprised  between 
the  newel,  the  barrel,  and  the  thread,  will  form  a  helicoi- 
dal  canal. 

In  the  common  screws,  we  have  upon  the  same  newel 
three  equidistant  threads,  and  consequently  three  canals. 
The  diameter  of  the  screw,  which  is  the  interior  diame- 
ter of  the  barrel,  varies  from  1.066  ft.  to  2.13  ft. ;  that 
of  the  newel  is  a  third  of  it ;  and  the  length  of  the 
screw  is  from  twelve  to  eighteen  times  the  diameter, 
according  as  it  is  more  or  less  strong.  The  angle  made 
by  the  helix  with  the  axis,  or  rather  with  a  right  line 
traced  upon  the  newel,  and  consequently  parallel  to  the 
axis,  has  undergone  great  variations ;  the  ancient  Ro- 
mans made  it  but  45"^ ;  at  Toulouse,  according  to  pre- 
scriptions derived  from  Holland,  they  make  it  about  54° ; 
the  Paris  constructors  make  it  generally  at  60° ;  and 
Eytelwein,  in  a  small  screw,  carefully  made,  went  as 
high  as  78°.  At  the  upper  extremity  of  the  axis  is  a 
crank,  and  at  the  lower  is  a  pivot,  which  is  received  in 
a  socket,  embedded  in  one  of  the  small  sides  of  a  frwne 
supporting  the  machine, 
uie.  459.  If  we  place  it  in  a  mass  of  water,  giving  it  an 

inclination  less  than  that  of  the  helix  upon  the  axis, 
which  is  usually  from  80°  to  45°,  and  impress  upon  it  a 
motion  of  rotation,  in  an  opposite  direction  to  that  of 
the  helices,  the  inferior  orifice  of  the  canals  passing  in 
the  water,  will  draw  up  a  certain  quantity,  which  will 
rise  from  spiral  to  spiral,  and  will  issue  at  the  upper 
orifice. 

The  screw  is  peculiarly  adapted  to  the  draining  of 
water  from  places  where  we  wish  to  lay,  unobBtructed 
by  water,  the  foundations  of  any  hydraulic  structure, 
such  as  the  pier  of  a  bridge,  a  lock,  &c.    Its  simplio* 


ARCUIMEBBAN   SCREW.  501 

ity,  the  small  space  it  occupies,  the  facility  of  trans* 
porting  and  setting  it  up,  as  well  as  that  of  setting  up 
many  at  the  same  point,  cause  its  use  to  be  very 
general  in  such  drainings,  and  give  it  a  preference  even 
over  other  machines,  which  have  some  advantages  in 
other  respects.  It  was  well  known  to  the  ancients, 
and  the  illustrious  name  which  it  bears,  shows  that 
it-  has  been  known  for  more  than  twenty  centuries. 
Vitruvius,  who  lived  in  an  early  age  of  the  Christian 
era,  made  mention  of  it,  and  what  he  said  shows  that 
at  that  epoch,  its  construction  was  as  well  understood 
as  now. 

460.  I  attempt  to  give  a  precise  idea  of  the  mode  in     Method 
which  the  water  rises  in  the  screw.  working. 

For  greater  simplicity,  let  us  take  a  screw  formed  ^^  ^ 
by  a  tube,  bent  and  wound  round  a  cylinder.  We  first 
plaoe  it  horizontally ;  if,  through  the  orifice  at  the  base, 
we  introduce  a  bullet,  in  rolling,  as  upon  an  inclined 
plane,  it  will  advance  towards  the  other  extremity  of 
the  tube,  and  it  will  stop  upon  the  lowest  point  of  the 
first  spiral ;  by  turning  the  machine,  the  point  on  which 
it  rests  will  be  raised ;  it  will  leave  it,  and,  as  if  descend- 
ing, it  will  pass  to  the  following  point;  and  in  succes- 
sion to  the  others,  remaining  always  at  the  same  level, 
but  advancing  towards  the  outlet  of  the  tube,  which  it 
will  finally  attain,  and  so  pass  through  it.  Now,  incline 
the  machine  a  little,  and  again  introduce  the  bullet 
through  the  lower  end ;  it  will  still  settle  itself  upon 
the  lowest  point  of  the  first  spiral ;  when  it  will  be 
raised  by  means  of  the  motion  of  rotation,  and  will  pass 
upon  the  following  one,  which  will  also  be  raised,  but  in 
a  less  quantity;  in  this  manner,  by  a  movement  at  once 
progressive  and  ascensional,  it  will  gain  the  upper  out- 
let ;  it  will  have  risen  by  descending,  the  plane  on  which 
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it  rested  rising  more  than  itself.  If  the  inclination  of 
the  screw  had  been  such,  that  the  helix  should  present 
no  point  lower  than  that  upon  which  the  bullet  is  first 
placed,  it  would  have  continued  to  remain  there.  Final- 
ly, if  the  inclination  had  been  still  increased,  the  bullet 
could  not  have  entered  it ;  and  if  it  had  been  introduc- 
ed through  the  upper  orifice  of  the  tube,  it  would  have 
descended  in  following  all  the  windings,  and  have  issued 
through  the  lower  orifice. 

What  we  have  said  of  the  bullet  applies  equally  to 
the  water  which  enters  through  the  base  into  the  spiral 
tube.  It  will  flow  to  the  lowest  point  of  the  spiral ;  it 
will  then  rise  on  both  sides,  in  the  two  branches,  to  the 
level  of  the  most  elevated  point  of  the  branch  of  entry. 
The  arc  of  the  spiral,  containing  all  the  water  it  can 
then  admit,  is  the  hydrophoric  arc  of  the  screw.  If, 
after  the  first  spiral  is  filled,  we  make  a  revolution  of 
the  machine,  the  water  it  contains  will  advance,  like 
the  bullet,  with  a  double  motion,  progressive  and  ascen- 
sional, and  it  will  be  found  in  the  hydrophoric  arc  of 
the  second  spiral ;  it  will  be  replaced  in  the  first  by  a 
new  and  equal  quantity  of  water.  In  the  following 
revolutions,  these  two  bodies  of  water,  as  well  as  those 
which  follow  after  them,  will  ascend  from  spiral  to  spi- 
ral, even  to  the  orifice  of  exit.  Thus,  at  each  revolu- 
tion, the  screw  will  evidently  discharge  a  quantity  of 
water  equal  to  that  contained  by  the  hydrophoric  arc. 
The  depth  461.  But  for  this  purpose,  the  base  of  the  screw  should  be 
•crew  should  be  Pl"°g®d  in  the  well  a  certain  quantity. 

plunged  It  should  be  at  least  so  much  submerged,  that  the  mouth  of  the 

In  the  well,     helicoidal  tube,  after  having  traversed  in  its  rotation  the  water  of 
Fig.  84.       ^^®  well,  on  its  arrival  at  the  sur&ce,  shall  be  found  at  the  sum- 
mit of  the  hydrophoric  arc  of  the  jfirst  spiral ;  then  this  arc  will 
be  entirely  filled ;  and  it  is  evident  that  it  could  not  be  so,  if  the 
level  of  the  reservoir  was  below  this  point,  whose  position  we 
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shall  soon  deteimine.  When  the  mouth,  in  pursuing  its  rotation, 
shall  have  passed  this  level,  the  atmospheric  air  will  enter  in  the 
tube,  will  take  the  place  vacated  by  the  water,  and  at  the  end  of 
the  first  revolution,  it  will  fill  the  upper  part  of  the  first  spiral, 
that  which  is  above  the  hydrophoric  arc.  It  will  be  the  same 
with  the  following  spirals ;  the  wator  and  the  air  will,  be  then 
disposed  as  indicated  by  the  figure ;  each  of  the  columns  of  the 
former  fluid  will  be  entirely  supported  by  its  spiral :  it  will  not 
exert  any  pressure  upon  the  inferior  columns,  and  through- 
out, the  air  will  have  the  same  density  as  that  of  the  atmos- 
phere. 

It  will  not  be  so,  if  the  level  of  the  well  should  be  raised  above 
the  summit  of  the  hydrophoric  arc,  even  though  the  orifice  of  the 
tube  may  be  found,  in  some  portion  of  its  revolution,  outside  the 
water.  The  air,  it  is  true,  will  be  introduced  among  the  spirals, 
but  the  water  will  occupy  more  than  the  hydrophoric  arc ;  it  will 
rise,  in  the  ascending  branch,  above  the  summit  of  this  arc,  that 
is  to  say,  above  the  summit  of  the  descending  branch ;  it  will 
bear  upon  the  inferior  column  with  all  this  excess,  and  will  com- 
press the  air  comprised  between  that  and  itself.  Often  this  air, 
striving  to  regain  its  density,  traverses  the  column  which  is  above 
it.  On  the  other  hand,  and  by  reason  of  the  movements  which 
take  place,  and  of  the  irregularity  with  which  the  water  and  the 
air  are  reciprocally  disposed,  the  last  of  these  fluids  may  be  found 
rarified  in  certain  parts ;  and  we  may  see  the  atmospheric  air  in- 
troducing itself  in  the  tube,  passing  briskly  through  the  water  of 
some  spirals,  and  going  to  establish  the  equilibrium ;  these  shocks 
and  irregular  movements  diminish  considerably  the  product  of  the 
machine. 

Finally,  when  the  base  is  plunged  entirely  in  the  well,  the  air 
cannot  enter  the  screw ;  nothing  but  water  can  enter  there.  If 
the  velocity  of  rotation  be  very  great,  the  centrifugal  force  result- 
ing firom  it  may  raise  this  water,  and  cause  it  to  be  discharged 
through  the  upper  outlet,  as  in  the  case  mentioned  in  Sec.  392. 
But  with  a  less  velocity,  the  water  will  only  reach  a  certain 
height  in  the  tube ;  forming  a  continuous  w^hole,  it  will  press, 
with  all  the  weight  doe  to  its  vertical  height,  upon  the  orifice  of 
entry,  and  will  thus  counteract  the  centrifugal  force.  In  great 
machines,  the  air  which  is  already  in  the  helicoidal  ducts, 
and  that  which  arrives  there  through  the  upper  opening,  also  pro- 
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duoe  irregularity  in  the  motions,  and  the  diminution  of  the  pro> 
duct  already  alluded  to.  When,  however,  the  canals  are  Tery 
large,  and  the  machine  is  properly  disposed  and  inclined,  the 
exterior  air  arriving  without  commotion  in  all  the  spirals,  these 
inconveniences  no  longer  occur,  and  we  obtain  nearly  the  usual 
product. . 

Eytelwein,  who  made  a  particular  study  of  the  movements 
of  water  in  diflbrent  kinds  of  screws,  published  a  series  of 
experiments  which  show  the  bad  eflfect  of  a  too  great  or  too  little 
submersion  of  the  base  in  the  water  to  be  drained ;  at  least,  for 
screws  with  small  dacts.  I  give  here  some  of  the  results  ob- 
tained. He  was  provided  with  a  model  of  a 
screw  made  with  great  care :  it  was  0.512  ft. 
in  diameter  and  3.608  ft.  long :  it  had  two  heli- 
coidal  ducts,  intersecting  the  axis  at  an  angle 
of  78°  21",  and  hnving,  in  the  direction  of  the 
radius,  a  height  of  0.138  ft.  This  screw  was  i 
placed  in  a  reservoir,  in  an  angle  of  50®  to  the 
horizon,  and  when  it  yielded  the  greatest  pro- 
duct, the  level  was  0.042  ft.  above  the  centre  of 
the  base.  I  indicate  in  the  iBrst  column  of  the 
annexed  table,  the  height  of  the  water  above 
or  below  the  centre  of  the  base ;  and  in  the  second,  the  volume 
of  vniter  raised  at  each  revolution. 

Though  the  Archimedean  screw  is  very  ancient,  and  simple  in 
its  character,  still,  there  is  no  theory  to  be  found  for  the  machine 
as  it  is  now  used.  The  essays  of  some  learned  mathematicians 
are  far  from  enabling  us  to  determine  its  effects  exactly.  That 
which  Bernoulli  and  most  authors  have  given,  applies  only  to 
the  case  (now  out  of  use)  of  a  tube,  with  a  very  small  diameter, 
rolled  spirally  round  a  cylinder :  I  make  an  elementary  exposi- 
tion  of  the  principal  features  of  it,  both  to  guide  our  first 
impressions  upon  this  subject,  and  to  avoid  leaving  a  gap  in 
this  work. 

Let  AMCND  be  a  vertical  projection  of  the  axis  of  the  heliooi- 
dal  tube,  wound  round  the  cylinder  AB£D,  and  the  circle  anbma 
a  projection  of  the  base  of  the  cylinder,  upon  a  plane  perpendic- 
ular to  its  axis.  Through  the  point  F  of  the  arc  A3IM'C  draw 
the  tangent  GH ;  it  will  make  with  the  edge  01  an  angle  IFH, 
which  we  designate  by  a;  and  through  the  extremity  B  of  AB 
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draw  the  horisontal  BE,  the  angle  EBK,  or  b,  will  measure  the 
inclination  of  the  screw. 

462.  Let  us  determine  the  length  of  the  hjdrophorio  arc  MGN. 

And  first,  the  height  LP  of  any  point  L  of  the  helix,  ahove  the 
horizontal  plane  BK.  Project  L  at  /  upon  the  circumference 
of  the  circle  of  the  hase,  cuad  draw  the  horizontal  /r,  we  shall 
have  LP  =■  Lr -f- *•?•  For  greater  simplicity,  make  the  radius 
oa  =  1 ;  designate  by  a  the  length  of  the  arc  Ai  (so/);  the 
angle  which  the  helix  makes  at  A  vrith  the  plane  of  the  base, 
being  the  complement  of  a,  we  shall  find  "Lr^U  sin.  b=sAl  cot. 
a  sin.  bs=a  cot,  a  sin.  b.  We  shall  also  have  rP=a^=s/B  cos.  b 
=^sb  cos.  b==  (l-|-cos.  a)  cos.  b.  Then  LPss  a  cot.  a  sin.  b  -^ 
(1-|-C08.  a)  COS.  b. 

The  summit  or  commencement  of  the  hydrophoric  arc  of  the 
spiral  ACD  will  be  at  M,  the  most  elevated  point  above  BK.  It 
corresponds  consequently  to  the  maximum  value  of  LP.  Differ- 
entiating the  above  expression,  equaling  the  differential  to  zero, 
we  have  sin.  «»  cot.  a  tang,  b;  which  gives  the  value  of  the  arc 
a,  or  ^m,  for  the  case  of  the  nuuptmum.  Calling  m  this  particular 
value  at  the  point  M,  we  have  for  the  height  of  this  point  above 
BK,  m  cot.  a  sin.  &-)-  (1  -f"  ^^^'  ^)  ^^^'  ^* 

If  through  M  we  imagine  a  horizontal  plane,  the  point  N, 
where  it  intersects  the  ascending  branch  of  the  spiral,  will  be 
the  end  of  the  hydrophoric  arc ;  since  the  commencement  and 
the  end  should  have  the  same  level.  Prc^t  N  upon  the  circum- 
ference of  the  base ;  it  will  Ml  upon  the  point  n ;  call  n  the  arc 
bn;  the  arc  of  the  circle  andm^  corresponding  to  the  arc  of  the 
helix  AMCN,  will  be  n-^n;  and  for  the  elevation  of  N  above 
the  horizontal  plane  passing  through  B,  we  shall  have  {n-\-n) 
cot.  a  sin.  J  +  [1  +  cos.  (n + n)]  cos.  b. 

This  elevation  should  be  equal  to  that  of  M.  Making  the  two 
expressions  equal  and  reducing,  we  have  (n-^-n)  sin.  m-j-cos. 
(tt  -|-n)  s  m  sin.  m -{-cos.  m:  an  equation  from  which  we  may 
deduce  the  value  of  n,  by  means  of  successive  substitutions. 

This  value  being  found,  we  shall  know  the  arc  mbn  corresponding 
to  the  hydrophoric  arc  MCN.  But  an  arc  of  the  helix  is  equal  to 
an  arc  of  the  corresponding  oirde,  increased  in  the  ratio  of  the 
radius  of  the  tables  to  the  cosine  of  the  angle  comprised  between 
the  two  arcs,  that  is  to  say,  divided  by  this  cosine.  Here  the  arc  of 
the  circle  is  n — m-^,  the  angle  comprised  between  the  two  arcs  is 
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90°  —  a:  the  length  of  the  hjdrophoric  arc  will  then  be  ^^^X-—^\ 

and,  for  a  cylinder  whose  radios  is  r, 

TT  +  n  —  m 

r — -. , 

sin.  a 

463.  If  s  is  the  section  of  the  heliooidal  tabe,  the  Tolume  of 
water  raised  at  each  turn  of  the  screw  will  be  the  above  expres- 
sion mnltiplied  by  s. 

Galling  N  the  number  of  turns  made  by  the  screw  in  a  given 
time,  L  its  length  outside  of  the  water,  and  observing  that  the 
height  of  the  elevation  is  L  sin.  b,  we  shall  have  for  the  value  of 
the  useful  effect,  during  this  time, 

'  sin.  a 

464.  The  expression  sin.  m=oot.  a  tang.  5,  obtained  by  difler- 
entiating,  and  making  equal  to  zero  the  general  value  of  the  ele- 
vation of  any  point  of  the  first  spiral,  answers  equally  to  the  case 
of  maximum  and  mitwmun;  it  gives  the  smallest  as  well  as  the 
greatest  elevation.  Moreover,  the  sin.  m  applies  as  well  to  the 
arc  am'  as  to  the  arc  am,  by  taking  bnjf=siam.  Consequently,  if 
we  project  the  point  mf,  upon  the  hydrophone  arc,  M',  which  is  its 
projection,  will  be  the  lowest  part  of  the  arc,  as  M  is  the  highest 
point. 

The  expression  cot.  a  tang,  h,  representing  a  sine,  cannot  ex- 
ceed 1.  When  it  is  equal  to  it,  the  arcs  am  and  antf  will  become 
a(/;  the  points  M  and  M'  will  be  merged  in  the  point  F ;  there 
will  no  longer  be  a  hydrophone  arc,  and  no  more  water  raised. 

But  cot.  a  tang.  J  =  1  gives  tang.  4= — - — =:tang.  a  or  5=a; 

that  is  to  say,  that  when  the  an^e  of  inclination  shall  be  equal 
to  the  angle  made  by  the  helix  with  the  edge  of  the  cylinder,  the 
discharge  will  cease;  it  is  necessary,  then,  in  order  that  it 
may  take  place,  that  the  first  of  these  angles  should  be  smaller 
than  the  second,  as  we  have  already  remarked  (459). 

That  of  the  values  of  h  giving  the  greatest  efiect  is  impliedly 
embraced  in  the  above  expression  of  effect.  For  the  same  screw, 
moved  with  the  same  velocity,  there  will  be  no  variable  in  this 
expression  but  sin.  5  (if^-n — m),  and  it  will  be  necessary  to 
determine  the  value  of  h  which  will  render  this  quantity  a  maxi' 
mum. 
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465.  From  what  was  said  at  the  commencement  of  Sec.  461, 
in  order  that  the  hydrophone  arc  should  take  all  the  water  it  can 
contain,  the  level  of  the  fluid  in  the  well  should  be  as  high  as  the 
point  m,  or  as  the  point  p,  which  is  on  the  same  horizontal ;  and 
consequently  should  be  raised  above  the  centre  of  the  base  by  the 
quantity  op^^r  cos.  m=r>v/l  —  (oot.  a  tang.  ft)*.  For  the  verti- 
cal elevation,  we  shall  have 

r  COS.  h  >v/l  —  (cot.  a  tang.  ft)'. 

466.  In  what  has  been  said,  we  have  supposed  the  hydrophone     inflaence 
arc  had  time  to  be  filled  with  water,  without  any  mention  of  the  of  Tciocity  upon 

U16  prodact. 

velocity  of  the  water.  It  has,  however,  a  great  influence  upon 
the  amount  of  the  product,  especially  when  the  bottom  of  the 
screw  is  entirely  submerged.  This  influence  is  shown  by  the 
experiments  of  Eytelwein.  They  were  made 
with  the  small  screw  already  mentioned,  with 
an  inclination  of  50°.  In  the  first  series,  the 
end  of  the  screw  was  entirely  submerged  ;  an 
unfiivorable  circumstance,  the  disadvantages 
of  which  are  not  sufficiently  appreciated  by 
workmen.  The  second  was  made  under  more 
fiivorable  circumstances,  with  the  base  sub- 
merged only  a  suitable  quantity  (465).  In 
practice,  it  will  suffice  to  establish  the  screw  in  ; 
such  a  manner  as  that  the  end  of  the  vertical 
diameter  of  the  core  may  project  a  little  above 
the  surface.  i 

Comparing  the  terms  of  the  two  series,  when  1^=: 
the  velocity  of  the  machine  has  been  nearly  the  same,  we  see 
that  when  the  inferior  extremity  was  entirely  submerged,  the 
product  was  about  one  third  less. 

467.  We  pass  to  the  effect  of  which  great  screws  are 
capable. 

I  make  known  what  this  product  would  be,  by  giving, 
in  the  following  table,  the  results  of  experiments  made 
with  three  pumps,  of  1^,  Ij"*  and  2"-  (French  measure) 
in  diameter,  the  latter  limit  never  being  exceeded.  I 
give  the  length  and  velocity  of  each,  as  well  as  the 
angle  of  inclination  at  which  it  stopped  delivering 
water;  an  angle  which,  according  to  theory,  is  equal 
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to  that  made  by  the  helix  with  the  axis  (464).  The 
greatest  effect  was  produced  at  an  angle  of  30**;  I  have 
taken  it  for  the  unit,  and  have  compared  with  it  those 
obtained  under  different  angles ;  this  comparison  shows 
the  great  influence  of  the  inclination. 


c 
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Though  the  volumes  of  water  indicated  in  the  table 
have  been  admitted,  as  the  results  of  experiment,  by  a 
commission  of  engineers,  still,  as  they  are  presented 
by  a  constructor  of  the  Archimedean  Screw,  we  may 
fear  that  there  is  some  exaggeration ;  and  in  applica- 
tion, we  should  not  reckon  upon  more  than  two  thirds 
of  the  product  indicated. 

It  seems  that  the  quantities  of  water  raised  by  these  machines, 
ihey  having  been  reduced  to  the  same  number  of  turns  in  the 
same  time,  should  be  proportional  to  the  capacity  of  the  hydro- 
phone arc,  and  consequently  to  the  cube  of 
the  diameters,  if  the  screws  were  similar 
solids ;  yet  I  find  that  these  quantities  are  very 
sensibly  proportional  to  the  3|  power  of  the 
diameter,  or  to  D^.  Consequently,  by  re- 
ducing one  third  the  quantities  given  in  the 
preceding  table,  the  volumes  of  water  raised 
in  one  hour,  under  different  angles  of  inclina- 
tion, by  a  screw  of  a  given  diameter  D,  would 
be  such  as  are  indicated  in  the  adjoining  table. 
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468.  These  screws  are  usually  put  in  motion  by  men, 
who  act  indirectly  upon  the  crank,  through  the  inter- 
vention of  beams  or  connecting  rods,  upon  which  they 
impress  a  reciprocal  motion,  which  converts  that  of  the 
crank  into  a  rotatory.  What  is  the  number  of  men  to 
be  employed  to  produce  a  given  efiTect? 

A  screw  1.607  ft.  in  diameter,  and  19.19  ft.  long, 
used  for  draining  by  M.  Lamand^,  engineer,  moved 
by  nine  men,  (working  in  spells  of  two  hours,  and  then 
relieved  by  a  similar  number  of  fresh  hands.)  inclined 
about  SS'',  making  forty  turns  per  minute,  raised  in  one 
hour  1589.2^"»»-^^  of  water  10.82  ft.  For  each  of  the 
nine  workmen,  this  was  176.68^'*^'^  raised  10.82  ft., 
or  1910®"^-  '*•  raised  !"■ ;  he  did  not  work  ov^r  five 
hours  in  the  day;  thus,  the  day's  labor  of  each  was 
only  9550 '^"^-  '**.  In  another  experiment,  six  workmen, 
working  six  hours,  raised  each  10660  *'*^''-,  and  conse- 
quently, 1776  ^'***"-  per  hour. 

According  to  these  positive  and  authentic  facts,  we 
may  admit  that  a  workman,  employed  upon  a  well 
arranged  screw,  can  raise  in  one  hour  1788  ^"^•"-  one 
foot  in  height,  and  that  he  may  labor  in  this  manner 
six  hours  per  day.  He  might  even  work  eight  hours 
in  the  twenty-four,  in  a  continuous  draining,  if  the 
relays  were  properly  established ;  so  that  the  number 
of  workmen  to  accomplish  such  a  draining  would  be 

^=g-,  or,  to  prevent  any  mistake,  ^^^  ,  Q'  being  the  vol- 
ume of  water  to  be  raised  in  one  hour,  and  H'  the 
height  of  the  elevation. 


Number 

of  workmen 

employed. 


469.  We  also  employ  for  draining,  screws  without  the  envelope 
or  barrel,  consisting  simply  of  a  newel,  upon  which  are  placed  the 
helicoidal  threads.  We  place  them  in  a  canal  or  semi-cylindri- 
cal box  enclosure,  made  of  carpentry  or  masonry,  and  having  a 


Hydraulic 
screw. 


510  ARCHIMEDEAN   SCREW. 

sai table  slope :  it  is  as  it  were  a  half-barrel,  bat  immovable. 
But  a  very  small  interval  is  lefl  between  its  sides  and  the  edges 
of  the  threads.  These  machines,  called  hydraulic  screws,  ( Wasser- 
Schraubef)  by  the  Germans,  are  much  used  in  Holland,  where 
the  J  are  frequently  set  in  motion  by  windmills. 

They  have  a  great  velocity  imparted  to  them,  lest  a  great 
quantity  of  water,  raised  at  first,  should  fall  back  into  the 
well,  foUovnng  the  sides  of  the  trough,  before  it  has  reached 
the  point  of  discharge.  They  have  the  advantage  of  being  inde- 
pendent, in  their  product,  of  the  height  of  the  water  of  the  res- 
ervoir compared  to  their  extremity,  and,  without  shifting  their 
place,  they  may  drain  a  reservoir  whose  level  is  gradually  re- 
duced. But  this  advantage  is  more  than  counteracted  by  an 
inconvenience  :  very  often,  the  core  or  newel,  at  least  if  it  is  not 
large,  bends,  and  the  edges  of  the  threads  rub  against  the  sides 
of  the  canal ;  which  wears  out  the  machine,  and  occasions  a 
resistance,  absorbing  a  portion  of  the  motive  force, 
spiral  pump.  470.  I  will  make  brief  mention  of  a  machine,  which  has  some 
resemblance  to  the  Archimedean  screw,  and  which  may  be  used 
for  raising  water  to  great  heights :  this  is  the  spiral  pmnp.  It 
consists  of  a  conical  or  cylindrical  turning  shaft,  upon  which  is 
wound,  screw  fashion,  a  tube  of  lead  or  other  material :  one  of 
its  extremities  takes  up  the  water,  and  the  other  is  enclosed 
exactly  in  the  curved  end  of  an  upright  tube,  which  conveys  this 
water  to  the  desired  point. 

This  machine,  invented  and  made,  in  1746,  by  a  tinman  of 
Zurich,  has  been  made  the  subject  of  a  work  by  Daniel  Bernoulli, 
who  has  given  its  theory,  and  proposed  some  improvements, 
which  have  been  adopted  in  a  construction  made  at  Florence. 
Since  then,  Nicander  and  Eytelwein  have  devoted  their  attention 
to  it :  the  latter  reported  that,  in  1784,  he  had  established  such 
a  pump,  near  Moscow,  with  complete  success ;  it  conveys  4.09 
cub.  ft.  in  1'  a  distance  of  761  ft.,  and  75.46  ft.  in  vertical  height. 
This  author  extols  all  the  advantages  of  this  machine,  and  re- 
commends its  use. 

Notwithstanding  this  recommendation  and  these  fiicts,  as  it  is 
but  little  used,  and  is  unkuown  to  me,  I  shall  not  enter  into  any 
details,  but  simply  refer  to  the  principle  upon  which  it  is  based. 
When  the  mouth  takes  up  alternately  water  and  air,  these  two 
fluids  advance,  from  spiral  to  spiral,  up  to  the  upright  pipe  :  they 
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enter  it ;  the  air  is  disengaged  and  escapes  into  the  atmosphere, 
the  water  ascends  gradually,  and  is  discharged'  through  the 
spout  placed  at  the  top  of  the  pipe.  During  the  motion,  the 
two  fluids  are  disposed  in  the  spirals  as  shown  in  the  figure  :  the 
water  on  one  side,  the  air  on  the  other ;  the  latter  occupying  less 
and  less  space.  In  the  first  spiral  from  the  entrance  mouth,  the 
air  is  loaded,  not  only  with  the  atmospheric  weight,  but  that  of 
the  column  of  water  of  the  second  spiral :  the  air  of  the  latter 
sustains  also  the  weight  of  the  third  column ;  and  so  on,  so 
that  in  the  last  spiral,  that  which  is  near  the  upright  tube,  it 
is  as  it  were  loaded  with  the  weight  of  a  column  of  water,  whose 
height  is  the  sum  of  the  heights  of  this  fluid  in  all  the  spirals. 
This  same  air  supports,  by  the  elastic  force  due  to  such  a  pres- 
sure, the  column  of  water  in  the  upright  tube  ;  it  can  therefore 
support  one  whose  height  is  equal  to  the  sum  of  the  heights  of 
the  water  in  the  spirals.  Thus  the  height  to  which  we  can  raise 
water,  by  means  of  a  spiral  pump,  depends  upon  the  length  and 
the  number  of  spirals  of  the  helicoidal  tube. 

471.  If  the  compressed  air,  on  issuing  from  this  machine,  Blast  or  biow- 
were  properly  received  and  directed,  it  would  produce  a  blast,  *"«  screw, 
which  might  easily  be  made  nearly  continuous.  An  Archime- 
dean screw,  containing  also  in  its  spirals  alternate  masses  of  air 
and  water,  might  yield  an  analogous  efiect,  if  it  were  disposed 
and  moved  in  an  order  in  some  sort  the  inverse  of  that  followed 
in  draining. 

In  this  manner,  M.  Cagniard-Latour,  well  known  for  his  many 
inventions,  has  made  a  new  blast  machine,  which  has  been  used 
successfully  for  various  purposes.  It  is  an  Archimedean  screw 
of  great  diameter  compared  to  the  core,  placed  in  a  basin  filled 
with  water,  with  a  certain  inclination,  so  that  the  upper  end  of 
the  axis  shall  be  very  near  the  liquid  surface.  When  the  screw 
turns,  the  upper  mouth  of  the  helicoidal  canal  passing  in  the 
atmosphere  during  one  half  of  its  revolution,  there  takes  a  cer- 
tain quantity  of  air,  which  at  first  has  its  place  above  the  first  hy- 
drophone axis,  and  which  then  descends  firom  spiral  to  spiral, 
issues  through  the  lower  mouth  of  the  canal,  and  tends  to  rise 
in  the  water  of  the  basin,  with  an  elastic  force  measured  by  the 
height  of  the  liquid  surface  above  this  mouth. 


512  BUCKBT  MACHINES. 

CHAPTER   III. 

BUCKET  MACHINES. 
(Buckets J  Nonas,  Chain  Pumps,  Persian  Wheels.) 

472.  In  the  machines  we  are  about  to  describe,  the 
water  is  drawn  by  a  bucket,  or  machine  of  that  kind, 
which  conveys  it  and  delivers  it  at  the  desired  height. 
We  have,  then,  the  case  of  a  weight  immediately  raised 
a  certain  height,  for  which  there  are  no  special  theo- 
ries ;  we  have  only  to  give  a  clear  idea  of  the  machine 
by  which  it  is  accomplished,  and  to  estimate  its  effects 
in  practice,  as  well  as  the  ratio  between  this  effect  and 
the  force  employed  to  produce  it. 

This  force  is  usually  that  of  a  man,  working  upon  a 
winch,  or  a  horse  harnessed  to  a  gin.  The  useful 
effect  of  the  first  is  S9.79V^^  in  1"  (475),  and  that 
of  the  second  is  289.43 >^"-  (291);  a  man  may  thus 
raise  231 7.4 ®'***'''"  of  water  one  foot  in  one  hour;  and 
a  horse  16839.4  ^^•"•. 

ARTICLE  FIRST. 
Elevation  of  Water  with  Buckets. 
Baung.  473.  Buckets  alone  are  seldom  used  to  raise  water 
by  continuous  labor.  Sometimes,  however,  we  have 
recourse  to  this  method;  for  example,  for  draining 
required  to  be  done  at  once,  and  of  but  short  duration. 
Many  workmen,  each  provided  with  a  bucket  or  scoop, 
placed  in  the  foundation  or  trench,  may  thus  be  employ- 
ed in  bailing  out  the  water.  But  as,  at  each  discharge, 
they  have  to  raise  not  only  the  weight  of  the  water,  but 
that  of  the  bucket,  as  high  if  not  higher  than  their 
heads,  they  must  necessarily  work  in  uneasy  positions, 
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and  80  accomplish  little.  According  to  Perronet,  when 
they  lift  the  water  a  height  of  5.9  ft.,  they  can  only 
bale  1.2  cub.  ft.  per  minute;  and  twice  this  amount 
when  the  elevation  is  3.28  ft. ;  this  would  be,  as  a  mean, 
but  463.38  cub.  ft.,  raised  one  foot  per  hour ;  and  con- 
sequently, the  fifth  part  of  what  a  man  can  do,  when 
he  employs  the  force  of  his  arms  in  the  most  advanta- 
geous manner. 

474.  When  we  have  to  raise  only  a  small  quantity  of  swip«  with 
water  from  a  depth  of  16  to  20  ft.,  for  one  or  two  hours 

of  the  day  only,  the  object  is  conveniently  accomplish- 
ed by  suspending  a  bucket  from  the  end  of  a  swipe, 
(supported  by  a  post,)  having  at  its  other  end  a  coun- 
terpoise; so  that  the  efibrt  of  working  it  is  exerted 
solely  in  drawing  down  the  empty  bucket.  In  this 
manner,  a  workman  raises  from  1890  to  1740,  and 
even  to  2320  cub.  ft.,  one  foot  an  hour,  according  to  his 
skill  in  such  labor. 

475.  For  greater  depths,  the  best  mode  of  using     Backets 
buckets  is  to  suspend  two  upon  a  wheel,  by  means  of  a  "worklttte 
rope,  so  that  one  ascends  while  the  other  descends.      ^*°*=^- 
Laborers  upon  the  winches,  fixed  at  the  ends  of  the 
revolving  axis,  put  and  keep  the  machine  in  motion. 

Coulomb,  in  his  important  memoir  upon  the  quan- 
tity  of  action  that  can  be  produced  by  man  in  his 
daily  labor ^  according  to  the  different  modes  of 
exerting  his  force,  examines  also  the  case  where  a 
man  raises  water  or  a  weight  by  means  of  a  winch,  a 
mode  of  action  which  this  author  has  found  to  be  the 
most  advantageous.  In  default  of  direct  experiments, 
he  concludes,  from  experiments  made  upon  draining 
machines,  that,  in  a  continuous  labor  of  six  hours 
(216000'')  out  of  the  eight  or  ten  of  the  common 
day's  work,   a  workman  exerts  an  effort  of  15.437 


514  BUCKET  MACHINES. 

lbs.  upon  a  winch,  which  moves  with  a  velocity  of  from 
2.526  to  2.756  ft.  So  that  the  quantity  of  a  day's 
work  would  be,  as  a  mean,  15.488  lbs.  X  2.6247  ft.  X 
216000"=  8752800  lbs.  ft.  (281).  In  an  hour,  this  is 
2387  cub.  ft.  of  water  raised  one  foot. 

I  shall  admit  this  last  Result,  not  for  the  hour  of  con- 
tinuous labor,  but  of  ordinary  labor,  that  is  to  say, 
intermixed  with  resting  spells,  which  may  occupy  a 
fifth  or  even  a  fourth  of  the  time  appointed  for  the 
work.  A  man  can  labor,  by  the  day,  eight  hours  in 
this  manner,  and  consequently  can  raise  about  18700 
cub.  ft.  a  height  of  one  foot,  or  produce,  in  a  day's  work, 
a  useful  effect  of  1157740  lbs.  ft. 

The  experience,  not  of  a  day,  nor  of  a  year,  but  of  several  cen- 
turies, (which,  too,  I  have  often  verified,)  leads  me  to  this  con- 
clusion. I  particularize  the  fact,  as  appearing  to  me  the  best 
calculated  to  give  a  positive  measure  of  the  effect  produced  in  the 
day's  work,  by  a  common  workman,  at  a  winch. 

At  the  mines  of  Freyberg,  in  Saxony,  one  of  the  most  im- 
portant among  the  mines  of  Europe,  and  probably  the  best  regu- 
lated, a  great  part  of  the  mineral  worked  is  raised  from  lower 
stages  to  upper  stages,  by  means  of  axles  .72  ft.  in  diameter, 
with  winches  whose  radius  or  arm  is  1.443  ft.  The  daily  task 
of  two  miners  employed  at  the  winch  of  each  of  these  drums,  is 
to  raise  120  buckets  of  mineral  products  from  a  depth  of  twenty 
"facA/cr,"  the  ''lachier''  being  equal  to  6.5027  ft.,  and  the 
bucket  equal  to  1.1654  cub.  ft. ;  its  load,  that  is  to  say,  the 
weight  of  the  fragments  of  rock  or  of  mineral  with  which  it  is 
filled,  varies  from  115  lbs.  to  132  lbs. 

Thus,  in  the  day's  work,  each  man  produced  a  useful  e£^t  of 
from  894246  to  1032434  lbs.  ft.  But  he  only  worked  six  hours 
and  a  half  at  the  winch ;  if  he  had  worked  his  allotted  eight 
hours,  he  would  have  produced,  as  a  mean,  1185672  lbs.  ft.  In 
any  case,  this  is,  per  hour,  2320  cub.  ft.  of  water  raised  one  foot. 

Setting  the  mean  load  at  123^  lbs.,  and  observing  that  the 
diameter  of  the  cord  which  bears  the  bucket  is  .03  ft.,  we  find  the 
effort  exerted  upon  the  winch  by  each  of  the  two  workmen,  to 
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equipoise  this  load,  is  16.077  lbs.  The  velocity  of  the  point 
upon  which  they  act,  admitting  an  entirely  continuous  motion 
during  the  6^  hours  of  work,  is  2.561  ft.  (It  would  be  about 
three  feet  at  the  time  of  effective  motion ;  and  then,  our  common 
winches,  with  an  arm  of  1.31  ft.,  would  make  twenty-four  turns 
in  one  minute.)  Thus,  the  useful  effect  produced  by  each  of  the 
two  miners  wiU  be  16.074»^-  X  2.562*- «  41-.18^**-  «*•  in  1". 

For  the  dynamic  effect,  or  measure  of  the  force  impressed  by 
the  motor,  the  passive  resistances  of  the  machine  should  be 
added  to  the  load  ;  they  will  increase  it  about  a  tenth,  and  will 
thus  cause  the  effort  exerted  by  each  of  the  workmen  to  be  17.64 
lbs. ;  so  that  the  quantity  of  action  developed  and  impressed  by 
them  will  be  17.6432»»«-  X  2.561"-  =  45.18»*--  ^;  and  in  a  working 
day  of  eight  hours,  or  288000",  it  will  be  1302462.*--  »•. 

However  advantageous  may  be  the  raising  of  a  weight  by 
means  of  a  winch,  it  is  not  used,  in  connection  with  buck- 
ets, in  great  drainings ;  as  these  buckets  may  be  but  imperfectly 
filled,  may  lose  their  water  in  rising,  may  swing,  come  into 
collision,  &c, 

476.  Coulomb,  in  examining  the  quantity  of  daily  Buckets 
action  produced  by  a  man  raising  water  by  means  of  tixedpauey. 
two  buckets,  hung  at  the  two  ends  of  a  cord  passing 
over  a  fixed  pulley,  found  but  half  of  that  impress-^ 
ed  upon  a  winch;  it  was  but  513685  lbs.  ft.  It  is  a 
little  less  than  that  furnished  by  workmen  employed  on 
a  pile-driver,  and  which  Coulomb  estimates  at -542625 
lbs.  ft. 


ARTICLE    SECOND. 

Norias. 

477.  When  we  raise  water  by  means  of  buckets  borne  weaor »Koria. 
by  a  wheel,  besides  the  two  men  placed  at  the  winches,        and 
there  is  needed  a  third  in  the  well,  to  see  that  the  ^^**°^*^****^ 
bucket,  at  its  descent,  shall  be  quickly  and  completely 
filled ;  and  so  the  cost  is  increased.    Sometimes  a  fourth 
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is  placed  at  the  top  of  the  pits,  to  empty  the  fiiU  buck* 
ets  on  their  arrival. 

To  avoid  this  increased  expense,  as  well  as  to  increase 
the  volume  of  water  raised,  by  preventing  the  interrup- 
tion caused  by  the  filling  and  emptying  of  the  buckets, 
we  attach  a  series  of  them  to  an  endless  chain,  passing 
over  a  drum  or  great  axle,  established  above  the  reser- 
voir whence  we  draw  the  water.  Their  opening  is 
turned  upwards  on  the  ascending  branch,  and  down- 
wards on  the  other.  This  machine,  called  noria,  is  put 
in  motion  by  winches,  or  by  a  gearing  at  the  end  of  the 
axis  of  the  drum.  The  buckets,  passing  into  the  well,  are 
there  filled  with  water,  which  they  bear  all  along  the 
ascending  branch;  arrived  at  the  top,  they  incline  along 
the  upper  convexity  of  the  drum,  and  deliver  their 
water  in  a  trough  or  basin  appointed  to  receive  it. 

478.  In  this  manner,  the  buckets  fill  and  empty 
themselves,  and  a  continuous  motion  is  perfectly  estab- 
lished. But  by  the  side  of  these  advantages,  there  are 
some  inconveniences ;  the  water  is  necessarily  raised  to 
a  greater  height  than  that  of  the  point  of  its  recep- 
tion ;  and  the  great  weight  of  the  apparatus,  as  well  as 
its  numerous  joints,  increase  greatly  the  passive  resist- 
ances and  the  repairs  to  be  made. 

Notwithstanding  these  defects,  the  noria  is  a  good 
machine.  It  is  much  used  in  the  south  of  Europe ;  for 
many  centuries,  it  has  served  for  watering  all  the  great 
gardens  in  the  environs  of  Toulouse,  where  it  is  worked 
by  horse-gins. 

479.  It  is  not  long  since  these  buckets  were  simple 
cylindrical  earthern  pots;  the  chains  consisting  of  twists 
of  straw,  and  the  wheels  were  bits  of  joist,  joined  in  the 
form  of  a  double  cross.  Now,  the  buckets  are  made  of 
choice  woods,  or,  more  frequently,  of  copper  plates;  the 
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chains  are  of  wrought,  the  gearing  of  cast  iron ;  and  the 
machine  is  generally  arranged  like  that  built  in  1781 
at  Vitry'Sur-Seinej  near  Paris,  a  description  of  which 
was  published  bj  the  Agricultural  Society  of  that 
capital,  in  1817,  recommending  its  use. 

I  can  give  no  better  idea  of  a  good  noria,  with  its  principal 
dimensions,  than  by  a  short  description  of  one  established  by 
M.  Abadie  near  Touloase. 

The  drum,  in  its  vertical  section,  is  a  regular  hexagon,  each 
side  of  which  is  1.47  ft.  :  it  is  a  trundle,  with  six  spindles.  It 
is  formed  by  two  cast  iron  plates,  .065  ft.  thick,  1.41  ft.  apart, 
and  connected  by  spindles  or  iron  bolts  .098  ft.  in  diameter. 
One  of  the  plates  is  pierced  with  a  simple  opening  for  the  pas- 
sage of  the  axis  of  rotation,  which  is  composed  of  a  piece  of 
iron  0.177  fl.  square.  The  other  presents  at  its  centre  as  it  were 
a  nave,  formed  of , two  concentric  rings,  projecting  0.262  H.,  or  of 
that  width ;  the  small  one,  0.196  ft.  in  diameter,  embraces  the  axle ; 
between  it  and  the  great  one,  which  has  a  diameter  of  0.426  ft., 
are  six  small  partitions,  placed  in  the  direction  of  radii :  the 
whole  is  of  cast  iron,  and  run  in  the  same  mould  as  the  plate. 
Between  the  two  plates,  like  a  newel  in  the  middle  of  the 
drum,  is  placed  horizontally  a  truncated  hexagonal  hollow  pyra- 
mid; its  height  is  1.41  ft. ;  the  side  of  the  great  base  is  0.656 
ft.,  and  that  of  the  small  is  0.164  ft. :  this  small  base  is  fastened 
against  the  small  ring  of  the  nave,  and  the  great  base  against 
the  inner  side  of  the  opposite  plate.  Its  six  edges  correspond 
with  the  six  small  partitions  of  the  nave,  and  with  the  six 
spindles.  Between  each  edge  and  its  corresponding  spindle  is  a 
cast  iron  plate  or  great  partition,  and  the  drum  is  thus  divided 
into  six  compartments. 

The  chain  is  45.01  ft.  long,  and  is  composed  of  twenty-eight 
great  links.  Each  one  carries  a  bucket  made  of  copper  plates : 
Fig.  87  presents  a  section  of  one,  made  perpendicular  to  the  axb 
of  rotation:  AC  =  0.889  ft.,  AB  =  0.688  ft.,  CD  =  0.427  ft., 
and  their  width,  parallel  to  the  axis,  is  1.099  ft. :  their  capacity 
is  thus  0.529  cub.  ft.,  double  that  of  the  common  norias.  In  the 
middle  of  the  bottom  CD  is  a  circular  hole,  0.088  ft.  in  diameter, 
covered  by  a  small  wooden  valve. 

Upon  the  two  opposite  sides  of  each  backet  are  fixed  two 
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small  strips  of  iron  M,  0.016  ft.  thick,  0.105  ft.  wideband  1.74  ft. 
long.  Their  extremities  are  traversed  by  a  bolt  0.065  ft.  in 
diameter,  so  that  the  one  trayersing  the  upper  end  of  the  strip  of 
a  bucket  shall  traverse  also  the  lower  ends  of  the  strips  of  the 
backet  just  above  it.  It  is  this  which  composes  the  links,  and 
great  care  should  be  taken  that  their  length,  and  the  distance  of 
the  bolts  apart,  should  be  such  that,  in  the  part  of  the  chain 
which  bends  upon  the  upper  part  of  the  drum,  the  bolts  should 
correspond  perfectly  with  the  spindles  of  the  trundle,  that  is  to 
say,  to  the  summits  of  the  angles  of  the  hexagon. 

One  of  the  ends  of  the  axis  of  rotation  carries  a  vertical 
wheel,  with  twenty-three  teeth,  geared  into  those,  thirty-eight  in 
number,  of  a  horizontal  wheel.  The  latter  is  traversed  by  a  ver- 
tical iron  shaft,  0.177  ft.  square  and  3.608  ft.  long:  its  lower 
end  rests  in  a  socket,  and  its  upper  end,  fixed  in  a  ring,  receives 
the  arm  of  a  horse-gin  13.12  ft.  long. 

Upon  the  horizontal  axle  we  have  also  a  ratchet-wheel,  to 
prevent  a  retrograde  motion. 

When  the  machine  is  in  motion,  and  the  upper  end  of  the 
link  arrives  at  the  trundle,  it  is  taken  by  a  spindle,  and  carried 
along  with  it.  As  soon  as,  in  rising,  the  bucket  of  this  link 
begins  to  incline,  its  water  also  begins  to  pour  into  the  corre- 
sponding compartment ;  it  ceases  flowing  before  it  has  attained 
a  horizontal  position,  and  consequently  before  it  has  begun  its 
descent.  This  water  descends  into  the  compartment;  arriving 
at  the  bottom,  which  is  one  of  the  inclined  faces  of  the  truncated 
pyramid,  it  follows  it,  and  issues  through  the  corresponding 
opening  of  the  nave,  without  losing  a  drop  during  the  dis- 
charge. 

Effect  480.  The  noria  which  we  have  just  described  is 

of  the  Noria.  established  upon  a  well  whose  level  is  17.06  ft.  below 
the  axis  of  rotation.  It  is  worked  by  an  ordinary  horse, 
and  raises  812.28  cub.  ft.  of  water  in  one  hour,  and 
delivers  it  in  a  receiving  basin,  whose  surface  is  0.229 
ft.  below  the  axle,  and  consequently  16.831  ft.  above 
the  well.  Thus,  the  useful  effect  in  one  hour  is 
equivalent  to  13670  cub.  ft.  raised  1  ft.  (=812.28  X 
16.83).     We  have  seen  (472),  that  a  horse  working  in 
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a  gin  may  raise  16685  cub.  ft.  1  ft.  We  have,  then,  a 
loss  of  18  per  cent. 

M.  Navier  reports,  that  a  noria  used  at  the  drainages 
near  Paris,  worked  by  two  horses,  raised  in  one  hour 
2476.89  cub.  ft  of  water  a  height  of  11.81  ft.,  or 
29249  cub.  ft.  raised  1  ft. ;  this  would  be,  per  horse, 
14624  cub.  ft.  raised  1  ft.,  and  the  loss  would  be  only 
12  per  cent.  It  is  usually  much  greater;  it  ranges 
between  20  and  30  per  cent. 

It  arises  from  two  causes ;  1st,  from  the  buckets  in  ris- 
ing suffering  a  portion  of  the  water  which  they  had  pre- 
viously drawn  to  fall  back;  though  this  portion  never 
arrives  at  the  receiving  basin,  it  has,  during  a  certain 
time,  borne  upon  and  resisted  the  action  of  the  motor;  2d, 
from  the  fact  that  the  machine  always  raises  the  water 
higher  than  the  surface  of  the  basin,  a  sur&ce  which 
is  of  necessity  somewhat  below  the  axis  of  rotation. 

We  may  allow  for  the  first  of  these,  and  for  some  other 
sources  of  loss,  by  reducing  the  volume  of  water  which 
a  horse  can  raise  one  foot  in  one  hour,  from  16685  cub. 
ft.  to  13904  cub.  ft.  raised  1  ft.  We  may  allow  for 
the  second,  in  diminishing  these  13904  cub.  ft.  in  the 
ratio  of  H  to  H  +  r',  H  being  the  height  of  the  surface 
of  the  basin  above  that  of  the  well,  and  r'  being  the 
vertical  distance  between  the  first  of  these  surfaces  and 
the  highest  point  to  which  the  water  is  borne ;  r  will 
usually  be  the  radius  of  the  drum,  increased  from  four 
to  eight  inches. 

Consequently,  the  useful  effect  that  a  horse  can  pro- 
duce in  an  hour,  in  working  a  noria,  is  expressed  in  a 

cub.  ft.  of  water  raised  1  ft.  by  18904  ^7-7-      Thus, 

the  volume  of  water  which  he  can  raise  to  a  height  H 
.„  ,      13904 
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Whence  it  follows,  that  the  number  of  horses  to  be  em- 
ployed, on  one  or  more  norias,  to  raise  a  yolmne  of  water 

of  Q'  cub.  ft.  in  an  hour,  to  a  height  H,  is  Q'  K^^- 

Dynamic  481.  M.  Emmeiy,  engineer,  has  made  some  experiments  to 
®'<^^  determine  the  ratio  between  the  useful  efl^  of  the  noria  and  the 
quantity  of  action  developed  by  men  employed  to  produce  it.  In 
one  of  them,  five  strong  workmen,  working  all  together,  and 
exerting  upon  the  windlass  an  effort  of  102.26  lbs.,  with  a  veloc- 
ity of  2.749  ft.,  raised  in  one  hour  900.53  cub.  ft.  to  a  height  of 
11.8  ft. :  which  gives  0.657  for  the  ratio  sought. 

In  good  pumps,  this  ratio  is  greater :  thus,  provided  we  can 
have  such  pumps  and  the  means  of  maintaining  them,  they  will 
be  preferred.  .  Otherwise,  and  if  the  machines  are  only  to  work 
at  intervals,  we  would  construct  norias,  any  blacksmith  being 
able  to  make  the  requisite  repairs. 

ARTICLE    THIRD. 

Chain  Pumps. 

Chain  pumps,  which  are  also  a  series  of  buckets,  but 
of  a  particular  kind,  were  formerly  almost  exclusivelj 
employed  for  drainage  on  a  large  scale ;  thej  are  now 
used  only  in  such  localities  as  do  not  admit  of  a  conve- 
nient use  of  the  Archimedean  screw.  There  are  two 
kinds,  the  vertical  and  ificllned, 
verticAi  482.  The  vertical  chain  pump  consists,  1st,  of  a 
wooden  cylindrical  tube,  or  trunk,  from  13  to  19.6  ft. 
long,  and  with  a  diameter  of  from  0.42  to  0.52  ft. ;  its 
lower  end  is  plunged  into  the  water  to  be  drawn :  2d, 
of  a  spur-wheel,  placed  above  the  tube,  armed  with 
iron  clutches ;  it  is  traversed  by  a  turning  shaft,  ftir- 
nished  with  winches  at  its  ends:  3d,  of  an  endless 
chain,  bearing,  from  space  to  space,  beads  or  pater- 
nostersj  formed  each  of  a  greased  leather  washer,  held 
between  two  iron  plates;   4th,  finally,  of  a  trundle 
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placed  at  the  foot  5f  ili6  chains  to  k^ep  it  extended  and 
properly  directed*  See,  in  the  Architecture  hydrau- 
lique  of  B^lidor,  the  details  of  the  construction  and 
establishment  of  these  machined. 

When  the  chain  pump  is  in  motion,  the  claws  of  the 
spur-wheel  seize  successively  the  links,  and  the  chain 
ascends.  The  paternoster  arriving  at  the  lower  end  of 
the  tube,  takes  the  water  which  is  beneath  the  preced- 
ing one,  intercepts  its  communication  with  the  reser- 
voir, and  raises  it  up  to  the  discharging  pipe« 

The  vertical  chain  pump  is  well  adapted  for  drainage, 
when  we  have  to  deliver  the  water  at  a  height  of  over  13 
feet;  its  apparatus  is  less  complicated  and  less  heavy 
than  that  of  the  noria,  and  it  offers  less  resistance.  It 
allows,  it  is  true,  a  large  quantity  of  water  to  fall  back, 
which  passes  between  the  leathers  and  the  sides  of  the 
tube,  especially  when  the  velocity  is  small.  This  loss 
is  diminished  by  a  good  care  of  the  machine,  and  by 
putting  at  the  lower  end  of  the  tube  a  pipe  of  metal, 
well  bored,  of  a  diameter  a  little  smaller,  and  of  a  length 
somewhat  exceeding  the  distance  of  the  paternosters 
apart. 

From  four  to  eight  men  may  be  employed  at  once 
upon  a  chain  pump;  its  winches  are  1.31  fb.  at  the 
elbow,  and  make  from  twenty  to  thirty  turns  per  min- 
ute. The  workmen  are  relieved  every  two  hours;  each 
works  eight  hours  in  the  day,  and  there  will  be  needed 
from  twelve  to  twenty-four,  divided  into  three  relays, 
to  piimp  night  and  day. 

483i  Perronetj  who  had  twenty-two  chain  pumps  in 
one  pit  of  the  foundations  of  the  bridge  of  Orleans,  has 
determined  their  useful  effect.  In  an  experiment  made 
on  one  of  them,  moved  by  four  men,  who  made  thirty 
turns  of  the  winch,  they  raised  to  a  height  of  15.98 
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cub.  ft,  18.1698  cub.  ft.  in  108";  which  would  make 
605.26  cub.  ft.  in  one  hour;  and  for  each  man,  2419 
cub.  ft.  raised  one  foot  in  this  time.  Perronet  admits 
twenty-five  turns  of  the  winch  for  ordinary  work,  and 
consequently,  2016  cub.  ft.  per  hour.  Perhaps  it 
would  be  better,  in  common  practice,  to  admit  only 
twenty  turns,  and  we  shall  not  have  over  1613  cub.  ft. 
for  the  quantity  raised,  (deducting  the  greatest  loss  due 
to  a  less  velocity).  This  result  would  accord  with  that 
deduced  from  the  observations  of  the  engineer  Boistard 
upon  three  chain  pumps,  of  about  0.49  ft.  in  diameter 
and  11.48  ft.  in  height;  admitting  that  a  fifth  of  the 
time  (1  in  5.14)  is  taken  for  a  resting  spell,  and  that 
the  loss  is  but  a  sixth  of  the  water  at  first  drawn,  we 
find  that  the  volume  of  water  raised  one  foot  high  in  an 
hour,  by  each  of  the  six  or  eight  workmen  employed  at 
the  same  time,  is  for  the  three  chain  pumps  respectively, 
1815  cub.  ft.,  1479  cub.  ft.,  and  1441  cub.  ft. ;  as  a 
mean  term,  1579  cub.  ft. 

Adopting  this,  the  number  of  men,  working  eight 
hours  per  day,  to  be  employed  upon  a  continuous 
draining,  to  raise,  by  means  of  vertical  chain  pumps, 
in  one  hour,  Q'  cub.  ft.  of  water  to  a  height  H,  will  be 
0.00189Q'H. 
Inclined  484.  lu  the  inclined  chain  pump,  the  tube  is  only  a 
rectangular  trough,  and  the  paternosters  are  simple 
wooden  plates.  The  descending  branch  of  the  chain 
rests  either  upon  the  upper  part  of  the  trough,  if  it  is 
covered,  or  upon  a  platform  placed  above  it,  if  it 
is  not.  Between  its  jaws  and  the  sides  of  the  plates  we 
leave  a  space  of  only  J  to  |  in. 

In  the  Architecture  hydraulique  and  in  the  TraitS 
des  machines  will  be  found  a  detailed  description  of 
one  of  these  machines. 
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Let  ABHI  be  a  section  of  a  portion  of  the  chain  pump :  we  p|g  gg 
make  the  height  of  the  plates  AB  =  h,  BD  =  a,  the  width  of  the 
plate  =  h,  the  angle  of  inclination  £[FG  s=  i ;  deducting  the  space 
between  the  sides  of  the  trough  and  the  edges  of  the  plates,  the 
Tolume  of  water  contained  between  two  consecutive  plates  will 
be  ^  {2h — a  tang.  t).  Calling  L  the  length  of  the  trough,  N 
the  number  of  plates  which  pass  upwards  in  a  given  time, 
observing  that  L  sin.  t  is  the  height  to  which  the  water  is 
raised,  we  shall  have  for  the  expression  of  useful  effect  pro- 
duced in  this  time, 

^No^L  sin.  i{2h  —  a  tang,  t) . 

In  the  same  chain  pump,  the  e£fect  will  be  proportional  to 
sin.  t  (2A  —  a  tang,  t) ;  and  that  value  of  t  which  will  render 
this  quantity  a  maximum,  will  be  that  under  which  the  chain 
pump  will  produce  the  greatest  effect. 

485.  The  inclined  chain  pnmp  requires  a  greater 
motive  power  than  the  vertical  chain  pump,  in  propor- 
tion to  the  effect  prodnced,  by  reason  both  of  the  fric- 
tion of  the  plates,  and  of  the  great  loss  of  water  through 
the  spaces ;  moreover,  it  is  not  used  at  present. 

Perronet,  however,  had  three  at  the  draining  for  the  bridge  of 
Orleans.  One  was  moved  by  a  float-wheel,  and  raised  2401 
cub.  ft.  13.12  ft.  high  in  one  hour.  Each  of  the  two  others 
was  put  in  motion  by  a  horse-gin,  upon  which  twelve  horses 
acted  together:  the  plates  were  0.66  ft.  wide,  0.53  ft.  high, 
and  the  same  distance  apart :  the  product  was  estimated  at 
4768  cub.  ft.  per  hour,  raised  16.40  ft.  {Perronet,  pp.  247  and 
255.)  This  would  only  be  6488  cub.  ft.  raised  one  foot  per 
hour  by  a  horse. 

From  an  observation  made  during  the  oonstruotion  of  the 
bridge  ^^de  la  Charitd-sur-Loire,^^  an  inclined  chain  pump, 
worked  by  six  men,  raised  in  one  hour  723.9  cub.  ft.  of  water  to 
a  height  of  10.723  ft.  This  is,  per  man,  1289  cub.  ft.  raised  one 
foot,  which  is  but  half  the  weight  he  could  raise  with  a  wheel. 
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ARTICI4B    FOURTH. 
Persian  or  Cup  Wheels^ 

486.  Backets  or  cups  may  also  be  fittecl  to  the 
circumference  of  a  float^wheel^  with  its  lower  part 
plunged  in  a  current  of  water.  They  are  open,  and  bo 
arranged  as,  when  at  the  foot  of  the  revolution,  to  take 
up  a  certain  quantity  of  water,  which  they  deliver, 
when  arrived  at  the  top,  in  a  trough  or  tank  designed 
to  receive  it.  There  is  no  simpler  or  more  economical 
method  of  raising  water ;  the  same  current  fumisheaat 
once  the  force  and  the  material  needed.  Thus,  when. 
the  locality  admits  of  it,  this  mode  is  frequently  used, 
either  for  irrigations,  pr  for  differ^li  clom^tic  pur- 
poses. 

In  great  drainings,  we  construct  separately  a  wheel 
with  buckets  and  a  float-wheel.  The  first  consists  of 
two  circular  plates,  between  which  yre  suspend  the 
cups  or  buckets  by  means  of  an  axle  passing  through 
their  upper  part,  and  around  which  they  can  move.  L3. 
this  manner,  they  remaiu  vertical,  and  retain  the  water 
which  they  have  drawn,  to  the  very  summit  of  the 
wheel ;  then,  by  means  of  a  quite  simple  contrivance, 
(examples  of  which  may  be  found  in  Architecture  hy- 
draulique  and  in  Trait S  des  machines j)  they  incline, 
deliver  their  water,  and  then  resume  their  original  posi- 
tion. The  float-wheel  communicates  xnotioA  to  this 
wheel  with  buckets,  either  by  a  common  shaft  or  other- 
wise. 

487.  Perronet  also  employed  this  machine,  with 
great  success,  in  the  draining  for  the  foundations  of 
the  bridge  of  Neuilly.  The  float-wheel  was  estab- 
lished in  a  place  where  the  current  had  a  velocity  of 
2.65  ft. ;  and  the  wheel  with  buckets  was  placed  sue- 
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oesBlvely  on  the  site  of  different  piers,  even  to  a  dis- 
tance of  114.8  ft.  The  first  wheel  had  a  diameter  of 
19.18  ft.,  the  width  of  its  floats  was  21.32  ft.,  and  their 
height  8.18  ft.  The  second  was  17.58  ft.  in  diame- 
ter; it  here  sixteen  buckets  or  boxes,  containing  4,83 
enb.  ft.,  bnt  arrived  at  the  point  of  delivery  with  only 
3.63  cub.  ft.  It  raised,  in  one  hoar,  6532  cnb.  ft.  from 
10.66  to  12.79  ft.;  its  effect  was  equal  to  that  of 
twelve  vertical  chain  pumps,  employed  at  the  same 
bridge.    {Perranetj  pp.  66  and  114.) 

488.  We  will  indade  among  wheels  with  buckets,  a  machine  lympan 
frequently  used  by  the  ancients,  to  whith  they  gave  the  name  ^>>cci. 
of  tympan. 

It  has  the  appearance  of  a  drum,  being  fonned  of  two  circular 
plates,  with  a  cylindrical  envelope,  which  answers  to  the  tube. 
It  is  divided,  in  the  interior,  into  eight  or  a  greater  number  of 
compartments,  by  partitions  placed  in  the  direction  of  the  radii : 
the  cylindrical  surface  is  pierced  with  an  opening  for  each  of  the 
compartments :  the  drum  is  traversed  by  a  great  axle,  on  the 
surfiice  of  which  there  are  as  many  notches  or  grooves  as  there 
are  compartments. 

When  this  machine  is  suitably  placed  upon  the  water  to  be 
drawn,  and  is  put  in  motion,  each  opening,  passing  beneath  the 
level  of  the  reservoir,  there  takes  up  a  certain  quantity  of  water, 
which  enters  in  the  compartment,  and  issues  through  the  corre- 
sponding groove  of  the  axle. 

489.  At  the  commencement  of  the  last  century,  La&ye  curved  ^vg.  m. 
the  partitions  conformably  to  the  evolute  of  the  cirdo  of  the  nave, 

and  abandoned  the  convex  envelope. 

The  celebrated  engineer  whose  various  observations  upon 
draining  machines  we  have  already  cited,  has  also  made  some 
upon  this  kind  of  tympan.  That  which  he  employed  was 
19.18  ft.  in  diameter,  had  twenty-four  partitions,  and  raised  the 
vrater  8.52  ft. :  when  plunged  in  the  water  a  depth  of  0.78  ft., 
twelve  men,  stepping  upon  a  tread-wheel,  fixed  upon  the  same 
axle,  caused  it  to  mi^e  two  and  a  half  turns  a  minute,  and  raised 
4343  cub.  ft.  in  one  hour.  (Perronet,  p.  252.) 
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The  useful  effect  of  each  of  these  twelve  men  would  be  3112 
cub.  ft.  raised  one  foot  in  one  hour ;  and  we  have  seen  that,  upon 
a  vertical  chain  pump,  it  vras  only  2016  cub.  ft.  But  it  was  by 
means  of  the  tread-wheel  that  the  tympan  was  moved;  the 
force  of  a  man,  when  he  acts  upon  such  a  wheel,  depends 
upon  his  weight,  and  the  effect  produced  is  generally  more  con- 
siderable than  that  obtained  by  the  use  of  the  winch  in  the  ratio 
of  three  to  two.  Notwithstanding  this  advantage,  the  tympan  is 
seldom  used :  unless  we  ^ve  it  extraordinary  dimensions,  it  can 
raise  the  water  but  a  small  height;  and  even  with  its  usual 
dimensions,  it  is  bulky,  hard  to  construct,  and  takes  up  too  much 
room  in  the  work-yard :  in  these  respects,  it  is  the  reverse  of  the 
Archimedean  screw. 


APPENDIX. 


As  the  method  of  reducing  the  formula)  &om  the  metrical 
units  to  our  unit  of  the  foot,  whether  linear,  superficial,  or  cubic, 
may  not  be  generally  understood,  it  is  thought  best  to  give  an 
example  of  each,  so  that  the  reader,  by  referring  to  the  original, 
may  test  for  himself  the  accuracy  of  my  reductions. 

It  is  well  known,  that  every  algebraic  expression,  admitting 
of  geometric  construction,  must  have  its  terms  of  the  same 
dimension:  or,  to  quote  from  Young,  *<that  each  term  must  bo 
either  of  one  dimension,  and  thus  represent  a  line ;  or,  secondly, 
each  must  be  of  two  dimensions,  and  so  represent  a  surface ;  or, 
lastly,  each  must  have  three  dimensions,  and  so  denote  a  solid. 
It  is  plain,  that  if  this  uniformity  of  dimension  does  not  belong 
to  all  the  component  terms  of  an  algebraic  expression,  such  an 
expression  involves  a  geometric  absurdity;  for  we  can  in  no 
wise  combine  a  line  with  a  surface,  or  a  surface  with  a  solid. 
Nevertheless,  it  often  happens  that  an  expression,  really  admit- 
ting of  construction,  does  appear  under  this  unsuitable  form ;  but 
such  a  result  can  arise  only  from  the  linear  unit  having  been  rep- 
resented in  the  calculation  by  the  numerical  unit  1,  thus  causing 
every  term  into  which  it  entered  as  a  factor  to  appear  of  lower 
dimensions  than  the  other  terms.  Whenever,  therefore,  for  con- 
venience of  calculation,  the  linear  unit  is  so  represented,  the 
result  should  be  made  homogeneous,  by  introducing  it  and  its 
powers  into  the  defective  terms." 

We  have  only  to  apply  this  principle  to  insure  the  correctness 
of  the  reduction.  I  would  compare  the  process  to  the  measure- 
ment of  weights  with  scales.  Calling  the  two  members  of  the 
equations  the  weights,  if  they  ore  of  unlike  dimensions,  such 
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operationB  are  to  be  perfonned  on  them  as  shall  render  the  lite- 
ral factors  homogeneoas ;  so  that  if  we  have  a  line  in  one  mem- 
ber, and  the  expression  of  a  sur&ce  in  the  other,  the  ooefficxent  of 
the  second  is  to  be  divided  by  3.2809,  (or,  for  brevity,  3.28,)  the 
value  of  a  metre  in  feet,  and  the  balance,  so  to  speak,  is  restored. 
Let  us  take  the  fundamental  equation  of  the  motion  of  water 
in  canals.  (Sec.  112.)    It  is  expressed  thus  in  metres  : 

p  »  0.00036554  f  (w*  +  0.06638o>. 

First,  we  ascertain  the  dimensions,  p  being  a  slope  or  ratio,  wo 
call  it  of  the  zero  order,  and  the  second  member  must  be  made 
the  same ;  c,  being  the  wetted  perimeter,  is  of  the  first  order  or 
linear,  v*  of  the  second ;  the  two  multiplied  ^ve  us  a  quantity 
of  the  third  order.    It  is  divided  by  <,  which  is  an  area,  conse- 

quently,  of  the  second  order.    The  division-- gives  us  /,  a  linear 

quantity ;  therefore,  to  make  it  homogeneous  with  the  first  mem- 
ber, we  divide  its  coefficient  .00036554  by  /,  or  3.2809,  which 
gives  us  .0001114155. 

For  the  second  term,  we  have  — ,  Which  is  of  the  zero  order : 

but  inasmuch  as  its  coefficient  or  multiplier  has  been  divided 
by  3.2809,  if  we  multiply  .06638  by  this  quantity,  we  shall  thus 
have  tbe  proper  expression,  in  units  of  feet;  or 

P  "  "^809- 7<^ +^^^^^^  ^  ^-28091;)  = 
.0001114155  -  (tj*+ 0.21778t;)  = 
.0001114155  —  +  .000024264—. 
Again,  in  Sec.  123,  we  have  the  expression,  in  metres, 
l^«g(^-  ^)  -ty(0.0003655c  ^+  .00002430  |)rfz. 

Here  f/,  representing  the  fall  of  the  surface  from  A  to  M,  or  the 
line  EM  (Fig.24),  is  linear ;  the  first  term  of  the  second  member 
is  to  stand  as  it  is,  for  Q*  is  of  the  sixth  order,  or  i*,  and  gXs* 
is  of  the  fifth ;  it,  then,  is  linear  and  homogeneous. 

In  the  second  term,  we  have  for  the  first  part -^^,  or  its  di- 
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— avB "~  )  ®^  *^®  second  order ;  therefore,  we  divide 
its  coefficient  by  3.2809,  and  have  as  before,  .0001114155. 
The  dimension  of  the  second  part,  or--.-,  is  I — ^r^ — I 

linear,  and  it  remains  as  it  is.    So  we  have  the  expression  for 
foet  given  on  page  131. 

Another  method,  the  reason  of  which  may  be  more  apparent  to 
those  unacquainted  with  these  reductions,  consists  in  supposing 
the  literal  expressions  to  be  given  in  English  feet,  and  then  con- 
verting them  to  metres,  in  multiplying  by  .30479,  or . 

o.2o09 

Thus  (Sec.  186),  suppose  H,  v,  L  and  D  to  be  given  in  feet, 
we  have  the  metrical  equation  of  this  form,  yiz. : 

HX.30479-..05WX.30479«=  .00137  ^j^^o  (^''X.30479«+ 

0.0551?  X. 30479). 
The  expression  is  now  good  for  metres.    Dividing  both  members 
by  .30479,  the  expression  is  good  for  feet,  and  will  stand  thus : 

H  —  .051t;*  X  .30479  =«  .00137  ^ X  .30479  {v'+  ~^  r), 

which,  reduced,  gives  us  the  equation  on  page  206. 

Sec.  109.  —  In  the  edition  of  Dnbuat,  (Paris,  1816,)  vol.  11., 
p.  87,  we  have,  as  Mr.  James  B.  Francis,  of  Lowell,  informs  me, 
the  expression  U=a»  (^V  —  1)*,  in  which  U  is  the  velocity  at 
the  bottom,  V  the  velocity  at  the  surface,  the  unit  being  the 
French  inch  or  "/Mn«»." 

Skc.  113.  —  The  coefficient  2736,  under  the  radical,  as  D'Au- 
buisson  has  it,  should  be  2735.6 ;  and  in  Sec.  114,  instead  of  51^ 
it  should  be  52.3,  unless  the  author  intended  to  diminish  the 
coefficient  a  little,  to  allow  for  —  0.033,  omitted  in  his  formula 
for  practice. 

Sue.  130.  —  D'Aubuisson  has  H  —  A  =  — =-  •  ?-.    It  is  seen,  in 

fir     c  ' 

Seo.  107,  that  the  xesistanoe  experienced  by  water  moving  in  a 

canal  is  proportional  to  the  wetted  perimeter,  to  the  square  of  the 

Telocity,  plus  a  fraction  of  the  velocity,  and  is  in  the  inverse 

ratio  of  its  section ;  its  expression  is  a'-  (f^-{-bv). 
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Now,  if,  io  great  velocities,  we  iue  to  disregard  the  fractional 
Telocity,  having  the  resistance  proportional  to  the  squares  of  the 

velocities,  the  expression  for  resistance  then  is  gj)  =  t^-t^,  or 

«=_.-.»";  calling-  =a. 00036554  =» a,  we  have  w*=^,  and 
^      g   s       '  ^g  ca 

"''|/.006i554c^^2.33^^^^     If  this  is  correct,  the  equa- 

tion  should  be 

_       -  r*         .050974X52^«  ^«»       139.44  ^.  ;>5 

H  —  A  =  170.26  y^v,  and  Q  »  52.33M  l/  ^(^.. 
/+2A'         ^  J//+2A' 

instead  of  the  two  coefficients  160  and  51  given  by  D'Aubuisson. 
Sbc.  163.— D'Aubuisson  hasH=0.1805  ^  .  I  make  it  1305^ 

for  Q-0.625flV2iffgivesH  =  2^x!625V^-^^^^?^"'*" 
tres=*  .03977^  in  feet. 

Sec.  173. — The  author  has  made  an  important  omission  in 
not  giving  the  value  of  L  in  the  table.  The  second  line  in  the 
first  column  in  my  edition  has  45^"^.  Mr.  Francis  says  that  in 
his  edition  (1840)  it  is  432—. 

Sec.  213.  —  Page  250,  fourteenth  line  of  original,  D'Aubuisson 
has  for  the  lowering  of  the  fluid  in  the  piecometer,  the  ex- 
pression 

Q.(0.0a222^-?^)+»-^^. 

I  think  it  should  be 


<,c- 


>.00a22L       0.0826  \        .0OOO96LQ 

D*     ""     D*  y  »       D*      ' 


and  I  have  aooordingly  reduced  it  to  the  expression  in  feet  given 
on  page  299. 

Sec.  218.  — Page  257,  fifth  line,  D'Aubuisson  appears  to  have 
been  in  error  in  putting  1*003  for  the  quantity,  when  it  is 
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undoabtedlj  meant  for  the  velocUy.  The  diameter  of  the  pipe 
being  .081"  and  the  velocity  1-003,  we  have  for  the  quantity 

Sec.  319.  —We  have  E  <  250QH,  in  metrical  units ; 
E  Q  H 

aljosxaiiw  <^  S!^'  ^  3":S ' "  ^8«*  measures ; 

(2  205  \ 
~j  250Qn  =  15.616QH. 

Sec.  334.  — We  have  this  expression  in  metres : 

Force  appUed  =  6S  (^^i+^)(±y^uy. 

In  this  expression,  the  quantities  are  supposed  to  be  given  in 
metres  and  kilogrammes  ;  we  wish  to  use  it  for  feet  and  pounds. 
The  characters  being  in  English  measures,  we  have 

Forceapplled  ^  g  _A.   /"  I  /f^i    .o^i^Z.^:    «    \». 
2.205X3.28       "  3.28«  11/   'jr  +  ^  )±  V3.28^3.28y    ' 

which,  by  reduction,  becomes 

2  205      /^      /"s"  "\ 

Force  applied  =  6  -^-^^{^y  -j  +ZJ±  (V-f  u)% 

and  is  what  we  have  given  in  Sec.  334. 

Sec.  343.  —  In  consulting  with  Mr.  Francis  as  to  what  unit 
the  author  adopted  in  the  formula  (^  =  0*0013  Viv)  he  favored 
me  with  a  letter,  from  which  I  quote  as  follows :  — 

**  As  to  the  rule  for  <  taurillons '  at  page  401  of  D'Aubuisson. 

Pc 
Morin  gives  the  following  formula,  at  page  350 :  <^  =>       -    ,  P 

3681.56 

being  the  weight  in  kilogrammes,  c  the  length  in  metres,  usually 

equal  to  d  the  diameter ;  if  so  taken,  the  equation  becomes 

^=^3^1"^'**'''^  ^^l/sefise'-^l^VP,  which  is  not  for 

from  the  rule  given  by  D'Aubuisson ;  so  you  may  be  satisfied  that 
he  has  used  the  metrical  measures  for  the  unit. 

"  In  English  measures,  -~  =  .0016  j/-^ ;  or  <fca.00364^p. 
That  is,  I  get  from  Morin,  Aide  Memoire,  page  350.  ias.00364\/P ; 
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you  get  from  D'Aubuisson  </ss.002872\/o^  whioh  is  near  enough , 
for  such  an  uncertain  matter. 

"Water-wheel  gudgeons  here  vary  from  six  to  ten  inches  in 
diameter.  ^ 

''  Suppose  a  wheel  to  weigh  twenty  tons  on  each  gudgeon,  or 

40000  lbs. :  

V40000  log.  =  2.3010300 
.00364  log.  =  3.5611083 

.728  ft.        T.8621983 
say  nine  inches,  which  is  about  what  we  should  make  it." 
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